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PREFACE 


In  the  preparation  of  this  volume,  it  has  been  the  authors' 
chief  purpose  to  produce  a  text-book  which  shall  include  the 
essentials  of  a  comprehensive  knowledge  of  practical  surveying 
and  at  the  same  time  be  adapted  to  the  use  of  teachers  and 
students  in  technical  schools.  In  this  book,  which  is  essentially 
an  elementary  treatise,  such  subjects  as  stadia,  plane  table, 
hydrographic  and  geodetic  surveying,  are  entirely  omitted,  these 
s  abject  s  being  left  for  a  later  volume. 

Considerable  stress  is  laid  upon  the  practical  side  of  sur- 
veying. The  attempt  is  made  not  only  to  give  the  student  a 
thorough  training  in  the  fundamental  principles  and  in  approved 
methods  of  surveying,  computing,  and  plotting,  but  also  to 
impress  upon  him  the  importance  of  accuracy  and  precision  in 
all  of  his  work  in  the  field  and  the  drafting-room.  In  carrying 
out  this  purpose  it  has  seemed  necessary  to  lay  particular  stress 
upon  some  points  which  to  the  experienced  engineer  or  the 
advanced  student  may  appear  too  obvious  to  require  explanation, 
but  which  teaching  experience  has  shown  to  be  most  helpful  to 
the  beginner.  The  most  common  errors  and  mistakes  have 
therefore  been  pointed  out  and  numerous  methods  of  checking 
have  been  explained.  Every  effort  has  been  made  to  inculcate 
right  methods  even  in  minor  details,  and  for  this  purpose  a  large 
number  of  examples  from  actual  practice  have  been  introduced. 

In  arranging  the  subject  matter  of  the  work,  the  four  parts 
are  presented  in  what  appears  to  be  a  logical  sequence.  First, 
the  use,  adjustment,  and  care  of  instruments  are  taken  up  ;  then 
the  next  three  parts,  surveying  methods,  computations,  and 
plotting,  are  Xaken  in  the  order  in  which  they  are  met  in  the 
daily  practice  of  the  surveyor.  To  show  more  clearly  the  steps 
in  the  process,  the  notes  which  are  used  as  illustrations  in  sur- 
veying methods  are  calculated  in  the  computation  section,  and 
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IV  PREFACE 

are  treated  again  under  the  methods  of  plotting,  finally  appearing 
as  a  completed  plan. 

While  the  authors  recognize  fully  their  indebtedness  to  those 
who  have  preceded  them  in  this  field,  they  hope  that  they  have 
made  some  useful  contributions  of  their  own  to  the  treatment 
of  the  subject.  Thus  in  the  section  on  Surveying  Methods, 
many  practical  suggestions  have  been  inserted  which  they  have 
found  of  value  in  their  own  work  and  which,  so  far  as  they  are 
aware,  now  appear  in  a  text-book  for  the  first  time.  On  the  sub- 
ject of  Computations,  much  emphasis  is  laid  upon  the  proper  use 
of  significant  figures  and  the  arrangement  of  the  work,  matters 
which  heretofore  have  not  been  adequately  treated  in  books  on 
surveying.  The  section  on  Plotting  contains  many  hints  refer- 
ring particularly  to  surveying  drafting,  which  are  not  given  in  the 
published  books  on  drawing  and  lettering.  It  is  hoped  also  that 
the  complete  set  of  original  illustrations  which  have  been  in- 
troduced throughout  the  book  will  aid  materially  in  making  the 
text  clear. 

A  comprehensive  cross-reference  system  giving  the  page  as 
well  as  the  article  number  has  been  adopted  :  this,  together  with 
the  complete  index  at  the  end  of  the  book  and  the  many  practi- 
cal hints  throughout  the  volume  will,  it  is  hoped,  render  it  use- 
ful to  the  practical  surveyor  as  a  reference  book. 

The  authors  desire  to  acknowledge  their  indebtedness  to  their 
various  associates  in  the  teaching  and  engineering  professions 
who  have  kindly  responded  to  requests  for  information  and  as- 
sisted in  the  preparation  of  this  work,  particularly  to  Blamey 
Stevens,  M.  Sc,  of  Ellamar,  Alaska,  who  supplied  the  entire 
chapter  on  Mining  Surveying.  They  are  also  under  obligations 
for  the  use  of  electrotype  plates  of  tables  :  to  W.  H.  Searles  for 
Tables  IV,  V,  and  VI ;  to  Professor  J.  C.  Nagle  for  Tables  II 
and  III ;  and  to  Professor  Daniel  Carhart  for  Table  I ;  all  of  these 
plates  were  furnished  by  John  Wiley  &  Sons.  The  authors  are 
under  special  obligation  to  Professors  C.  F.  Allen,  A.  G.  Rob- 
bins,  and  C.  W.  Doten  of  the  Massachusetts  Institute  of  Tech- 
nology, and  to  H.  K.  Barrows,  Engineer  U.  S.  Geological  Sur- 
vey, who  have  read  the  entire  manuscript  and  who  have  offered 
many  valuable  suggestions  in  preparing  the  work  for  the  press. 
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PREFACE  . V 

The  authors  also  desire  to  express  their  appreciation  of  the  excel- 
lent work  of  W.  L.  Vennard,  who  made  the  drawings  for  illus- 
trations. 

No  pains  has  been  spared  to  eliminate  all  errors,  but  the 
authors  cannot  hope  that  their  efforts  in  this  line  have  been  com- 
pletely successful,  and  they  will  consider  it  a  favor  if  their  attention 
is  called  to  any  which  may  be  found. 

C.  B.  B. 

G.  L.  H. 
Boston,  Mass.,  September,  1906. 


PREFACE  TO  THE  THIRD  EDITION 

In  this  third  edition  the  portion  of  Chapter  V  which  deals  with 
the  Public  Lands  System  and  Chapter  XI  on  Mine  and  Mountain 
Surveying  have  been  thoroughly  revised.  The  authors  have  been 
fortunate  in  secunng  the  services  of  Professor  William  C.  Hoad,  of 
the  University  of  Kansas,  in  revising  the  articles  on  Public  Lands 
Surveys.  The  chapter  on  Mine  and  Mountain  Surveying  has 
been  rewritten  by  Mr.  Blamey  Stevens. 

In  order  to  meet  the  requirements  of  the  schools  in  which  the 
subject  of  stadia  is  included  in  the  elementary  course,  the  authors 
have  deemed  it  advisable  to  add  Appendix  A,  containing  the 
fundamental  principles  of  this  method  of  surveying.  While  all 
of  the  important  principles  have  been  included  in  this  appendix, 
the  complete  treatment  of  the  subject,  especially  on  the  practical 
•side,  will  be  found  in  Volume  II,  Chapter  IV. 

Appendix  B,  which  treats  of  the  theory  and  use  of  the  Plani- 
meter,  and  Appendix  C,  in  which  is  explained  in  detail  the  process 
of  mounting  drawing  paper,  appear  for  the  first  time  in  this  edition. 

C.  B.  B. 

G.  L.  H. 

Boston,  Mass.,  July,  1908. 
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THE   PRINCIPLES   AND    PRACTICE   OF 
SURVEYING. 


PART   I. 
USE,  M)jnSTM£NT,  AITD   CARE   OF   INSTRUMENTa 


CHAPTER   I. 

OBNSRAL  DEFINITIONS.  — MBASUREMBNT  OF  LINES. 

1.  Definition Surveying   is  the  art   of  measuring  and 

locating  lines  and  angles  on  the  surface  of  the  earth.  When 
the  survey  is  of  such  limited  extent  that  the  effect  of  the  earth's 
curvature  may  be  safely  neglected  it  is  called  Plane  Survey- 
ing. When  the  survey  is  so  large  that  the  effect  of  curvature 
of  the  earth  must  be  taken  into  account  as,  for  instance,  in  the 
survey  of  a  state  or  a  country,  it  is  called  Geodetic  Surveying, 

2.  Purposes  of  Surveys. —  Surveys  are  made  for  a  variety 
of  purposes  such  as  the  determination  of  areas,  the  fixing  of 
boundary  lines,  and  the  plotting  of  maps.  Furthermore,  engi- 
neering constructions,  such  as  waterworks,  railroads,  mines, 
bridges,  and  buildings,  all  require  surveys. 

3*  Horizontal  Lines.  —  In  surveying,  all  measurements  of 
lengths  are  horizontal  or  else  are  subsequently  reduced  to  hori- 
zontal distances.  As  a  matter  of  convenience,  measurements 
are  sometimes  taken  on  slopes,  but  the  horizontal  projection  is 
afterward  computed.  The  distance  between  two  points  as 
shown  on  a  map  then  is  always  this  horizontal  projection. 

INSTRUMENTS  FOR  MEASURING  LINES. 

4.  The  Chain. — There  are  two  kinds  of  chain  in  common  use, 
the  Surveyors  {or  Gunter's)  Qiainy  and  the  Engineers  Chain 
(Fig.  i).  Gunter's  chain  is  66  feet  long,  and  its  use  is  confined 
chiefly  to  land  surveying  on  account  of  its  simple  relation  to  the 
acre  and  to  the  mile. 

I  Gunter's  Chain  =  4  Rods  =100  Links. 

I  Mile  =80  Chains. 

I  Acre  =10  Square  Chains. 

Evidently  each  link  is  -^^^  of  a  foot  (or  7.92  inches)  long 
The  inch,  however,  is  never  used  in  surveying  fieldwork. 
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The  engineer's  chain  is  icx)  feet  long  and  is  divided  into  one 
hundred  links  of  one  foot  each,  tiach  end  link  is  provided  with  a 
handle,  the  outside  of  which  is  the  zero  point,  or  end,  of  the  chain. 
In  these  chains,  every  tenth  link  counting  from  either  end  is 
marked  by  a  brass  tag  having  one,  two,  three,  or  four  points 
corresponding  to  the  number  of  tens  which  it  marks.  The 
middle  of  the  chain  is  marked  by  a  round  tag.  In  the  en- 
gineer's chain  then  the  lo-ft.  and  90-ft.  points,  the  20-ft.  and 
80-ft.  points,  etc.,  are  marked  alike ;  hence  it  is  necessary  to  ob- 
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GuntkrN  Half-Chain. 


serve  on  which  side  of  the  50-ft.  point  a  measurement  falls  in 
order  to  read  the  distance  correctly.  Distances  measured  with 
the  surveyor's  chain  are  recorded  as  chains  amilinks,  (or  in  chains 
and  decimals) ;  while  those  measured  with  the  engineer's  chain 
are  recorded  Vifyfcet  and  decimals. 

On  account  of  the  large  number  of  wearing  surfaces  and  the 
consequent  lengthening  with  use,  the  chain  should  be  frequently 
compared  with  a  standard  of  length  (Art.  243,  p.  2i8j.  It  may 
be  adjusted  to  agree  with  the  standard,  by  means  of  a  nut  at  tlje 
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handle,  which  allows  the  length  of  the  chain  to  be  altered  by 
lengthening  or  shortening  the  end  link. 

5.  Metric  Chain.  —  The  Metric  Chain  is  usually  20  meters 
long  and  is  divided  into  one  hundred  links,  each  2  decimeters 
long. 

6.  The  Tape.  —  There  are  three  kinds  of  tape  in  common 
use,  —  cloth,  metallicy  and  steeL  Cloth  tapes  stretch  so  easily 
that  they  are  of  little  use  in  surveying.  The  so-called  metallic 
tapes  are  cloth  tapes  having  very  fine  brass  wires  woven  into 
them  to  prevent  stretching.  They  are  usually  graduated  into 
feet,  tenths,  and  half-tenths  and  are  made  in  lengths  of  25  ft., 
50  ft.,  and  100  ft.  When  precise  results  are  required  a  steel 
tape  should  be  used.  While  a  steel  tape  varies  a  slight 
amount  in  length  with  the  temperature  and  with  the  pull,  it  is 
possible  to  determine  the  amount  of  these  variations  and  hence 
to  arrive  at  accurate  results. 

7.  Steel  Tapes.  —  Steel  tapes  may  be  obtained  in  lengths 
up  to  500  ft.,  but  the  most  common  in  use  are  the  soft,  and 
looft.  lengths.  While  the  shorter  tapes  are  usually  made  of 
thin  steel  ribbon  the  longer  ones  are  of  sufficiently  large  cross- 
section  to  withstand  hard  usage.  These  heavy  tapes  are  gen- 
erally marked  every  10  ft.  by  a  brass  tag,  the  lo-ft.  length  at 
one  end  of  the  tape  being  marked  at  every  foot,  and  the  last 
foot  divided  into  tenths.  Some  of  these  tapes  are  marked  every 
foot  throughout  their  entire  length.  The  light  t^pes  are  divided 
throughout  their  entire  length  into  feet,  tenths,  and  hundredths, 
each  line  being  etched  on  the  steel.  The  numbering  is  contin- 
uous from  o  ft.  to  ic»  ft.  These  tapes  are  more  convenient  to 
handle  than  the  heavy  ones,  but  are  not  suited  to  very  rough 
work  as  they  are  easily  kinked  and  broken.  They  can  be  readily 
mended,  however,  by  riveting  to  the  back  of  the  tape  a  piece  of 
tape  of  the  same  width. 

Since  the  surveyor's  measurements  are  usually  in  feet  and 
decimals,  they  are  not  in  convenient  form  for  use  by  mechanics 
in  construction  work.  It  is  therefore  often  necessary  to  con- 
vert decimals  of  a  foot  into  inches  and  vice  versa.  The  follow- 
ing table  shows  the 'general  relation  between  these  two  and  is 
sufficiently  close  for  most  work 
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TABLE 

.  1. 

)£CIMALS 

OF 

Foot 

IN 

Inches. 

Decimal  op 

Foot.           1 

[noibs. 

.01 

ss 

J- 

.08 

» 

I  — 

.17 

— 

2  + 

.25 

=• 

3  (exact) 

.50 

— 

6  (exact) 

•75 

— 

9  (exact) 

Decimals  of  a  foot  can  easily  be  converted  mentally  into 
inches,  by  use  of  the  equivalents  in  the  above  table,  for  example, 
0.22  ft.  =  .25  —  .03  =  3"  —  |"=  2f". 

In  surveying  farms,  timber  lands,  or  other  property  of  low 
value,  chain  measurements  arc  usually  of  sufficient  accuracy  and 
the  chain  is -well  adapted  to  work  in  rough  country.  In  city 
surveys,  and  in  fact  in  all  surveys  where  great  accuracy  is  de- 
manded, the  steel  tape  is  indispensable.  In  preliminary  railroad 
surveys  the  engineer's  chain,  which  formerly  was  used  exclusively, 
is  gradually  being  replaced  by  the  long  heavy  tape  which,  while 
adapted  to  rough  work,  will  at  the  same  time  give  accurate 
results. 

8.  The  Stadia.  —  Where  it  is  desired  to  measure  distances 
with  great  rapidity  but  not  with  very  great  accuracy  the  stadia 
method  is  coming  to  be  very  generally  used.  The  distance  is 
obtained  by  simply  sighting  with  a  transit  instrument  at  a  grad- 
uated rod  held  at  the  other  end  of  the  line  and  noting  the  space 
on  the  rod  included  between  two  special  cross-hairs  set  in  the 
instrument  at  a  known  distance  apart.  From  this  observed  in- 
terval on  the  rod  the  distance  from  the  transit  to  the  rod  can  be 
easily  calculated.     (See  Appendix  A,  p.  517.) 

9.  OTHER  INSTRUMENTS.  —  Wooden  Rods  are  used  in  certain 
kinds  of  work  for  making  short  measurements,  usually  less  than 

15  ft. 

The  Two-Foot  Rule  divided  into  tenths  and  hundredths  of  a 
foot  is  very  convenient  for  short  measurements. 

The  Odometer  is  an  instrument  which  may  be  attached  to  a 
carriage  in  such  a  manner  as  to  register  the  number  of  revolutions 
of  one  of  the  wheels.  The  circumference  of  the  wheel  being 
known  the  approximate  distance  traversed  is  easily  determined. 


CHAINING  A  HORIZONTAL  LINE 
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10.  MEASUREMENT  OF  A  HORIZONTAL  LINE  WITH  A  CHAIN. 

—  This  work  is  done  by  two  chainmen  using  a  chain  and  a  set  of 
eleven  steel  marking  pins.  One  man,  called  the  head-chainman, 
carries  ten  of  the  marking  pins  and  the  front  end  of  the  chain. 
The  rear-chainman  takes  the  eleventh  pin  and  the  other  end  of 
the  chain.  The  head-chainman  then  goes  forward  keeping  as 
nearly  on  the  line  as  he  can.  The  rear-chainman  holds  his  end 
of  the  chain  just  to  one  side  of  the  initial  point,  as  in  Fig.  2,  so 
that  any  jerking  of  the  chain  will  not  disturb  the  pin  at  which  he 
is  holding.  The  rear-chainman,  with  his  eye  over  the  point, 
places  the  head-chainman  in  line  with  some  object,  such  as  a 


Head-Chainman.  Rear-Chainman. 

Fig.  2.    Measuring  a  Horizontal  Line  with  a  Chain. 


sighting-rod,  which  marks  the  other  end  or  some  point  on  the 
line.  When  the  head-chainman  is  nearly  in  line  he  takes  a  pin 
and,  standing  to  one  side  of  the  line,  holds  it  upright  on  the 
ground  a  foot  or  so  short  of  the  end  of  the  chain  and  the  rear- 
chainman  motions  him  to  the  right  or  left  until  his  pin  is  on  the 
line.  When  the  head-chainman  has  the  pin  in  line  he  stretches 
the  chain  taut,  seeing  that  there  are  no  "kinks  "  and  that  no  ob- 
structions cause  bends  in  the  chain.  The  rear-chainman  at  the 
same  time  holds  his  end  of  the  chain  at  his  pin  and  when  he 
calls  out,  "All  right  here,"  the  head-chainman   stretching   the 
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chain  past  his  line  pin,  removes  this  line  pin,  places  it  at  the  end 
of  the  chain,  as  in  Fig.  2,  and  presses  it  vertically  into  the 
ground.  When  the  chainmen  are  experienced  the  pin  may  be 
set  for  both  line  and  distance  at  the  same  time.  When  the  pin 
is  in  place  the  head-chainman  calls,  "All  right/'  the  rear-chain- 
man  takes  the  pin  left  at  his  end  of  the  line  and  they  proceed  to 
the  next  chain-length.  The  pin  that  the  rear-chainman  has  is  a 
record  of  the  first  chain-length.  Just  before  reaching  the  second 
pin  the  rear-chainman  calls  out,  "Chain,'*  to  give  the  head-chain- 
man  warning  that  he  has  nearly  reached  a  chain-length.  The 
process  of  lining  in  the  head-chainman  and  measuring  a 
chain-length  is  then  repeated.  When  the  third  pin  is  stuck  in 
the  ground  the  rear-chainman  pulls  the  second  pin  ;  in  this  way 
the  number  of  pins  the  rear-chainman  holds  is  a  record  of  the 
number  of  chain-lengths  measured.  There  is  always  one  pin 
in  the  ground  which  simply  marks  the  distance  and  is  not 
counted. 

When  10  chains  have  been  measured  the  head-chainman  will 
be  out  of  pins  and  calls  to  the  rear-chainman,  who  brings  for- 
ward 10  pins.  The  pins  are  then  counted  by  both  chainmen. 
Every  time  10  chains  are  measured  a  record  of  it  is  made  in 
note-books  kept  by  both  men  and  the  process  is  repeated  until  the 
end  of  the  line  is  reached. 

In  measuring  the  fraction  of  a  chain  the  head-chainman  holds 
his  end  of  the  chain  at  the  required  point  and  the  fractional 
distance  is  read  by  the  rear-chainman  at  the  last  pin.  In  some 
kinds  of  work,  however,  it  is  more  convenient  to  draw  the  chain 
ahead  past  the  end  point  and,  while  the  rear-chainman  holds  his 
end  of  the  chain  at  the  last  pin,  the  head-chainman  reads  the 
fractional  measurement.  The  links  are  read  by  counting  from 
the  proper  tag  and  the  tenths  of  a  link  are  estimated.  Great 
care  should  be  taken  to  count  the  tags  from  the  proper  end  of 
the  chain  since  the  lo-ft.  points  each  side  of  the  center,  as  has 
been  explained,  are  marked  alike. 

It  can  be  easily  shown  that  if  a  pin  is  placed  a  few  tenths  of 
a  foot  to  the  right  or  left  of  the  line  the  resulting  error  in  the 
distance  is  very  small  and  consequently  "  lining  in  "  by  eye  is 
accurate  enough,  so  far  as  the  distance  is  concerned.     But  when 
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any  side  measurements  or  angles  are  to  be  taken   the  points 
should  be  set  accurately  on  line  by  means  of  a  transit  instrument. 

The  chain  should  always  be  kept  stretched  out  full  length ; 
it  should  never  be  doubled  back  on  itself  as  it  may  become 
tangled  and  the  links  bent. 

Much  time  can  be  saved  if  the  head-chainman  will  pace  the 
chain-length  and  then  place  himself  very  nearly  in  the  line  by 
means  of  objects  which  he  knows  to  be  on  line  as,  for  example, 
the  instrument,  a  pole,  or  the  last  pin.  The  beginner  should 
pace,  several  times,  some  line  of  known  length  so  as  to  deter- 
mine approximately  how  many  steps  he  takes  in  lOO  ft.  In 
doing  this  he  should  take  his  natural  step  and  avoid  any  attempt 
to  take  steps  just  3  ft.  long. 

II.  Measurement  of  a  Horizontal  Line  with  a  Chain  on  Slop- 
ing Ground.  —  If  the  measurement  is  not  on  level  ground  the 
chain  must  be  held  horizontal  and  the  distance  transferred  to 
the  ground  by  means  of  a  plumb-line.  This  is  difficult  to  do 
accurately  and  is  a  fruitful  source  of  error.  Beginners  usually 
hold  the  downhill  end  of  the  chain  too  low.  Horizontal  lines 
on  buildings  are  very  useful  in  judging  when  the  chain  is  level. 
Since  it  is  supported  only  at  the  ends  its  weight  will  cause 
it  to  sag  so  that  the  distance  between  the  ends  is  less  than 
a  chain-length.  The  pull  exerted  on  the  chain  should  be  such 
that  it  will  stretch  enough  to  balance  as  nearly  as  possible  the 
shortening  due  to  sag. 

Whenever  a  slope  is  so  steep  that  the  chainman  on  the  lower 
end  cannot  plumb  high  enough  to  keep  the  chain  horizontal  the 
measurement  must  be  made  in  sections,  so-ft.,  20-ft.,  or  even  10- 
ft.  lengths  being  used.  Mistakes  will  be  avoided  if  the  rear-chain- 
man  comes  forward  at  each  measurement  and  holds  the  same 
fractional  point  on  the  chain  that  the  head-chainman  held,  and 
so  on  until  a  whole  chain-length  has  been  measured.  In  this 
way  it  will  be  unnecessary  to  count  the  fractional  distances,  but 
care  should  be  taken  that  these  pins  which  marked  the  inter- 
mediate points  are  returned  to  the  head-chainman  so  that  the 
count  of  the  chain-lengths  will  not  be  lost.  Chaining  downhill 
will,  in  general,  give  more  accurate  results  than  chaining  uphill, 
because  in  the  former  case  the  rear  end  is  held  firmly  at  a  point 
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on  the  ground  so  that  the  head-chainman  can  pull  steadily  on 
the  chain  and  transfer  the  distance  to  the  ground  by  means  of 
the  plumb-line ;  in  the  latter  case  the  rear-chainman  is  plumbing 
his  end  of  the  chain  over  the  point  and  it  is  difficult  to  hold  it 
steady.  The  result  is  that  the  head-chainman  cannot  easily  judge 
where  the  pin  should  be  placed. 

12.  MEASUREBfENT  WITH  A  STEEL  TAPE.  —  In  measuring 
with  the  steel  tape  the  process  is  similar  to  that  described  for 
the  chain.  As  the  tape  is  used  for  more  precise  work  than  the 
chain  it  is  necessary  to  employ  more  exact  methods  of  marking 
the  intermediate  points.  In  some  cases  stakes  are  driven  into 
the  ground  and  tacks  or  pencil  marks  used  to  mark  the  points. 
A  small  nail  pressed  into  the  ground  so  that  the  center  of  the 
head  is  in  the  proper  position  makes  a  good  temporary  mark,  but 
of  course  is  easily  lost.  In  measuring  on  the  surfaces  of  hard 
roads,  spikes  are  used  for  permanent  marks. 

Measurements  of  important  lines  which  are  not  checked  by 
some  geometric  test  should  be  checked  by  repeating  the  meas- 
urement, and  in  such  a  way  as  not  to  use  the  same  intermedi- 
ate points  taken  in  the  first  measurement.* 

Where  distances  are  to  be  measured  continuously  from  the 
initial  point  of  a  line  without  regard  to  angles  in  the  line,  as  in 
railroad  surveys,  it  is  customary  to  establish  the  loo-ft.  points. 
Mistakes  will  often  be  avoided  by  setting  the  lOO-ft.  points  as  fol- 
lows :  —  suppose  an  angle  to  occur  at  870.  i  ft.  from  the  point  of 
beginning;  this  would* be  called  "Station  8  +  70.1."  To  set 
"  Station  9  "  the  70.  i-ft.  point  of  the  tape  should  be  held  on  stake 
8  +  70.1  and  the  stake  at  station  9  placed  at  the  lOO-ft.  point 
of  the  tape.  This  is  preferable  to  making  a  measurement  of 
29.9  ft.  from  the  zero  end  of  the  tape. 

*  In  measuring  with  the  tape  some  prefer  to  make  a  series  of  measure- 
ments between  points  set  in  the  ground  a  little  less  than  lOO  ft.  apart,  summing 
up  the  partial  measurements  when  the  end  of  the  line  is  reached.  This  guards 
against  the  mistake  of  omitting  a  whole  tape-length.  Another  advantage  is  that 
it  is  easier  to  read  the  distance  to  a  fixed  point  than  to  set  a  point  accurately  at 
the  end  of  the  tape ;  this  is  especially  true  in  measurements  where  plumbing  is 
necessary.  This  method  takes  less  time  than  the  usual  method,  but  it  is  not 
applicable  when  it  is  necessary  to  mark  the  lOO-ft.  points  on  the  line. 


ERRORS  AND  MISTAKES  IN   MEASURING  II 

13.    COMMON  SOURCES  OF  ERROR  IN    MBASUREBfENT  OF 
LINES. — 

1.  Not  pulling  chain  or  tape  taut. 

2.  Careless  plumbing. 

3.  Incorrect  alignment. 

4.  Effect  of  wind. 

5.  Variation  in  temperature. 

6.  Erroneous  length  of  chain  or  tape. 

I4«    COMMON    MISTAKES    IN    READING    AND    RECORDING 
MEASUREMENTS.  — 

1.  Failure  to  observe  the  position  of  the  zero  point  of  the  tape. 

(In  some  tapes  it  is  not  at  the  end  of  the  ring.) 

2.  Omitting  a  whole  chain- or  tape-length. 

3.  Reading  from  wrong  end  of  chain,  as  40  ft.  for  60  ft.,  or  in 

the  wrong  direction  from  a  tag,  as  47  ft.  for  53  ft. 

4.  Transposing  figures,  e.g.,  46.24  for  46.42  (mental) ;  or  read- 

ing tape  upside  down,  e.g.,  6  for  9,  or  86  for  98. 

5.  Reading  wrong  foot-mark,  as  48.92  for  47.92. 

15.  Avoiding  mistakes.  —  Mistakes  in  counting  the  tape- 
lengths  may  be  avoided  if  more  than  one  person  keeps  the  tally. 
Mistakes  of  reading  the  wrong  foot-mark  may  be  avoided  by 
noting  not  only  the  foot-mark  preceding,  but  also  the  next  fol- 
lowing foot-mark,  as,  "  46.84  ...  47  feet,"  and  also  by  holding 
the  tape  so  that  the  numbers  are  right  side  up  when  being  read. 
In  calling  off  distances  to  the  note  keeper,  the  chainman 
should  be  systematic  and  always  call  them  distinctly  and  in  such 
terms  that  they  cannot  be  mistaken.  As  an  instance  of  how 
mistakes  of  this  kind  occur,  suppose  a  chainman  calls,  "  Forty- 
nine,  three ; "  it  can  easily  be  mistaken  for  "  Forty-nine  feet." 
The  note  keeper  should  repeat  the  distances  aloud  so  that  the 
chainman  may  know  that  they  were  correctly  understood.  It 
is  frequently  useful  in  doubtful  cases  for  the  note  keeper  to  use 
different  words  in  answering,  which  will  remove  possible  ambi-' 
guity.  For  example,  if  the  chainman  calls,  "Thirty-six,  five,*' 
the  note  keeper  might  answer,  "Thirty-six  and  a  half."     If  the 
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chainman   had    meant  36.05    the    mistake  would   be   noticed 
The  chainman  should  have  called  in  such  a  case,  "Thirty-six 
naught  five.'*     The  following  is  a  set  of    readings  which  will 
be  easily  misinterpreted  unless  extreme  care  is  taken  in  calling 
them  off. 

40.7    —  "  Forty  and  seven." 
47.0   —  **  Forty  seven  naught." 
40.07  —  "  Forty,  —  naught  seven.*' 

All  of  these  might  be  carelessly  called  off,  "  Forty-seven." 

In  all  cases  the  chainmen  should  make  mental  estimates  of 
the  distances  when  measuring,  in  order  to  avoid  large  and  ab- 
surd mistakes. 

16.  Accuracy  required.  —  If,  in  a  survey,  it  is  allowable 
to  make  an  error  of  one  foot  in  every  five  hundred  feet  the  chain 
is  sufficiently  accurate  for  the  work.  To  reach  an  accuracy  of  i 
in  1000  or  greater  with  a  chain  it  is  necessary  to  give  careful 
attention  to  the  pull,  the  plumbing,  and  the  deviation  from  the 
standard  length.  With  the  steel  tape  an  accuracy  of  i  in  5000 
can  be  obtained  without  difficulty  if  ordinary  care  is  used  in 
plumbing  and  aligning,  and  if  an  allowance  is  made  for  any  con- 
siderable error  in  the  length  of  the  tape.  For  accuracy  greater 
than  about  i  in  10,000  it  is  necessary  to  know  definitely  the  tem- 
perature and  the  tension  at  which  the  tape  is  of  standard  length 
and  to  make  allowance  for  any  considerable  variation  from  these 
values.  While  the  actual  deviation  from  the  U.  S.  Standard 
under  ordinary  conditions  may  be  i  in  10,000,  still  a  series  of 
measurements  of  a  line  taken  under  similar  conditions  may 
check  themselves  with  far  greater  precision. 

17.  Amount  of  different  errors.  —  The  surveyor 
should  have  a  clear  idea  of  the  effects  of  the  different  errors  on 
his  results.  For  very  precise  work  they  should  be  accurately 
determined,  but  for  ordinary  work  it  is  sufficient  to  know 
approximately  the  amount  of  each  of  them.  A  general  idea  of 
the  effect  of  these  errors  will  be  shown  by  the  following. 

18.  Pull.  —  At  the  tension  ordinarily  used,  the  light  steel 
tape  will  stretch  between  o.oi  and  0.02  ft.  in  100  ft.  if  the  pull 
is  increased  10  pounds. 
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ig.  Temperattire.  —  The  average  coefficient  of  expansion  for 
a  steel  tape  is  nearly  o.ooocx)63  for  i°  F.  Hence  a  change  of 
temperature  of  15°  produces  nearly  o.oi  ft.  change  in  the  length 
of  the  tape.  Tapes  are  usually  manufactured  to  be  of  standard 
length  at  62°  F.,  with  a  pull  of  1 2  lbs.  on  them  while  supported 
throughout  their  entire  length. 

20.  Alignment.  —  The  error  in  length  due  to  poor  alignment 
can  be  calculated  from  the  approximate  formula 

>4»    * 
c—  a  =  — 

2C 

where  h  is  the  distance  of  the  end  of  the  tape  from  the  line,  c  is 
the  length  of  the  tape,  and  a  is  the  distance  along  the  straight 
line.  For  example,  if  one  end  of  a  loo-ft.  tape  is  held  i  ft.  to 
one  side  of  the  line  the  error  produced  in  the  length  of  the  line 

I' 
will  be  =  o.cx)S  ft.,  (about  -^^  inch).     The  correction 

to  be  applied  to  the  distance  when  the  two  ends  of  the  tape  are 
not  at  the  same  level  is  computed  in  the  same  way. 

21.  Sag.  —  If  a  tape  is  suspended  only  at  the  ends  it  will  hang 
in  a  curve  which  is  known  as  the  **  catenary.*'  On  account  of  this 
curvature  the  distance  between  the  end  points  is  evidently  less 
than  the  length  of  the  tape.  The  amount  of  this  shortening, 
called  the  effect  of  sag^  depends  upon  the  weight  of  the  tape,  the 
distance  between  the  points  of  suspension,  and  the  pull  exerted 

*  In  the  right  triangle, 

{c  ^a){c  -d)=  k\ 
assuming  c  ^  a  and  applying  it  to  the  first  parenthesis  only, 

2c  {c  ^  a)  ^  k^  (approximately) 

V  « 

r  —  tf  =—  (approximately) 

Similarly  c  ^  a  ==—-  (approximately) 

It  is  evident  that  the  smaller  h  is  in  comparison  with  the  other  two  sides  the 
more  exact  will  be  the  results  obtained  by  this  formula.  This  formula  is  even  cor- 
rect to  the  nearest  yj^  ft.  when  >4  —  14  ft.  and  a  »  100  ft.,  or  when  4  =  30  ft. 
and  a  »  300  ft. 
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at  the  ends  of  the  tape.  With  a  12-lb.  pull  on  an  ordinary  icx>- 
ft.  steel  tape  supported  at  the  ends  the  effect  of  sag  is  from 
005  ft.  to  .01  ft. 

22.  Effect  of  Wearing  on  Length  of  the  Chain.  —  When  a 
chain  is  new  it  is  very  nearly  the  standard  length.  During 
its  first  use  the  links  become  bent  and  the  chain  thus  shortened 
But  there,  are  nearly  six  hundred  wearing  surfaces  and  before 
long  the  small  amount  of  wear  on  each  surface  lengthens  the 
chain  an  appreciable  amount.  It  is  very  common  to  find  chains 
which,  after  considerable  use,  have  lengthened  0,3  ft.  or  more. 

23.  Accuracy  of  measurements.  —  In  surveying  we  are 
dealing  entirely  with  measurements.  Since  absolute  accuracy 
can  never  be  attained,  we  are  forced  to  make  a  careful  study  of 
the  errors  of  measurement.  Extremely  accurate  measurements 
are  expensive,  and  the  cost  of  making  the  survey  usually  limits 
its  accuracy.  On  the  other  hand,  if  a  given  degree  of  accuracy 
is  required,  the  surveyor  must  endeavor  to  do  the  work  at  a 
minimum  cost.  In  most  surveys  certain  measurements  are  far 
more  important  than  others  and  should  therefore  be  taken  with 
more  care  than  the  relatively  unimportant  measurements. 

The  surveyor  should  distinguish  carefully  between  errors 
which  are  of  such  a  nature  that  they  tend  to  balance  each  other 
and  those  which  continually  accumulate.  The  latter  are  by  far 
the  more  serious.  Suppose  that  a  line  5000  ft.  long  is  measured 
with  a  steel  tape  which  is  0.0 1  ft.  too  long  and  that  the  error  in 
measuring  a  tape-length  is,  say,  0.02  ft.,  which  may  of  course  be  a 
+  or  a  —  error.  There  will  then  be  50  tape-lengths  in  the  5000- 
ft.  line.  A  study  of  the  laws  governing  the  distribution  of  ac- 
cidental errors  (Method  of  Least  Squares)  shows  that  in  such  a 
case  as  this  the  number  of  errors  that  will  probably  remain  uncom- 
pensated is  the  square  root  of  the  total  number  of  opportunities 
for  error,  i.e.,  in  the  long  run  this  would  be  true.  Hence 
the  total  number  of  such  uncompensated  errors  in  the  line  is  7  ; 
and  7  X  0.02  =  0.14  ft.,  which  is  the  total  error  due  to  inaccuracy 
in  marking  the  tape-lengths  on  the  ground.  Since  the  error  due 
to  erroneous  length  of  tape  increases  directly  as  the  number  of 
measurements,  and  since  these  errors  are  not  compensating,  the 
total  error  in  the  line  due  to  the  fact  that  the  tape  is  0.0 1  ft.  too 
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long  is  SO  X  o.oi  =  0.50  ft.  The  small  (0.0 1)  accumulative 
error  is  therefore  seen  to  have  far  greater  effect  than  the  larger 
(0.02)  compensating  error. 

PROBLEMa 

1.  A  distance  is  measured  with  an  engineer's  chain  and  found  to  be  7964  ft 
The  chain  when  compared  with  a  standard  is  found  to  be  0.27  ft.  too  long.  What 
is  the  actual  length  of  the  line? 

2.  A  metallic  tape  wMch  was  originally  50  ft.  is  found  to  be  50.14  ft.  long. 
A  house  26  ft.  X  30  ft.  is  to  be  laid  out.  What  measurements  must  be  made, 
using  this  tape,  in  order  that  the  house  shall  have  the  desired  dimensions  ? 

3.  A  steel  tape  is  known  to  be  100.000  ft.  long  at  62°  F.  with  a  pull  of  12  lbs. 
and  supported  its  entire  length.  Its  coefficient  of  expansion  is  0.0000063  for  i®  F. 
A  line  was  measured  and  found  to  be  142.67  ft.  when  the  temperature  was  8** 
below  zero.     What  is  the  true  length  of  the  line  ? 

4.  In  chaining  down  a  hill  with  a  surveyor's  chain  the  head-chainman  held 
his  end  of  the  chain  1.5  ft.  too  low.  What  error  per  chain-length  would  this 
produce  ? 

5.  In  measuring  a  line  with  a  loo-ft.  tape  the  forward  end  is  held  3  ft.  to  the 
side  of  the  line.     What  is  the  error  in  one  tape-length  ? 


CHAPTER  II. 

MEASUREMSNT   OF  DIRECTION. 

24.  The  surveyor's  compass.  —  The  surveyor's  compass 
(Fig.  3)  is  an  instrument  for  determining  the  direction  of  a  line 
with  reference  to  the  direction  of  a  magnetic  needle.  The  needle 
is  balanced  at  its  center  on  a  pivot  so  that  it  swings  freely  in 
a  horizontal  plane.  The  pivot  is  at  the  center  of  a  horizontal 
circle  which  is  graduated  to  degrees  and  half-degrees,  and  num- 
bered from  two  opposite  zero  points  each  way  to  90°.  The  zero 
points  are  marked  with  the  letters  N  and  S,  and  the  90®  points 
are  marked  E  and  W.  The  circle  is  covered  with  a  glass  plate 
to  protect  the  needle  and  the  graduations,  the  part  enclosed 
being  known  as  the  compass-box.  A  screw  is  provided  for 
raising  the  needle  from  the  pivot  by  means  of  a  lever.  The 
needle  should  always  be  raised  when  the  compass  is  lifted  or 
carried,  to  prevent  dulling  the  pivot-point  ;  a  dull  pivot-point 
is  a  fruitful  source  of  error.  Both  the  circle  and  the  pivot 
are  secured  to  a  brass  frame,  on  which  are  two  vertical  "sights 
so  placed  that  the  plane  through  them  also  passes  through 
the  two  zero  points  of  the  circle..  This  frame  rests  on  a  tripod 
and  is  fastened  to  it  by  means  of  a  ball-and-socket  joint.  On 
the  frame  are  two  spirit  levels  at  right  angles  to  each  other, 
which  aifo^l  a  means  of  leveling  the  instrument.  This  ball-and- 
socket  joint  is  connected  with  the  frame  by  means  of  a  spindle 
which  allows  the  compass-head  to  be  revolved  in  a  horizontal 
plane,  and  to  be  clamped  in  any  position. 

The  magnetic  needle  possesses  the  property  of  pointing  in  a 
fixed  direction,  namely,  the  Magnetic  Meridian,  The  horizontal 
angle  between  the  direction  of  this  meridian  and  of  any  other 
line  may  be  determined  by  means  of  the  graduated  circle,  and 
this  angle  is  called  the  Magnetic  Bearing  of  the  line,  or  simply 
its  Bearing,  By  means  of  two  such  bearings  the  angle  between 
two  lines  may  be  obtained.    Bearings  are  reckoned  from  0°  to  90°, 
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the  o®  being  either  at  the  N  or  the  S  point  and  the  90°  either 
at  the  E  or  the  W  point.  The  quadrant  in  which  a  bearing 
falls  is  designated  by  the  letters  N.E.,  S.E.,  S.W.,  or  N.W. 
For  example,  if  a  line  makes  an  angle  of  20°  with  the  meridian 
and  is  in  the  southeast  quadrant  its  bearing  is  written  S  20®  E. 
Sometimes  the  bearing  is  reckoned  in  a  similar  manner  from 


Fig.  3.  Surveyor's  Compass. 
the  geographical  meridian,  when  it  is  called  the  true  bearing. 
In  general  this  will  not  be  the  same  as  the  magnetic  bearing. 
True  bearings  are  often  called  azimuths,  and  are  commonly 
reckoned  from  the  south  point  right-handed  (clockwise)  to  360° ; 
i.e.,  a  line  nmning  due  West  has  an  azimuth  of  90°,  a  line  due 
North  an  azimuth  of   1 80°.     Sometimes,  however,  the  azimuth 
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is  reckoned  from  the  north  as  in  the  case  of  the  azimuth  of  the 
Pole-Star  (Art.  206,  p.  180). 

25.  The  Pocket  Compass.  —  The  pocket  compass  is  a  small 
hand  instrument  for  obtaining  roughly  the  bearing  of  a  line. 
There  are  two  kinds,  the  plain  and  the  prismatic.  The  former 
is  much  like  the  surveyor's  compass,  except  that  it  has  no  sights. 
In  the  prismatic  compass  the  graduations,  instead  of  being  on 
the  compass-box,  are  on  a  card  which  is  fastened  to  the  needle 
(like  a  mariner's  compass)  and  which  moves  with  it  This  com- 
pass is  provided  with  two  short  sights  and  the  bearing  can  be 
read,  by  means  of  a  prism,  at  the  same  instant  that  the  compass 
is  sighted  along  the  line. 

26.  METHOD  OF  Taking  a  Magnetic  bearing.  —  The 
surveyor's  compass  is  set  up  (and  leveled)  at  some  point  on  the 
line  whose  bearing  is  desired.  The  needle  is  let  down  on 
the  pivot  ;  and  the  compass  is  turned  so  that  the  sights  point 
along  the  line.     While  looking  through  the  two  sights  the  sur- 
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veyor  turns  the  compass-box  so  that  they  point  exactly  at  a 
lining  pole  or  other  object  marking  a  point  on  the  line.  The 
glass  should  be  tapped  lightly  over  the  end  of  the  needle  to  be 
sure  that  the  latter  is  free  to  move.  If  it  appears  to  cling  to 
the  glass  this  may  be  due  to  the  glass  being  electrified,  which 
condition  can  be  removed  at  once  by  placing  the  moistened  fin- 
ger on  the  glass.  The  position  of  the  end  of  the  needle  is  then 
read  on  the  circle  and  recorded.  Bearings  are  usually  read  to 
the  nearest  quarter  of  a  degree. 

Since  the  needle  stands  still  and  the  box  turns  under  it,  the 
letters  E  and  W  on  the  box  are  reversed  from  their  natural 
position  so  that  the  reading  of  the  needle  will  not  only  give  the 
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angle  but  also  the  proper  quadrant.  Reference  to  Fig.  4  will 
show  the  following  rule  to  be  correct :  —  When  the  north  point 
of  the  compass-box  is  toward  the  point  whose  bearing  is  desired, 
read  the  north  end  of  the  needle.  When  the  south  point  of  the 
box  is  toward  the  point,  read  the  south  end  of  the  needle.  If  a 
bearing  of  the  line  is  taken  looking  in  the  opposite  direction  it 
is  called  the  reverse  bearing. 

Since  iron  or  steel  near  the  instrument  affects  the  position 
of  the  needle,  great  care  should  be  taken  that  the  chain,  axe,  or 
marking  pins  are  not  left  near  the  compass.  Small  pieces  of 
iron  on  the  person,  such  as  keys,  iron  buttons,  or  the  iron  wire  in  a 
stiff  hat,  also  produce  a  noticeable  effect  on  the  needle.  Electric 
currents  are  a  great  source  of  disturbance  to  the  needle  and  in 
cities,  where  electricity  is  so  common,  the  compass  is  practically 
useless. 

In  reading  the  compass-needle,  the  surveyor  should  take 
care  to  read  the  farther  end  of  the  needle,  always  looking  along 
the  needle,  not  across  it.  By  looking  at  the  needle  sidewise  it  is 
possible  to  make  it  appear  to  coincide  with  a  graduation  which  is 
really  at  one  side  of  it.     This  error  is  called  parallax, 

27.  THE  EARTH'S  MAGNETISM.  —  Dip  of  the  Needle.  —  The 
earth  is  a  great  magnet.  On  account  of  its  magnetic  influence 
a  permanent  magnet,  such  as  a  compass-needle,  when  freely 
suspended  will  take  a  definite  direction  depending  upon  the 
direction  of  the  lines  of  magnetic  force  at  any  given  place  and 
time.  If  the  needle  is  perfectly  balanced  before  it  is  magnetized 
it  will,  after  being  magnetized,  dip  toward  the  pole.  In  the 
northern  hemisphere  the  end  of  the  needle  toward  the  north 
pole  points  downward,  the  inclination  to  the  horizon  being  slight 
in  low  latitudes  and  great  near  the  polar  region.  In  order  to 
counteract  this  dipping  a  small  weight,  usually  a  fine  brass  wire, 
is  placed  on  the  higher  end  of  the  needle  at  such  a  point  that 
the  needle  assumes  a  horizontal  position. 

28.  DECLINATION  OF  THE  NEEDLE.  —  The  direction  which 
the  needle  assumes  after  the  counterweight  is  in  position  is 
called  the  magnetic  meridian  and  rarely  coincides  with  the  true 
meridian.  The  angle  which  the  needle  makes  with  the  true  me- 
ridian is  called  the  declination  of  the  needle.     When  the  north 
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end  of  the  needle  points  east  of  the  true,  or  geographical,  north 
the  declination  is  called  east ;  when  the  north  end  of  the  needle 
points  west  of  true  north  it  has  a  west  declination. 

2g.  Variations  in  Declination.  —  The  needle  does  not  con- 
stantly point  in  the  same  direction.  Changes  in  the  value  of  the 
declination  are  called  variations  of  the  declination*  The  prin- 
cipal variations  are  known  as  the  Secular^  Daily,  Annual,  and 
Irregular, 

The  Secular  Variation  is  a  long,  extremely  slow  swing.  It 
is  probably  periodic  in  character  but  its  period  covers  so  many 
years  that  the  nature  of  it  is  not  thoroughly  understood.  The 
following  table  shows  the  amount  of  secular  variation  as  observed 
in  Massachusetts  during  two  centuries. 


TABLE  2. 

.INATION 

s  OF  Needle 

IN  Eastern  M 

Year. 

Declination 

1700 

1750 
1800 

10°  31'  W. 
7°  13'  W. 
6°  28'  W. 

1850 
1900 

9°  10'  W. 
12°  00'  W. 

In  the  United  States  all  declinations  are  now  increasing  (except 
those  in  the  region  just  west  of  the  agonic  line)  at  an  average 
rate  of  about  3  minutes  per  year. 

The  Daily  Variation  consists  of  a  swing  which  averages 
about  7  minutes  of  arc  from  its  extreme  easterly  position  at 
about  8  A.M.  to  its  most  westerly  position  at  about  1.30  P.M. 
It  is  in  its  mean  position  at  about  10  A.M.  and  at  5  or  6  P.M. 
The  amount  of  daily  variation  is  from  3  to  12  minutes  according 
to  the  season  and  the  locality. 

The  Annual  Variation  is  a  periodic  variation  so  small  (about 
one  minute  a  year)  that  it  need  not  be  considered  in  surveying 
work. 

*  The  angle  called  Declination  by  surveyors  is  usually  called  Variation  by 
navigators. 

t  See  p.  107  of  U.  S.  Coast  and  Geodetic  Survey  special  publication  entitled 
**U.  S.  Magnetic  Declination  Tables  and  Isogonic  Chart  for  1902,  and  Principal 
Facts  Relating  to  the  Earth's  Magnetism,"  by  L.  A.  Bauer,  issued  in  1902. 
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(From  the  U.S.  Cos 

The  linos  of  equal  magnetic  declination,  or  isogonic  linis.  arc  given  for  every  degree,  and  ai 
marked  isero,  the  magnetic  neerlle  points  true  north  and  south. 

The  north  end  of  the  compass  needle  is  moving  to  the  westward  for  places  cast  of  the  line  of  i 
equal  annual  change  (dash  lines).    Or,  cost  of  the  line  of  no  change  the  isogonic  lines  arc  moving  n 
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all  known  obsiTvations  to  July  i,  igii.    They  apply  to  January  i,  1910.    Along  the  line 

nd  to  the  eastward  for  places  west  of  that  line,  at  an  annual  rate  bdicated  by  the  lines  ol 
d  west  of  that  line  they  axe  moving  eastward. 
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Irregular  Variatiom  in  the  declination  are  due  chiefly  to 
magnetic  storms.  They  are  uncertain  in  character  and  cannot 
be  predicted.  They  are,  however,  usually  observed  whenever 
there  is  a  display  of  the  Aurora  Borealis.  Such  storms  often 
cause  variations  of  from  ten  to  twenty  minutes  in  the  United 
States  and  even  more  in  higher  latitudes. 

30.  Isogenic  Chart.  —  If  lines  are  drawn  on  a  map  so 
as  to  join  all  places  where  the  declination  of  the  needle  is  the 
same  at  a  given  time,  the  result  will  be  what  is  called  an  isogenic 
c/iart.  (See  Fig.  5.)  Such  charts  have  been  constructed  by 
the  United  States  Coast  and  Geodetic  Survey.  While  they  do 
not  give  results  at  any  place  with  great  precision  they  are  very 
useful  in  finding  approximate  values  of  the  declination  in  differ- 
ent localities. 

An  examination  of  the  isogonic  chart  of  the  United  States 
shows  that  in  the  Eastern  States  the  needle  points  west  of  north 
while  in  the  Western  States  it  points  east  of  north.  The  line  of 
no  declination,  or  the  agonic  line,  passes  at  the  present  time  (1906) 
through  the  Carolinas,  Ohio  and  Michigan. 

31.  OBSERVATIONS  FOR  DECLINATION.  —  For  any  survey 
where  the  value  of  the  present  declination  is  important,  it  should 
be  found  by  special  observations.  The  value  found  at  one  place 
may  be  considerably  different  from  that  of  a  place  only  a  few 
miles  distant.  The  method  of  finding  the  declination  by  ob- 
servation on  the  Pole-Star  (Polaris)  is  described  in  Art.  2 10,  p.  1 87. 

ADJUSTMENTS  OF  THE  COMPASS. 

32.  The  three  adjustments  which  need  to  be  most  frequently 
made  are  (i)  adjusting  the  bubbles,  (2)  straightening  the  needle, 
(3)  centering  the  pivot -point. 

33.  Adjustment  of  the  bubbles.  —  To  make  the  Plane 
of  the  Bubbles  Perpendicular  to  the  Vertical  Axis.  —  Level  the  in- 
strument in  any  position.  Turn  180®  about  the  vertical  axis 
and,  if  the  bubbles  move  from  the  center,  bring  each  half-way 
back  by  means  of  the  adjusting  screws;  and  repeat  the  process 
until  the  desired  fineness  of  adjustment  is  secured. 

34.  DETECTING  ERRORS  IN  ADJUSTMENT  OF  THE  NEEDLE. 
—  If  the  readings  of  the  two  ends  of  the  needle  are  not  180° 
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Fig.  6. 


Bent    Compass- 
Needle. 


apart,  this  may  be  due  to  the  needle  being  bent,  to  the  pivot- 
point  not  being  in  the  center  of  the  graduated  circle,  or  to  both. 
If  the  difference  of  the  two  readings  is  the  same  in   whatever 

direction  the  compass  is  turned,  it 
follows  that  the  needle  is  bent  but 
the  pivot-point  is  in  the  center  of  the 
circle.  (See  Fig.  6.)  The  bent  needle 
is  represented  by  the  line  AOB  and 
the  position  of  a  straight  needle  shown 
by  the  line  A OC  In  the  two  positions 
shown  it  is  seen  that  the  difference  in 
readings  will  be  the  same,  i.e.,  arc 
CB  =  arc  C'B\  If  the  difference  of 
the  readings  varies  as  the  compass 
is  turned  around  it  follows  that  the 
pivot-point  is  not  in  the  center,  and  the  needle  may  or  may 
not  be  bent.  Suppose  the  needle  is  straight  but  the  pivot  is 
not  in  the  center,  then  the  effect  in  different  parts  of  the  circle 
is  shown  in  Fig.  7.  When  the  needle  is  in  the  position  AD^ 
perpendicular  to  CC,  (where  C  is 
the  true  center  and  C  is  the 
position  of  the  pivot-point),  then 
the  error  is  a  maximum.  If  B  is 
a  point  180®  from  A  then  the  dif- 
ference of  the  two  readings  is  BD, 
When  the  needle  is  at  A^iy  the 
error  is  less  than  before  and  equals 
B'ly,  When  the  needle  is  in  the 
line  CCt  i.e.,  in  the  position  A'^iy\ 
the  ends  read  alike. 

In  making  these  adjustments 
it  is  better  to  first  straighten  the 
needle,  because  the  error  due  to 
the  needle  being  bent  can'  be  detected  independently  of  the 
error  of  the  pivot. 

35.  TO  STRAIGHTEN  THE  COMPASS-IfEEDLE.  —  Level  the 
instrument  and  let  the  needle  down  on  the  pivot.  Remove  the 
glass  cover.     By  means  of  a  brass  wire  or  a  light  stick  of  wood 
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Steady  the  needle  so  that  one  end  of  it,  say  the  south  end,  is 
opposite  some  graduation  on  the  circle  as  A  in  Fig.  8.  Note 
the  position  of  the  north  end  of  the  needle  C  Now,  without  mov- 
ing the  compass  itself,  turn  the  needle  around  so  that  the  north 
end  is  at  the  graduation  A.  Hold  it  in  this  position  with  the 
brass  wire  and  read  the  position  of  the  south  end  C,  One- 
half  the  difference  of  the  readings,  or,  the  distance  CD  is  the 

amount  by  which  the  needle  is  bent. 
Carefully  remove  the  needle  from  the 
pivot  and  bend  it  by  the  amount  CD 
in  the  direction  which  will  move  the 
south  end  half-way  back  from  C 
toward  C.  It  is  better  not  to  touch 
the  needle  with  the  hands  more  than 
is  absolutely  necessary  as  this  weakens 
the  magnetism.  Instrument  makers 
usually  leave  the  central  part  of  the 
-]J — ^  needle  quite  soft  so  that  it  can  be 

Fig.  8.  Straightening  the  easily  bent  in  making  this  adjustment. 
Compass-Needle.  since    the    amount     by    which    the 

needle  is  bent  is  a  matter  of  estimation  it  should  be  replaced 
on  the  pivot  and  the  test  repeated  until  it  is  found  that  reversing 
the  needle  does  not  change  the  readings. 

36.  TO  CENTER  THE  PIVOT-POINT.  —  If  the  difference  of 
readings  of  the  two  ends  of  the  needle  varies  in  different  parts 
of  the  circle  it  is  due  to  the  pivot -point  being  out  of  center. 
Take  readings  of  the  two  ends  of  the  needle  in  various  positions 
of  the  compass  and  find  the  position  of  the  needle  in  which  the 
difference  of  the  two  readings  is  greatest  (Art.  34,  p.  25).  The 
pivot  is  to  be  bent  at  right  angles  to  this  direction  an  amount 
equal  to  half  this  difference.  Remove  the  needle  and  bend  the 
pivot  by  means  of  a  pair  of  small  flat,  pliers.  Replace  the  needle 
and  see  if  the  difference  of  end  readings  is  zero.  If  not, 
the  pivot  must  be  bent  until  this  condition  is  fulfilled.  As  the 
pivot  may  become  bent  somewhat  in  a  direction  other  than  that 
intended,  a  complete  test  for  adjustment  must  be  made  again, 
and  the  process  continued  until  the  difference  in  the  readings  of  the 
ends  of  the  needle  is  zero  in  all  positions  of  the  compass.     The 
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metal  at  the  base  of  the  pivot  is  left  soft  so  that  it  can  be  easily 
bent. 

37.  TO  REMAGNETIZE  THE  NEEDLE.  —  Rub  each  end  of 
the  needle  from  the  center  toward  the  end  several  times  with  a 
bar-magnet,  using  the  N  end  of  the  magnet  for  the  S  end  of  the 
needle  and  vice  versa,  (The  N  end  of  the  magnet  attracts  the 
S  end  of  the  needle  and  repels  its  N  end.)  When  the  magnet 
is  drawn  along  the  needle  it  should  move  in  a  straight  line, 
parallel  to  the  axis  of  the  needle.  When  returning  the  bar  from 
the  end  of  the  needle  toward  the  center,  lift  it  several  inches 
above  the  needle  as  indicated  in  Fig.  9. 


Fig.  9.  Remagnetizing  the  Compass-Needle. 

38.  COHMON  SOURCES  OF  ERROR  IN  COMPASS  WORK.  — 

1.  Iron  or  steel  near  compass. 

2.  Parallax  in  reading  needle. 

39.  COMMON   MISTAKES.— 

1.  Reading  wrong  end  of  needle. 

2.  Not  letting  needle  down  on  pivot. 

3.  Reading  the  wrong  side  of  the  loth  degree, 

viz.,  reading  61°  instead  of  59°. 
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40.  DETECTING  LOCAL  ATTRACTION  OF  THE  NEEDLE. —  As 
the  needle  is  always  affected  by  masses  of  iron  near  the  compass 
it  is  important  that  the  bearings  in  any  survey  should  be  checked. 
This  is  most  readily  done  by  taking  the  bearing  of  any  line  from 
both  its  ends  or  from  intermediate  points  on  the  line.  If  the  two 
bearings  agree  it  is  probable  that  there  is  no  local  magnetic  dis- 
turbance. If  the  two  do  not  agree  it  remains  to  discover  which 
is  correct. 

In  Fig.  10  suppose  that  the  compass  is  at  A  and  that  the 


Fig.  10.    Diagram  Illustratinc;  Local  Attraction  at  A. 

bearing  of  AB  is  N  50°^  E,  and  with  the  compass  at  B  the 
bearing  BA  is  found  to  be  S  49°  W.  It  is  evident  that  there  is 
local  attraction  at  one  or  both  points.  In  order  to  ascertain  the 
correct  magnetic  bearing,  turn  the  compass  toward  a  point  C  which 
is  apparently  free  from  magnetic  disturbance,  and  observe  the 
bearing  of  BC,  which  is,  say,  S  72°  E.  Now  move  the  compass 
to  Cand  observe  the  bearing  CB,  If  this  is  N  72°  W  it  indi- 
cates that  there  is  no  local  attraction  at  Cor  B,  hence  S  49**  W 
is  the  correct  bearing  of  line  BA,  and  there  is  1°^  error  in  all 
bearings  taken  at  A.  If  the  bearings  of  BC  and  CB  had  not 
agreed  it  would  have  been  necessary  to  take  the  bearing  and 
reverse  bearing  of  a  new  line  CD,  This  process  is  continued 
until  a  line  is  found  whose  bearing  and  reverse  bearing  differ  by 
exactly  i8o^ 
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41.  Calculating  Angles  from  bearings.  —  in  calcu- 
lating the  angle  between  two  lines  it  is  necessary  only  to 
remember  that  the  bearing  is  in  all  cases  reckoned  from  the 
meridian,  either  N  or  S,  toward  the  E  and  W  points.     In  Fig.  1 1, 


A  OB  =  difference  of  bearings. 
AOC  =  180°  —  sum  of  bearings. 
AOD  =  180®  —  difference  of  bear-  vv 

ings. 
AOF  =  sum  of  bearings. 


Fig.  11. 


PROBLEMS. 

I.   Compute  the  angle  A  OB  from  the  given  bearings  in  each  of  the  following 


cases. 


(a)  OA.  N39«JE. 
OB,  N  76°}  E. 

(b)  OA,  N  35«  IS'  E. 
OB,  S  88°  00'  W. 


(c)  OA,   N  15°  E. 
OB,    S  36°  E.  . 

(d)  OA,    N  40°  15'  E. 
OB,    N  66**  45'  W. 


2.  The  bearing  of  one  side  of  a  field  in  the  shape  of  a  regular  hexagon  is 
S  lo^-}  E.     Find  the  bearings  of  the  other  sides  taken  around  the  field  in  order. 

3.  (a)  In  1859  a  certain  line  had  a  bearing  of  N  21®  W.  The  declination  of 
the  needle  at  that  place  in  1859  was  8°  39'  W.  In  1902  the  declination  was 
10°  58'  W.     What  was  the  bearing  of  the  line  in  1902  ? 

(b)  In  1877  a  line  had  a  bearing  of  N  89°  30'  E.  The  decliuatiok:  was 
0°  13'  E.  In  1902  the  declination  was  1°  39'  \V.  Find  the  bearing  of  the  line 
in  1902. 

(c)  At  a  certain  place  the  declination  was  4°  25'  W  in  1700, 1°  39'  W  in  1750, 
0°  21'  E  in  1800,  1°  03'  W  in  1850,  4°  00'  W  in  1900.  If  a  line  had  a  bearing  of 
S  65°i  W  in  1900,  what  was  its  bearing  in  1700,  1750,  1800,  and  1850  ? 

4.  The  following  bearings  were  observed  with  a  compass  :  AB,'S  27° J  E ; 
BA,  S  25°i  W  ;  Z?C.  S  88°  W  ;  CB,  N  87°}  E ;  CD,  N  47**^  W  ;  DC,  S  47°!  E. 
Find  the  true  bearing  of  AB.  Where  is  the  local  attraction  ?  Which  way  is  the 
needle  deflected  at  each  point,  and  how  much  ? 


CHAPTER  III. 

MEASUREMEITT   OF  ANGLES. 

THE  TRANSIT. 

42.  GENERAL  DESCRIPTION  OF  THE  TRANSIT.  — The  en- 
gineer's transit  is  an  instrument  for  measuring  horizontal  and 
vertical  angles.    A  section  of  the  transit  is  shown  in  Fig.  1 2. 

F  C^ F 


Fig.  12.    Section  of  Transit. 

At  inner  spindle  ;  By  outer  spindle ;  C,  upper  plate ;  D^  lower  plate ;  E,  graduated 
circle  ;  f,  vernier ;  C7,  magnetic  needle  ;  //,  upper  clamp  (turned  90®  from  its  nor- 
mal position  so  as  to  show  in  section,  corresponding  tangent  screw  not  shown) ; 
/,  lower  clamp ;  JT,  lower  tangent  screw ;  L,  leveling  screws  ;  Af^  ball-and-socket 
joint ;  A",  shifting  head  ;  O,  base  of  transit. 

Two  spindles,  one  inside  the  other,  are  each  attached  to  a  hori- 
zontal circular  plate,  the  outer  spindle  being  attached  to  the 
lower  plate  and  the  inner  one  to  the  upper  plate.  Except  in 
some  older  instruments,  the  lower  plate  carries  a  graduated 
circle  and  the  upper  plate  carries  the  verniers  for  reading  the 
circle.     On   this   upper   plate  are   two    uprights  or   standards 

3» 
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supporting  a  horizontal  axis.  The  length  of  the  telescope  and 
the  height  of  the  standards  are  commonly  such  as  to  allow  the 
telescope  to  make  a  complete  rotation  on  its  horizontal  axis. 
The  motion  of  this  axis  is  usually  controlled  by  a  clamp  and  a 
slow-motiofi  screw  called  a  tangent  screw.  In  older  instruments 
this  often  consisted  of  two  opposing  screws ;  in  modern  instru- 
ments it  usually  consists  of  a  single  screw  with  an  opposing 
spring.  At  the  center  of  the  horizontal  axis  is  a  telescope 
attached  at  right  angles  to  it. 

For  leveling  the  instrument,  there  are  two  spirit  levels  on  the 
upper  plate,  one  parallel  and  the  other  at  right  angles  to  the  hori- 
zontal axis.  The  spirit  level  which  is  parallel  to  the  axis  is  the 
more  important  one  because  it  controls  the  position  of  the  hori- 
zontal axis  of  the  telescope  ;  it  should  be  and  generally  is  made 
more  sensitive  than  the  other.  In  the  transit,  the  leveling  is 
done  by  means  of  four  (sometimes  three)  leveling  screws. 

The  upper  plate  is  usually  provided  with  a  magnetic  needle 
and  a  graduated  circle  so  that  the  transit  may  be  used  as  a  com- 
pass. The  lower  spindle  is  attached  to  the  base  of  the  instru- 
ment by  means  of  a  ball-and-socket  joint  the  same  as  in  the 
compass.  Both  the  upper  and  lower  plates  are  provided  with 
clamps  for  holding  them  in  any  desired  position  and  with  tan- 
gent screws  for  making  exact  settings. 

At  the  cen*ter  of  the  ball-and-socket  joint  is  a  ring  to  which  the 
plumb-line  may  be  attached.  The  plumb-bob  used  with  the  tran- 
sit is  generally  heavier  than  that  used  in  taking  tape  measure- 
ments. Modern  transits  are  so  made  that  the  entire  head  of  the 
instrument  can  be  shifted  laterally  with  reference  to  the  tripod 
and  can  thus  be  readily  placed  exactly  over  a  point  on  the 
ground. 

The  horizontal  circle  is  usually  graduated  either  to  half-degrees 
or  to  2o-minute  spaces.  The  graduations  are  often  numbered 
from  o°  to  360°  by  two  rows  of  figures  running  in  opposite  direc- 
tions. In  some  transits  they  are  numbered  from  0°  to  360°  in  a 
right-hand  direction  and,  by  a  second  row  of  figures,  from  o*' 
each  way  to  1 80® ;  and  still  others  (older  types)  are  numbered 
from  0°  to  90°  in  opposite  directions,  like  a  compass  circle. 
Transits  are  all  provided  with  two  opposite  verniers. 
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of  this  tube  is  parallel  to  the  line  of  sight.  The  eyepiece  is 
simply  a  microscope  for  viewing  the  image  and  the  cross-hairs. 
When  the  plane  of  the  image  coincides  with  the  plane  of  the 
cross-hairs,  both  can  be  viewed  at  the  same  instant  by  means  of 
the  eyepiece.  The  adjustment  of  the  eyepiece  and  the  objective, 
to  enable  the  cross-hairs  and  the  image  to  be  clearly  seen  at 
the  same  time,  is  cailed  focusing. 

In  focusing,  first  the  eye-piece  tube  is  moved  in  or  out  until  the 
cross-hairs  appear  distinct ;  then  the  objective  is  moved  until  the 
image  is  distinct.  If  it  is  found  that  the  cross-hairs  are  no  longer 
distinct  after  moving  the  objective  the  above  process  is  repeated 
until  both  image  and  cross-hairs  are  clearly  seen  at  the  same 
instant.  The  focus  should  be  tested  for  parallax  by  moving  the 
eye  slightly  from  one  side  to  the  other  ;  if  the  cross-hairs  app)ear  to 
move  over  the  image  the  focus  is  imperfect.  In  focusing  on  ob- 
jects at  different  distances  it  should  be  remembered  that  the 
nearer  the  object  is  to  the  telescope,  the  farther  the  objective  must 
be  from  the  cross-hairs  ;  and  that  for  points  near  the  instrument 
the  focus  changes  rapidly,  i.e.,  the  objective  is  moved  consider- 
ably in  changing  from  a  focus  on  a  point  10  ft.  away  to  one 
20  ft.  away,  whereas  for  distant  objects  the  focus  changes  very 
slowly,  the  focus  for  200  ft.  being  nearly  the  same  as  that  for 
2000  ft.  An  instrument  can  be  quickly  focused  on  a  distant 
object  if  the  objective  is  first  moved  in  as  far  as  it  will  go  and 
then  moved  out  slowly  until  the  image  is  distinct.  The  objec- 
tive should  not  be  moved  too  rapidly  as  it  may  pass  the  correct 
position  before  the  eye  can  detect  the  distinct  image.  If  an  in- 
strument is  badly  out  of  focus  it  may  be  pointing  directly  at  an 
object  and  yet  the  image  may  not  be  visible. 

46.  The  Objective.  —  The  objective  might  consist  of  a  simple 
bi-convex  lens,  like  that  shown  in  Fig.  15,  which  is  formed  by 
the  intersection  of  two  spheres.  The  line  0(7  joining  the 
centers  of  the  two  spheres  is  called  the  optical  axis.  If  rays 
parallel  to  the  optical  axis  fall  on  the  lens  those  near  the  edge  of 
the  lens  are  bent,  or  refracted,  more  than  those  near  the  center, 
so  that  all  the  rays  are  brought  to  a  focus  (nearly)  at  a  point  F 
on  the  optical  axis  called  th^  principal  focus.  If  light  falls  on 
the  lens  from  any  direction  there  is  one  of  the  rays  such  as 
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AC  or  BD  which  passes  through  the  lens  without  permanent 
deviation,  i.e.,  it  emerges  from  the  other  side  of  the  lens  parallel 
to  its  original  direction.  All  such  rays  intersect  at  a  point  X  on 
the  optical  axis  which  is  called  the  optical  center. 

A  simple  bi-convex  lens  does  not  make  the  best  objective 
because  the  rays  do  not  all  come  to  a  focus  at  exactly  the  same 
point.     This  causes  indistinctness  and  also  color  in  the  field  of 


Fig.  16.    Bi-Convex   Lens. 

view,  particularly  near  the  edges.  This  difficulty  is  overcome 
by  using  a  combination  of  lenses,  consisting  of  "  crown  "  and 
"flint"  glass  as  shown  in  Fig.  14,  which  very  nearly  corrects 
these  imperfections. 

The  position  of  the  image  of  any  point  is  located  on  a  straight 
line  (nearly)  through  the 
point  and  the  optical  center  ; 
hence  it  will  be  seen  that 
the  image  formed  by  the 
objective  is  inverted. 

47.   Cross-Hairs.  —  The 

cross-hairs    consist    of    two 

very     fine     spider    threads 

stretched  across  a  metallic 

rinfir  at  right  angles  to  each 

-.iT  ^t    4.        iu  fui.  1«.    Cross-Hair  Ring. 

other  and  fastened  by  means 

of  shellac.     The  cross-hair  ring  (Fig.   16)  is  held  in  place  by 

four  capstan-headed   screws  which  permit  of  its  being  moved 
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vertically  or  horizontally  in  the  telescope  tube.  The  holes  in  the 
tube  through  which  the  screws  pass  are  large  enough  to  allow 
some  motion  of  the  ring  in  adjusting. 

48.  Eyepiece.  —  The  eyepiece  of  the  ordinary  transit  tele- 
scope may  be  either  of  two  kinds,  that  which  shows  an  inverted 
image  or  that  which  shows  an  erect  image.  An  erecting  eyepiece 
requires  two  more  lenses  than  the  inverting  eyepiece,  which  add 
to  its  length  and  also  absorb  light ;  but  in  spite  of  these  disad- 
vantages the  erecting  eyepiece  is  generally  used  on  ordinary 
transits.  "  It  will  be  seen,  however,  that  with  the  same  length  of 
telescope  a  greater  magnifying  power  and  a  clearer  definition  of 
the  image  can  be  obtained  by  the  use  of  the  inverting  eyepiece. 
These  advantages  are  so  important  and  the  disadvantage  of  see- 
ing objects  inverted  is  so  slight  that  inverting  eyepieces  should 
be  used  more  generally  than  they  are  at  present. 

49.  Hagnifying  Power.  —  The  magnifying  power  is  the 
amount  by  which  an  object  is  increased  in  apparent  size.     It  is 

tan  i  ^  ^  ,  ,       -^v     >,  ,    . 

equal  to  ^ — >(or  nearly  equal  to  — ),  A  bemg  the  angle  sub- 
tended by  an  object  as  seen  through  the  telescope  and  a  the 
angle  as  seen  by  the  unaided  eye. 

50.  The  magnifying  power  may  be  measured  in  two  ways, 
(i)  The  dimensions  on  a  graduated  rod  will  appear  magnified 
when  .viewed  through  a  telescope.  If,  with  one  eye  at  the  tele- 
scope, the  rod  is  viewed  directly  with  the  other  eye  it  will  be 
noticed  that  one  space  as  viewed  through  the  telescope  will 
appear  to  cover  a  certain  number  of  spaces  as  seen  with  the  naked 
eye.  This  number  is  approximately  the  magnifying  power  of  the 
telescope. 

(2)  Viewed  through  a  telescope  wrong-end-to,  an  object  is  re- 
duced in  apparent  size  in  the  same  ratio  that  it  is  magnified  when 
seen  through  the  telescope  in  the  usual  manner.  Measure  with 
a  transit  some  small  angle  A  between  distant  points  and  then 
place  the  telescope  to  be  tested  in  front  of  the  transit,  with  its 
objective  next  the  objective  of  the  transit.  Measure  the  angle  a 
between  the  same  points ;  this  new  angle  will  be  smaller.     Then 

the  Magnifying  Power  =-- — j—*       The    magnifying     power 
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of  the  ordinary  transit  telescope  is  between  twenty  and  thirty 
diameters. 

Si.  Field  of  View.  —  The  field  of  view  is  the  angular  space 
that  can  be  seen  at  one  time  through  the  telescope.  It  is  the 
angle  subtended  at  the  optical  center  of  the  objective  by  the 
opening  in  the  eyepiece.  In  the  ordinary  transit  this  angle  is 
about  one  degree,  but  in  some  instruments  it  is  considerably 
more. 
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Fig.  17. 


Fig.  18. 


Fig.  19. 


52.   THE  VERNIER.  —  The  vernier  is  a  device  for  determin- 
ing the  subdivision  of  the  smallest  division  of  a  scale  more  accu- 
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rately  than  can  be  done  by  simply  estimating  the  fractional  part. 
It  depends  upon  the  fact  that  the  eye  can  judge  much  more 
exactly  when  two  lines  coincide  than  it  can  estimate  a  fractional 
part  of  a  space. 

A  simple  form  of  vernier,  shown  in  Fig.  17,  is  constructed 
by  taking  a  length  equal  to  9  divisions  on  the  scale  and  dividing 
this  length  into  10  equal  parts.  One  space  on  the  vernier  is 
then  equal  to  -j^^  of  a  space  on  the  scale,  i.e.,  it  is  -^^  part 
shorter  than  a  space  on  the  scale,  hence  ad  ==  ^^  of  a  space 
on  the  scale,  cd  =  ^^  of  a  space,  etc.  Now  if  the  vernier  is 
raised  until  a  coincides  with  6,  i.e.,  until  the  first  line  on  the 
vernier  coincides  with  the  next  higher  line  on  the  scale,  then 
the  index  line  has  moved  over  -^j^  of  a  space  and  the  reading 
win  be  501.  If  the  vernier  is  moved  -^  space  higher  then 
line  2  coincides  with  the  next  higher  line  on  the  scale  and 
the  reading  is  502,  as  shown  in  Fig.  18.  Similarly  Fig.  19 
shows  reading  526.  Thus  it  is  seen  that  the  number  of  the  line 
on  the  vernier  which  coincides  with  a  line  on  the  scale  is  the 
number  of  tenths  of  the  smallest  division  of  the  scale  that  the 
index  point  (zero)  lies  above  the  next  lower  division  on  the  scale. 
Furthermore  it  will  be  seen  from  its  construction  that  it  is  im- 
possible to  have  more  than  one  coincidence  at  a  time  on  a  single 
vernier.  The  type  of  vernier  just  described  is  used  on  leveling 
rods. 

53.  Verniers  used  on  Transits.  —  In  transits,  since  angles 
may  be  measured  in  either  direction,  the  verniers  are  usually 
double,  i.e.,  there  is  a  single  vernier  on  each  side  of  the  index 
point,  one  of  which  is  to  be  used  in  reading  angles  to  the  right, 
and  the  other  in  reading  angles  to  the  left. 

The  vernier  most  commonly  found  on  the  transit  reads  to 
one  minute  of  arc  (Fig.  20).  When  this  vernier  is  used  the 
circle  is  divided  into  degrees  and  half-degrees.  The  vernier 
scale  is  made  by  taking  a  length  equal  to  29  of  the  half-degree 
spaces  and  subdividing  it  into  30  equal  parts.  Each  space  on 
the  vernier  is  then  equal  to  |^  X  30'  =  29'.  Therefore  the  differ- 
ence in  length  of  one  division  on  the  circle  and  one  division  on 
the  vernier  is  equal  to  the  difference  between  the  30'  on  the 
circle  and  the  29'  on  the  vernier,  or  one  minute  of  arc.     In 
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Fig.  20  the  zero  of  the  vernier  coincides  with  the  0°  mark  on 
the  circle.  The  first  graduation  on  the  vernier  to  the  left  of  the 
zero  fails  to  coincide  with  the  o**  30'  line  by  just  .1'  of  arc. 
The  second  line  on  the  vernier  falls  2'  short  of  the  i**  mark, 
the  third  line  3'  short  of  the  i**  30'  mark,  etc.  If  the  vernier 
should  be  moved  one  minute  to  the  left  the  first  line  would  coin- 
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cide  and  the  reading  would  be  cP  01'.  If  the  vernier  were 
moved  one  minute  more  the  second  line  would  coincide  and 
the  reading  would  be  o®  02',  etc.  Therefore  the  number  of  the 
line  on  the  vernier  which  coincides  with  some  line  on  the  circle 
is  the  number  of  minutes  to  be  added  to  o^  After  the  vernier 
has  moved  beyond  the  point  where  the  30'  line  coincides,  it 
begins  subdividing  the  next  space  of  the  circle,  and  we  must 
then  add  the  vernier  reading  to  o®  30'. 


The  following  figures  show  various  types  of  vernier  com- 
monly used  on  transits. 
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Fig.  21.  —  Double  vernier  reading  to  i'.  Circle  divided 
into  30'  spaces.  29  divisions  of  the  circle  divided  into  30  parts 
to  make  one  division  of  the  vernier. 

Reading,  outer  row  of  figures,  9®  16'. 
Reading,  inner  row  of  figures,  350®  44'. 

Since  the  vernier  moves  with  the  telescope,  read  the  angle 
on  the  circle  in  the  same  direction  that  the  telescope  has  moved. 
Read  the  number  of  degrees  and  half-degrees  the  index  has 
passed  over  and  estimate  roughly  the  number  of  minutes  beyond 
the  last  half-degree  mark.  Then  follow  along  the  vernier  in  the 
same  direction  and  find  the  coincidence.  The  number  of  this 
line  is  the  number  of  minutes  to  be  added  to  the  degrees  and 
half-degrees  which  were  read  from  the  circle.  An  estimate  of 
the  number  of  minutes  should  always  be  made  as  a  check  against 
large  mistakes  in  reading  the  vernier  or  in  reading  the  wrong 
vernier. 


Fig.  22.  —  Double  vernier  reading  to  30".     Circle  divided 


Fig.  22. 

into  20'  spaces.     39  divisions  of  the  circle  divided  into  40  parts 
to  make  one  division  of  the  vernier. 

Reading,  inner  row  of  figures,  31°  17'  30". 
Reading,  outer  row  of  figures,  328°  42'  30". 
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Fig.  23.  —  Single  vernier  reading  to  20".  Circle  divided 
into  20'  spaces.  59  divisions  of  the  circle  divided  into  60  parts 
to  make  one  division  of  the  vernier. 

Reading,  73^  48'  40". 


CIRCLE 

Fig.  28. 

On  account  of  the  length  of  this  vernier  it  is  impracticable 
to  use  a  double  vernier.  Where  it  is  desirable  to  read  the 
angles  in  either  direction  the  circle  has  two  rows  of  figures  as 
shown  in  Fig.  24. 


Fig.  24. —  Reading,  inner  row  of  figures,  73**  48'  40". 
Reading,  outer  row  of  figures,  266**  31'  20''. 


CIRCLE 

Fig.  24. 


It  is  evident  that  if  angles  are  to  be  read  "  clockwise  "  the 
index  at  the  right  end  of  this  vernier  should  be  set  at  o^     If 


TRANSIT  VKRNIERS 


43 


angles  are  to  be  measured  in  the  opposite  direction  the  index  at 
the  left  end  should  be  set  at  o^  To  avoid  this  inconvenience  of 
resetting,  some  surveyors  set  the  middle  line  (lo'  line)  of  the 
vernier  on  o°  and  disregard  the  numbering  on  the  vernier, 
reading  it  as  explained  under  Fig.  26. 


Fig.    25.  —  Single  vernier   reading  to  10".     Circle  divided 


into  10'  spaces.     59  divisions  of  the  circle  divided  into  60  parts 
to  make  one  division  of  the  vernier. 

Reading,  59**  15'  50". 


Fig.    26.  —  Single  vernier  reading  in  either  direction  to  i'. 
CIRCLE  5 


VERNIER 

Fig.  26. 

Circle   divided   into    ^o^   spaces.     29   divisions    of    the  circle 
divided  into  30  parts  to  make  one  division  of  the  vernier. 

Reading,  2"*  23'. 
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This  vernier  is  read  like  the  ordinary  i'  vernier  except  that 
if  a  coincidence  is  not  reached  by  passing  along  the  vernier  in 
the  direction  in  which  the  circle  is  numbered,  it  is  necessary  to 
go  to  the  other  end  of  the  vernier  and  continue  in  the  same 
direction,  toward  the  center,  until  the  coincidence  is  found. 
This  vernier  is  used  on  the  vertical  circle  of  transits  when  the 
space  is  too  small  for  a  double  vernier. 

There  is  another  type  of  transit  vernier,  which  is  occasionally 
used,  in  which  the  degree  is  divided  into  hundredths  instead  of 
minutes. 

54.  Eccentricity.  —  If  the  two  opposite  verniers  of  a  tran- 
sit do  not  read  exactly  alike  it  is  usually  due  to  a  combination 
of  two  causes,  (i)  because  the  center  of  the  vernier  plate  does 
not  coincide  with  the  center  of  the  graduated  circle,  (2)  because 
the  vernier  zeros  have  not  been  set  exactly  180®  apart.  The 
first  cause  produces  a  variable  difference  while  the  second 
produces  a  constant  difference. 

It  will  be  noticed  that  the  effect  of  these  errors  is  similar 
to  that  described  in  Art.  34,  p.  25,  on  Adjustments  of  the  Com- 
pass ;  the  eccentricity  of  the  circles  of  the  transit  corresponding 

to  the  bent  pivot  of  the  compass 
and  the  error  in  the  position  of 
the  verniers  of  the  transit  corre- 
sponding to  the  bent  needle  of  the 
compass. 

With  reference  to  the  eccen- 
tricity of  the  plates,  let  C  in 
Fig.  27  be  the  center  of  the 
vernier  plate  and  C  the  center  of 
the  circle.  Let  GF  be  a  line 
through  the  two  centers.  When 
one  vernier  is  at  F  and  the 
other  is  at  G  the  vernier  readings 
will  be  the  same  as  though  C 
and  C  were  coincident,  since  the  displacement  of  the  center  of 
the  circle  occurs  in  the  direction  of  the  lines  of  graduation  at  F 
and  G".  If  the  telescope  is  then  turned  at  right  angles  to  its 
former  position,  the  verniers  then  being  at  D  and  E,  the  readings 


Fig.  27. 


Eccentricity  of 
Circle. 
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of  opposite  verniers  will  differ  by  the  maximum  amount.  Suppose 
that  the  graduations  are  numbered  from  o®  right-handed  to  360®. 
When  the  vernier  is  at  an  intermediate  position,  as  at  A^  it  will 
be  seen  that  it  reads  too  much  by  the  amount  AA\  The  opposite 
vernier  at  B  reads  too  little  by  the  amount  BB' ,  Since  AB  and 
A*B'  are  parallel,  BB^  and  A  A'  are  equal.  Consequently  the 
mean  of  the  two  vernier  readings  will  be  the  true  reading  and 
the  eccentricity  is  in  this  way  eliminated.  Since  the  effect  of 
eccentricity  is  never  more  than  a  very  few  minutes  it  is  cus- 
tomary to  read  the  degrees  and  minutes  on  one  vernier  and  the 
minutes  only  on  the  other. 

55.  In  spite  of  the  fact  that  the  two  verniers  are  not  180° 
apart  no  error  is  introduced  provided;  (i)  that  the  same  vernier 
is  always  used,  or  (2)  that  the  mean  of  the  two  vernier  readings 
is  always  taken.  But  if  vernier  A  is  set  and  the  angle  is  read 
on  vernier  B  an  error  does  enter.  Where  only  one  vernier  is 
read  always  read  the  vernier  that  was  set  at  0°. 

In  good  instruments  both  of  these  errors  are  very  small, 
usually  smaller  than  the  finest  reading  of  the  vernier. 

USE  OF  THE  TRANSIT. 

56.  SETTING  UP  THE  TRANSIT. —  In  setting  the  transit 
over  a  point,  place  one  leg  of  the  tripod  in  nearly  the  right  posi- 
tion on  the  ground,  then  grasp  the  other  two  and  move  the  in- 
strument in  such  a  way  as  to  bring  the  head  over  the  point  and 
at  the  same  time  keep  the  plates  of  the  instrument  approximately 
level,  giving  the  tripod  sufficient  spread  to  insure  steadiness. 
The  tripod  legs  should  be  pressed  firmly  into  the  ground.  The 
nuts  at  the  top  of  the  tripod  legs  should  be  tight  enough  so  that 
the  legs  are  just  on  the  point  of  falling  of  their  own  weight 
when  raised  from  the  ground.  If  they  are  loose  the  instrument 
is  not  rigid ;  if  they  are  too  tight  it  is  not  in  a  stable  condition 
and  may  shift  at  any  moment. 

If  the  point  is  on  sloping  ground  it  is  often  convenient,  and 
usually  insures  greater  stability,  to  set  two  legs  on  the  down- 
hill side  and  one  leg  uphill.  When  the  center  of  the  instrument 
is  over  the  point  but  the  tripod  head  is  not  nearly  level  it  can  be 
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leveled  approximately  without  moving  the  instrument  away  from 
the  point  by  moving  one,  sometimes  two,  of  the  tripod  legs  in  an 
arc  of  a  circle  about  the  point.  Nothing  but  practice  will  make 
one  expert  in  setting  up  the  transit. 

It  is  desirable  to  bring  the  instrument  very  nearly  level  by 
means  of  the  tripod  ;  this  is  really  a  saving  of  time  because  under 
ordinary  conditions  it  takes  longer  to  level  up  by  the  leveling 
screws  than  by  the  tripod.  It  also  saves  time  on  the  next  set- 
up to  have  the  leveling  screws  nearly  in  their  mid  position.  If 
the  transit  is  set  by  means  of  the  tripod,  say,  within  o.oi  or  0.02 
ft.  of  the  point,  the  exact  position  can  be  readily  reached  by 
means  of  the  shifting  head,  which  may  be  moved  freely  after 
any  two  adjacent  leveling  screws  are  loosened.  When  the  tran- 
sit has  been  brought  directly  over  the  point,  the  leveling  screws 
should  be  brought  back  to  a  bearing.  In  the  first  (rough)  setting 
the  plumb-bob  should  hang,  say,  an  inch  above  the  point,  but 
when  the  shifting  head  is  used  it  should  be  lowered  to  within 
about  \  inch  or  less  of  the  point. 

57.  In  leveling  the  instrument,  first  turn  the  plates  so  that 
each  plate  level  is  parallel  to  a  pair  of  opposite  leveling  screws. 


Cut  Showing  How  Fingers  Move  in  Leveling. 


Each  level  is  therefore  controlled  by  the  pair  of  leveling  screws 
which  is  parallel  to  it.  Great  care  should  be  used  in  leveling. 
The  screws  must  not  be  loose  as  this  will  cause  the  plates  to  tip 
and  perhaps  to  move  horizontally  which  would  change  the  posi- 
tion of  the  plumb-bob  over  the  point.    On  the  other  hand  they 
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must  not  be  too  tight  as  this  will  not  only  injure  the  instrument 
but  will  cause  errors  due  to  strains  in  the  metal.  To  level 
the  instrument,  grasp  one  pair  of  opposite  screws  between  the 
thumbs  and  forefingers  and  turn  so  that  the  thumbs  move  either 
toward  each  other  or  away  from  each  other,  as  illustrated  in 
Fig.  28.  In  this  way  one  screw  is  tightened  as  much  as  the 
other  is  loosened.  The  motion  of  both  screws  must  be  uniform  ; 
if  they  bind,  the  one  which  is  being  loosened  should  be  turned 
faster.  If  this  does  not  appear  to  remedy  matters  then  the 
other  pair  of  screws  is  binding  and  should  be  loosened  slightly. 
Only  experience  will  teach  one  to  level  an  instrument  quickly 
and  correctly.  It  may  be  convenient  for  beginners  to  remember 
that  in  leveling  the  instrument  the  bubble  will  move  in  the  same 
direction  as  the  left  thumb  moves.  After  one  bubble  has  been 
brought  nearly  to  the  center  of  its  tube  the  other  bubble  is 
centered  in  a  similar  manner  by  its  pair  of  leveling  screws.  In- 
stead of  trying  to  center  one  bubble  exactly  before  beginning  on 
the  second  one  it  is  better  to  get  both  of  them  approximately 
level,  after  which  first  one  bubble  and  then  the  other  may  be 
brought  exactly  to  the  center.  After  the  instrument  is  leveled 
the  plumb-bob  should  be  examined  to  see  that  it  has  not  been 
moved  from  over  the  point  during  the  process  of  leveling. 

58.  To  MEASURE  A  HORIZONTAL  ANGLE.  —  After  setting 
the  instrument  up  over  the  point,  first  set  the  zero  of  one  of  the 
verniers  opposite  the  zero  of  the  circle.  This  is  done  by  turning 
the  two  plates  until  the  two  zeros  are  nearly  opposite,  clamping 
the  plates  firmly  together  with  the  upper  clamp,  and  then  bring- 
ing the  two  into  exact  coincidence  by  means  of  the  tangent  screw 
which  goes  with  the  upper  clamp.  If  a  line  on  the  vernier  is 
coincident  with  a  line  on  the  circle  then  the  two  adjacent  lines 
on  the  vernier  will  fail  to  coincide  with  the  corresponding  lines 
on  the  circle  by  equal  amounts  (Art.  53,  p.  39).  Hence  the  coin- 
cidence of  any  line  on  the  vernier  with  a  line  on  the  circle  can 
be  more  accurately  judged  by  examining  also  the  adjacent  di- 
visions and  noting  that  they  are  symmetrical  with  respect  to 
the  coincident  lines.  A  pocket  magnifier,  or  "reading  glass,'* 
is  generally  used  for  setting  and  reading  the  vernier.  Never 
touch  the  clamp  after  a  setting  has  been  made  by  means  of  the 
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tangent  screw.  In  setting  with  the  tangent  screw  it  is  better 
to  do  this  by  a  right-hand  turn,  i.e.,  by  turning  the  screw  in 
the  direction  which  compresses  the  spring  against  which  it 
works.  If  the  screw  needs  to  be  turned  back,  instead  of  turn- 
ing it  to  the  exact  setting  turn  it  back  too  far  and  then  bring 
it  up  to  the  accurate  setting  with  a  right-hand  motion,  thereby 
insuring  a  firm  bearing  of  the  spring  against  the  screw.  The 
two  plates  which  are  now  clamped  in  proper  position  are  free  to 
turn  together  about  the  vertical  axis.  Turn  to  the  first  object 
and  point  the  telescope  at  it  approximately  by  looking  over  the 
top  of  the  telescope.  When  turning  the  instrument  so  as  to 
sight  the  first  point  it  is  good  practice  to  touch  the  lower  plate 
only.  Focus  the  telescope  by  moving  the  eyepiece  until  the 
cross-hairs  are  distinct  and  then  moving  the  objective  until  the 
image  is  distinct.  It  is  sometimes  convenient  to  point  the  tele- 
scope at  the  object  when  focusing  the  cross-hairs  so  that  they 
can  be  readily  seen.*  Test  for  parallax  by  moving  the  eye 
slightly  from  one  side  to  the  other.  Move  the  telescope  until 
the  vertical  cross-hair  is  very  nearly  on  the  point.  It  is  better 
to  use  that  part  of  the  cross-hair  which  is  near  the  center  of  the 
field  of  view.  Clamp  the  lower  plate  by  means  of  the  lower 
clamp,  and  set  exactly  on  the  poipt  by  the  lower  tangent  screw. 
The  line  of  sight  is  now  fixed  on  the  first  object.  To  measure 
the  angle  loosen  the  upper  clamp,  turn  the  telescope  to  the 
second  point,  and  focus  the  objective  if  necessary.  Set  nearly 
on  the  point,  clamp  the  upper  plate,  and  set  the  vertical  cross- 
hair exactly  on  the  point  by  means  of  the  upper  tangent  screw. 
The  angle  is  then  read  on  the  vernier  which  was  set  at  0**. 

The  tangent  screws  should  not  be  used  to  move  the  plates 
over  large  angles.  Acquire  the  habit  of  setting  closely  by  hand 
and  using  the  tangent  screw  for  slight  motions  only. 

59.  To  MEASURE  AN  ANGLE  BY  REPETITION.  —  The 
eyepiece  magnifies  the  image  so  much  th-xt  it  is  possible  to  set 
the  cross-hair  on  a  point  much  more  closely  than  the  vernier  will 

•  If  the  eyepiece  is  focused  on  the  cross-hairs  with  the  telescope  i>ointing  at 
the  sky,  as  is  frequently  done,  they  will  be  found  to  be  approximately  in  focus 
when  looking  at  the  object ;  but  for  accurate  work  the  eyepiece  should  be  focused 
on  the  crost-hairs  when  the  objective  is  in  focus  on  the  object. 
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read.  The  graduation  of  the  circle  is  very  accurate  and  can  be 
depended  upon  closer  than  the  vernier  can  be  read,  consequently 
the  full  value  of  the  instrument  is  not  utilized  by  single  readings 
of  an  angle.  To  obtain  the  value  of  an  angle  more  accurately 
proceed  as  follows.  After  the  first  angle  has  been  measured 
leave  the  two  plates  clamped  together,  loosen  the  lower  clamp 
and  turn  back  to  the  first  point.  Set  on  the  first  point,  using 
the  lower  clamp  and  its  tangent  screw.  Then  loosen  the  upper 
clamp  and  set  on  the  second  point,  using  the  upper  clamp 
and  its  tangent  screw,  thus  adding  another  angle,  equal  to  the 
first  one,  to  the  reading  on  the  circle.  Repeat  this  operation, 
say,  six  times.  The  total  angle  divided  by  six  will  give  a  more 
precise  result  than  the  first  reading.  Suppose  that  the  angle  is 
actually  18®  12'  08' ;  if  a  "one-minute  **  instrument  is  being  used 
it  is  impossible  to  read  the  08"  on  the  vernier,  so  the  reading 
will  be  18®  12'.  Each  repetition  will  add  08"  (nearly)  and  after 
the  6th  repetition,  the  amount  will  be  48"  which  will  be  read  as 
r.  After  the  6th  pointing  the  total  angle  will  then  be  read  109** 
13'  which  divided  by  6  gives  18°  12'  10",  a  result  in  this  case 
correct  to  the  nearest  10".  To  eliminate  errors  in  the  adjust- 
ment of  the  transit  the  above  process  should  be  repeated  with 
the  instrument  reversed  and  the  mean  of  the  two  values  used. 
(See  Art.  79,  p.  61.)  It  is  customary  to  take  only  the  ist  and 
6th  readings,  but  as  a  check  against  mistakes  it  is  well  for  the 
beginner  to  examine  the  vernier  reading  after  each  repetition 
and  see  that  \  the  second  reading,  J  the  third,  etc.,  nearly 
equals  the  first  reading. 

Repetition  has  also  the  advantage  of  eliminating,  to  a  great 
extent,  errors  of  graduation.  If  an  angle  is  about  60®  and  is 
repeated  6  times  it  will  cover  a  whole  circumference.  If  there 
are  systematic  errors  in  the  graduations  the  result  is  nearly  free 
from  them.  The  effect  of  accidental,  or  irregular,  errors  of 
graduation  is  decreased  in  proportion  to  the  number  of  repeti- 
tions. In  the  best  modern  instruments  the  errors  of  graduation 
seldom  exceed  a  few  seconds. 

Little  is  gained  by  making  a  very  large  number  of  repetitions 
as  there  are  systematic  errors  introduced  by  the  action  of  the 
clamps,  and  the  accuracy  apparently  gained  is  really  lost  on  this 
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account.  Three  repetitions  with  the  telescope  normal  and  three 
with  the  telescope  inverted  are  sufficient  for  anything  but  very 
exact  work. 

It  is  desirable  that  as  little  time  as  possible  should  elapse 
between  pointings,  as  the  instrument  cannot  be  relied  upon  to 
remain  perfectly  still.  As  a  matter  of  fact  it  is  vibrating  and 
"creeping**  nearly  all  the  time  from  numerous  causes.  For 
example,  when  the  instrument  is  set  up  on  frozen  ground,  it  will 
quickly  change  its  position  on  account  of  the  unequal  settlement 
of  the  tripod  legs.  Changes  of  temperature,  causing  expansion 
or  contraction  of  the  metal  of  the  instrument,  and  the  effect  of 
wind  introduce  errors.  The  more  rapidly  the  measurements  can 
be  made,  consistent  with  careful  manipulation,  the  better  the 
results  will  be.  If  the  transit  is  set  up  on  shaky  ground 
the  transitman  should  avoid  walking  around  his  instrument. 

60.  Repetition  is  useful  not  only  to  secure  precision,  but 
also  as  a  check  against  mistakes.  If  a  mistake  is  made  on  the 
first  reading  of  an  angle  the  vernier,  on  the  second  reading, 
falls  in  a  new  place  on  the  circle  so  that  the  mistake  is  not 
likely  to  be  repeated.  It  is  common  practice  to  repeat,  or 
"double,"  all  important  angles  and  divide  the  second  reading 
by  2  simply  as  a  check  on  the  first  reading. 

61.  To  LAY  OFF  AN  ANGLE  BY  REPETITION.  —  There  is 
no  direct  method  of  laying  off  an  angle  by  repetition  as  in  the 
case  of  measuring  an  angle,  therefore  the  following  indirect 
method  is  used.  With  the  vernier  set  at  o®  and  the  telescope 
sighted  on  the  first  point  the  angle  is  carefully  laid  off  on  the 
circle  and  the  second  point  set  in  line  with  the  new  position  of 
the  telescope.  Then  this  angle  which  has  been  laid  off  is 
measured  by  repetition  as  precisely  as  is  desired  as  described  in 
Art.  59.  The  resulting  angle  obtained  by  repetition  is  a  more 
precise  value  than  the  angle  first  set  on  the  vernier.  The 
difference  between  this  value  and  the  angle  desired  is  the  cor- 
rection which  should  be  made  at  the  second  point.  This  can  be 
readily  done  by  measuring  approximately  the  distance  from  the 
instrument  to  the  second  point,  and  computing  the  perpendicular 
offset  to  be  laid  off  at  the  second  point.  (The  offset  for  an 
angle  of  one  minute  at  a  distance  of  100  ft.  is  nearly  0.03  ft.) 
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62.  RUNNING  A  STRAIGHT  LINE  —  One  Point  Visible  from 
the  Other.  —  There  are  several  ways  in  which  a  straight  line 
may  be  fixed  on  the  ground,  depending  upon  the  existing  con- 
ditions. If  the  line  is  fixed  by  tlie  two  end  points  one  of  which 
is  visible  from  the  other,  the  method  of  setting  intermediate 
points  would  be  to  set  the  transit  over  one  point,  take  a  "  fore- 
sight "  on  the  other  and  place  points  in  line.  For  very  exact 
work  the  instrument  should  be  used  in  both  the  direct  and  re- 
versed positions  (Art.  79,  p.  61).  This  will  eliminate  errors  of 
adjustment  such  as  failure  of  the  telescope  to  revolve  in  a  true 
vertical  plane,  or  failure  of  the  objective  tube  to  travel  parallel 
to  the  line  of  sight. 

63.  RUNNING  A  STRAIGHT  LINE  — Neither  Point  Visible 
from  the  Other.  —  If  neither  point  can  be  seen  from  the  other 
then  it  is  necessar)^  to  find  some  point,  by  trial,  from  which  the 
terminal  points  can  be  seen.  The  transit  is  set  up  at  some  point 
estimated  to  be  on  the  line,  a  "  backsight "  is  taken  on  one  of 
the  points  and  the  instrument  clamped.  The  telescope  is  then 
reversed  on  its  horizontal  axis.  If  the  vertical  cross-hair  strikes 
the  second  point  the  instrument  is  in  line  ;  if  not,  then  the  error 
in  the  position  of  the  instrument  must  be  estimated  (or  meas- 
ured) and  a  second  approximation  made.  In  this  way,  by  suc- 
cessive trials-,  the  true  point  is  attained.  The  final  tests  should 
be  made  with  the  instrument  in  direct  and  reversed  positions  to 
eliminate  errors  of  adjustment  of  the  line  of  sight  and  the  hor- 
izontal axis.  To  eliminate  errors  in  the  adjustment  of  the  plate 
bubbles  the  plate  level  which  is  perpendicular  to  the  line  should 
be  releveled  just  before  making  the  second  backsight  and  while 
the  telescope  is  pointing  in  that  direction.  This  can  be  more 
readily  done  if,  when  the  transit  is  set  up,  one  pair  of  opposite 
leveling  screws  is  turned  so  as  to  be  in  the  direction  of  the  line ; 
then  the  other  pair  will  control  the  level  which  is  perpendicular 
to  the  line  of  sight.  After  one  point  has  been  found  by  this 
method  other  points  may  be  set  as  described  in  the  previous 
article. 

Another  method  of  running  a  line  between  two  points  one  of 
which  is  not  visible  from  the  other  would  be  to  run  what  is  called 
a  random  line  as  described  in  Art.  191,  p.  169. 
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64.  Prolonging  a  Straight  Line.  —  If  a  line  is  fixed  by  two 
points  A  and  B  and  it  is  desired  to  prolong  this  line  in  the  direc- 
tion ABy  the  instrument  should  be  set  up  at  A,  a  sight  taken 
on  B  and  other  points  set  in  line  beyond  B,  When  it  is  not 
possible  to  see  beyond  B  from  A^  the  transit  should  be  set  up  at 
B  and  points  ahead  should  be  set  by  the  method  of  backsighting 
and  foresighting  as  follows.  With  the  transit  at  -5  a  backsight 
is  taken  on  A  and  the  instrument  clamped.  The  telescope  is 
inverted  and  a  point  set  ahead  in  line.  The  process  is  repeated, 
the  backsight  being  taken  with  the  telescope  in  the  inverted 
position.  The  mean  of  the  two  results  is  a  point  on  the  line  AB 
produced.  The  transit  is  then  moved  to  the  new  point,  a  back- 
sight .is  taken  on  B,  and  another  point  set  ahead  as  before. 

In  this  last  case,  if  a  line  is  prolonged  several  times  its  own 
length  by  backsighting  and  foresighting,  thfre  is  likely  to  be  a 
constantly  increasing  error.  In  the  first  case,  where  the  line  is 
run  continually  toward  a  point  known  to  be  correct,  the  errors 
are  not  accumulating. 

6$.  Methods  of  Showing  Sights. —  If  the  point  sighted  is 
within  a  few  hundred  feet  of  the  instrument,  a  pencil  may  be  used 
and  held  vertically  in  showing  a  point  for  the  transitman  to  sight 
on.  Sighting-rods  are  used  on  long  distances.*  Where  only 
the  top  of  the  rod  or  pole  is  visible  a  considerable  error  is  intro- 
duced if  it  is  not  held  plumb.  A  plumb-line  is  much  more 
accurate  for  such  work  but  cannot  be  easily  seen  on  long  sights. 
Under  conditions  where  the  plumb-line  cannot  be  readily  seen 
some  surveyors  use  for  a  sight  an  ordinary  white  card  held  with 
one  edge  against  the  string  or  held  so  that  the  center  of  the' 
card  is  directly  behind  the  string.  If  the  edge  of  the  card  is 
held  against  the  string,  the  transitman  must  be  extremely  careful 
that  he  is  sighting  on  the  proper  edge.f 

*  It  is  desirable  that  the  foresight  should  be  of  a  color  such  that  the  cross- 
hair is  clearly  seen,  and  of  a  width  such  that  the  cross-hair  nearly  (but  not  quite) 
covers  it. 

t  It  is  common  among  some  surveyors  to  use  a  two-foot  rule  for  a  sight. 
The  rule  is  opened  so  that  it  forms  an  inverted  V  (A).  The  plumb-string  is 
jammed  into  the  angle  of  the  A  by  pressing  the  two  arms  of  the  rule  together. 
The  rule  is  then  held  so  that  the  plumb-string  as  it  hangs  from  the  rule  appears  to 
bisect  the  angle  of  the  A. 

Another  device  is  to  attach  to  the  plumb-line  an  ordinary  fish -line  float  (shaped 
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Whenever  the  instrument  is  sighted  along  a  line  which  is  to 
be  frequently  used  or  along  which  the  transit  is  to  remain  sighted 
for  any  considerable  time  the  transitman  should* if  possible  select 
some  well-defined  point  which  is  in  the  line  of  sight,  called  a 
"  foresight."  If  no  definite  point  can  be  found  one  may  be 
placed  in  line  for  his  use.  By  means  of  this  "  foresight "  the 
transitman  can  detect  if  his  instrument  moves  off  the  line,  and 
can  set  the  telescope  exactly  "  on  line  "  at  any  time  without  re- 
quiring the  aid  of  another  man  to  show  him  a  point  on  the  line. 

66.  Signals.  —  In  surveying  work  the  distances  are  frequently 
so  great  that  it  is  necessary  to  use  hand  signals.  The  following 
are  in  common  use. 

** Right''  or  ''Left.*' —  The  arm  is  extended  in  the  direc- 
tion of  the  motion  desired,  the  right  arm  being  used  for  a  motion 
to  the  right  and  the  left  arm  for  a  motion  to  the  left.  A  slow 
motion  is  used  to  indicate  a  long  distance  and  a  quick  motion  a 
short  distance. 

''Plumb  the  Pole''  —  The  hand  is  extended  vertically  above 
the  head  and  moved  slowly  in  the  direction  it  is  desired  to  have 
the  pole  plumbed. 

"All  Right,"  —  Both  arms  are  extended  horizontally  and 
moved  vertically. 

"Give  a  Foresight''  —  The  transitman,  desiring  a  foresight, 
motions  to  the  rodman,  by  holding  one  arm  vertically  above  his 
head., 

"  Take  a  Foresight''  —  The  rodman  desiring  the  transit- 
man  to  sight  on  a  point,  motions  the  transitman  by  holding  one 
arm  vertically  above  his  head  and  then  he  holds  his  lining-pole 
vertically  on  the  point. 

"  Give  Line!'  —  When  the  rodman  desires  to  be  placed  "on 
line  "  he  holds  his  lining-pole  horizontally  with  both  hands  over 
his  head  and  then  brings  it  down  to  the  ground  in  a  vertical 
position.     If  the  point  is  to  be  set  carefully,  as  a  transit  point, 

like  a  plumb-bob).  This  may  be  fastened  so  that  its  axis  coincides  with  the 
string  and  so  that  it  can  be  raised  and  lowered  on  the  string.  It  should  be  painted 
with  such  colors  that  it  can  be  seen  against  any  background. 

The  man  showing  the  sight  for  the  transitman  should  always  try  to  stand  so 
that  the  sun  will  shine  on  the  object  he  is  holding ;  on  long  sights  it  is  difficult 
(sometimes  impossible)  to  see  an  object  in  a  shadow. 
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the  rodman  waves  the  top  end  of  pole  in  a  circle  before  bringing 
it  to  the  vertical  position. 

''Pickup  the  Transit y  —  When  the  chief  of  the  party  de- 
sires to  have  the  instrument  set  at  another  point  he  signals  to 
the  transitman  by  extending  both  arms  downward  and  outward 
and  then  raising  them  quickly. 

All  signals  should  be  distinct  so  as  to  leave  no  doubt  as  to 
their  meaning.  Care  should  be  taken  to  stand  so  that  the  back- 
ground will  not  prevent  the  signals  being  distinctly  seen.  The 
palms  of  the  hands  should  be  shown  in  making  the  signals,  and 
for  distant  signals  a  white  handkerchief  is  often  used.  Where 
much  distant  signaling  is  to  be  done  flags  are  attached  to  the 
lining-poles.  Special  signals  may  be  devised  for  different  kinds 
of  work  and  conditions. 

67.  To  MEASURE  A  VERTICAL  ANGLE.  —  In  measuring  a 
vertical  angle  with  a  transit,  first  point  the  vertical  cross-hair 
approximately  at  the  object,  then  set  the  horizontal  cross-hair 
exactly  on  the  point  by  means  of  the  clamp  and  tangent  screw 
controlling  the  vertical  motion.  Next  read  the  vertical  arc  or 
circle.  Then,  without  disturbing  the  rest  of  the  transit,  unclamp 
the  vertical  arc,  and  bring  the  telescope  to  the  horizontal  position 
by  means  of  the  level  attached  to  the  telescope,  and  the  clamp 
and  tangent  screw  of  the  vertical  arc.  When  the  telescope 
bubble  is  in  the  center  read  the  vertical  arc  again.  This  gives 
the  ifidex  correction,  to  be  added  or  subtracted  according  to 
whether  the  two  readings  are  on  opposite  or  on  the  same  side  of 
zero.  In  some  forms  of  transit  the  vernier  is  on  a  separate  arm 
which  also  carries  a  level.  By  bringing  this  level  to  the  center 
of  the  tube  by  means  of  its  tangent  screw  the  index  correction 
is  reduced  to  zero  each  time  and  the  true  angle  read  directly. 
Instruments  provided  with  this  form  of  level  have  no  level 
attached  to  the  telescope. 

If  the  transit  has  a  complete  vertical  circle  errors  in  the  ad- 
justment of  the  bubble  and  the  horizontal  cross-hair  may  be  eli- 
minated by  inverting  the  telescope,  turning  it  through  180® 
azimuth,  and  remeasuring  the  angle.  The  mean  of  the  two 
results  is  free  from  such  errors.  If  the  transit  is  provided  with 
only  a  portion  of  a  circle  the  vernier  will  be  off  the  arc  ^vhen 
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the  telescope  is  inverted,  consequently  with  a  transit  of  this  type 
the  elimination  cannot  be  effected. 

68.     PRECAUTIOlfS    m    THE    USE    OF    THE    TRANSIT.  —  In 

the  preceding  text  several  sources  of  error  and  also  precautions 
against  mistakes  have  been  mentioned,  but  in  order  that  the  be- 
ginner may  appreciate^  the  importance  of  handling  the  instru- 
ment carefully  he  should  make  the  following  simple  tests. 

1.  Set  the  transit  up  with  the  three  points  of  the  tripod 
rather  near  together  so  that  the  instrument  will  be  high  and  un- 
stable. Sight  the  cross-hair  on  some  definite  object,  such  as  the 
tip  of  a  church  spire,  so  that  the  slightest  motion  can  be  seen. 
Take  one  tripod  leg  between  the  thumb  and  forefinger  and  twist 
it  strongly;  at  the  same  time  look  through  the  telescope  and 
observe  the  effect. 

2.  Press  the  tripod  leg  laterally  and  observe  the  effect  on 
the  level  attached  to  the  telescope ;  center  the  bubble  before 
testing. 

3.  Step  on  the  ground  about  i  or  2  inches  from  the  foot  of 
one  of  the  tripod  legs  and  observe  the  effect  on  the  line  of  sight. 

4.  Breathe  on  one  end  of  the  level  vial  and  observe  the  mo- 
tion of  the  bubble. 

5.  Press  laterally  on  the  eyepiece  and  observe  the  effect  on 
the  line  of  sight. 

These  motions,  plainly  seen  in  such  tests,  are  really  going  on 
all  the  time,  even  if  they  are  not  readily  apparent  to  the  observer, 
and  show  the  necessity  for  careful  and  skillful  manipulation. 
The  overcoat  dragging  over  the  tripod,  or  a  hand  carelessly  rest- 
ing on  the  tripod,  are  common  sources  of  error  in  transit  work. 

Before  picking  up  the  transit  center  the  movable  head,  bring 
the  leveling  screws  back  to  their  mid  position,  loosen  the  lower 
clamp,  and  turn  the  telescope  either  up  or  down« 
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ADJUSTBCEirrS  OF  THE  TRANSIT. 

69.  If  an  instrument  is  badly  out  of  adjustment  in  all  re- 
spects, it  is  better  not  to  try  to  completely  adjust  one  part  at  a 
time  but  to  bring  the  instrument  as  a  whole  gradually  into  ad- 
justment. If  this  is  done,  any  one  process  of  adjusting  will  not 
disturb  the  preceding  adjustments,  the  parts  are  not  subjected 
to  strains,  and  the  instrument  will  be  found  to  remain  in  adjust- 
ment much  longer  than  it  would  if  each  adjustment  were  com- 
pleted separately. 

Nearly  all  adjustments  of  the  transit,  in  fact  of  nearly  all 
surveying  instruments,  are  made  to  depend  on  the  principle  of 
reversion.  By  reversing  the  position  of  the  instrument  the  effect 
of  an  error  is  doubled. 

70.  Adjustment  of  the  plate  bubbles.  — To  adjust 
the  Plate  Levels  so  that  Each  lies  in  a  Plane  Perpendicular  to  the 
Vertical  Axis  of  the  Instrument.     Set  up  the  transit  and  bring 
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Fig.  29.    Adjustment  of  the  Plate  Bubbles. 


the  bubbles  to  the  center  of  their  respective  tubes.  Turn  the 
plate  180°  about  its  vertical  axis  and  see  if  the  bubbles  remain 
in  the  center.  If  they  move  from  the  center,  half  this  distance 
is  the  error  in  the  adjustment  of  the  tube.  (See  Fig.  29.)  The 
adjustment  is  made  by  turning  the  capstan-headed  screws  on  the 
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bubble  tube  until  the  bubble  moves  half-way  back  to  the  center 
as  nearly  as  this  can  be  estimated.  Each  bubble  must  be  ad- 
justed independently.  The  adjustment  should  be  tested  again 
by  releveling  and  reversing  as  before,  and  the  process  continued 
until  the  bubbles  remain  in  the  center  when  reversed.  When 
both  levels  are  adjusted  the  bubbles  should  remain  in  the 
centers  during  an  entire  revolution  about  the  vertical  axis. 

71.  Adjustment  of  the  cross-hairs.  —  ist.  To  put  the 
Vertical  Cross-Hair  in  a  Plane  Perpendicular  to  the  Horizontal 
Axis.  Sight  the  vertical  hair  on  some  well-defined  point,  and, 
leaving  both  plates  clamped,  rotate  the  telescope  slightly  about 
the  horizontal  axis  (see  Fig.  30). 

The  point  should  appear  to  travel  on  the  vertical  cross-hair 
throughout  its  entire  length.     If  it  does  not,  loosen  the  screws 


Fig.  30.    Adjustment  of  the  Cross-Hairs  (First  Part). 


holding  the  cross-hair  ring,  and  by  tapping  lightly  on  one 
of  the  screws,  rotate  the  ring  until  the.  above  condition  is 
satisfied.  Tighten  the  screws  and  proceed  with  the  next 
adjustment. 
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72.   2nd.  To  make  the  Line  of  Sight  Perpendicular  to  the 
Horizontal  Axis.*  (See  Fig.  31.)     Set  the  transit  over  a  point 


Fig.  31.    Adjustment  of  the  Cross-Hairs  (Second  Part). 


A.  Level  up,  clamp  both  plates,  and  sight  accurately  on  a 
point  B  which  is  approximately  at  the  same  level  as  A, 
Reverse  the  telescope  and  set  C  in  line  with  the  vertical  cross- 
hair. Bf  A,  and  C  should  be  in  a  straight  line.  To  test  this, 
turn  the  instrument  about  the  vertical  axis  until  B  is  again 
sighted.  Clamp  the  plate,  reverse  the  telescope,  and  observe  if 
point  Cis  in  line.  If  not,  set  point  D  in  line  just  to  one  side 
of  C  and  then  the  cross-hair  ring  must  be  moved  until  the 
vertical  hair  appears  to  have  moved  to  point  E,  one-fourth  the 
distance  from  D  toward  C,  since,  in  this  case,  a  double  reversal 
has  been  made. 

The  cross-hair  ring  is  moved  by  loosening  the  screw  on  one 
side  of  the  telescope  tube  and  tightening  the  opposite  screw. 
If  D  falls  to  the  right  of  C  then  the  cross-hair  ring  should  be 
moved  to  the  left;  but  if  the  transit  has  an  erecting  eyepiece 
the  cross-hair  will  appear  to  move  to  the  right  when  viewed 
through  the  telescope.  If  the  transit  has  an  inverting  eyepiece 
the  cross-hair  appears  to  move  in  the  same  direction  in  which 
the  cross-hair  is  actually  moved. 

The  process  of  reversal  should  be  repeated  until  no  further 
adjustment  is  required.  When  finally  adjusted,  the  screws 
should  hold  the  ring  firmly  but  without  straining  it. 


*  In  making  the  adjustment  in  the  shop  with  collimators  instrument  makers 
seldom  level  the  transit  carefully.  In  tleld  adjustments  it  is  desirable,  although 
not  necessary,  to  level  the  instrument.  The  essential  condition  is  that  the  verticaJ 
axis  shall  not  alter  its  position. 
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73.  Adjustment  of  the  standards.  —  To  make  the  Hori- 
zontal Axis  of  the  Telescope  Perpendicular  to  the  Vertical  Axis  of 
the  Instrument.  (See  Fig.  32.)  Set  up  the  transit  and  sight 
the  vertical  cross-hair  on  a  high  point  A, 
such  as  the  top  of  a  church  steeple. 
Lower  the  telescope  and  set  a  point  B  in 
line,  on  the  same  level  as  the  telescope. 

.  Reverse  the  telescope,  turn  the  instru- 
ment about  its  vertical  axis,  and  sight 
on  B.  Raise  the  telescope  until  the  point 
A  is  visible  and  see  if  the  cross-hair  comes 
on  A.  If  not,  note  point  C  in  line  and 
at  same  height  as  A.  Then  half  the  dis- 
tance from  C  to  -^  is  the  error  of  adjust- 
ment. Loosen  the  screws  in  the  pivot 
cap  and  raise  or  lower  the  adjustable  end 
of  the  horizontal  axis  by  means  of  the 
capstan-headed  screw  under  the  end  of 
the  axis.  Repeat  the  test  until  the  high 
and  the  low  points  are  both  on  the  cross- 
hair in  either  the  direct  or  reversed  posi- 
tions of  the  transit.  The  adjusting  screw 
should  be  brought  into  position  by  a  right- 
hand  turn,  otherwise  the  block  on  which 
the  horizontal  axis  rests  may  stick  and 
not  follow  the  screw.  The  cap  screws 
should  then  be  tightened  just  enough  to 
avoid  looseness  of  the  bearing. 

74.  Adjustment  of  the  Telescope  Bubble.  —  This  is  adjusted 
by  the  ^^peg''  method^  or  direct  tnethody  as  explained  in  Art.  128, 
p.  91.  This  consists  in  first  determining  a  level  line  by  using 
the  instrument  in  such  a  way  as  to  eliminate  the  error  of  the 
bubble,  and  then  centering  the  bubble  while  the  line  of  sight  is 
horizontal. 

75.  Adjustment  of  the  Auxiliary  Level  on  the  Vernier  of  the 
Vertical  Arc. —  (See  Art.  6j,  p.  54.)  To  adjust  the  Level 
80  that  it  is  in  the  Center  of  the  Tube  when  the  Line  of  Sight 
is  Level  and  the  Vernier  reads  0°.    This  is  adjusted  by  the  "  peg 


Fig.  32.  Adjustment 
OF  THE  Standards. 
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method*'  (Art.  128,  p.  91).  The  bubble  is  first  brought  to 
the  center  of  the  tube  by  means  of  its  tangent  screw.  Then  the 
telescope  is  moved  until  the  vernier  of  the  vertical  arc  reads  0°. 
The  instrument  is  then  in  condition  to  be  used  as  a  leveling 
instrument  and  is  adjusted  by  the  "peg  method." 

If  the  telescope  is  provided  with  an  attached  level  the  auxiliarj' 
level  could  be  adjusted  by  comparing  it  with  the  telescope  level 
as  follows.  Level  the  telescope  by  means  of  its  attached  level, 
make  the  vernier  read  o  by  means  of  the  tangent  screw  of  the 
vernier^  and  then  bring  the  bubble  of  the  auxiliary  level  to  the 
center  by  means  of  its  adjusting  screws. 

76.  Adjustment  of  the  Vernier  of  the  Vertical  Circle. — To 
make  the  Vernier  read  0^  when  the  Telescope  Bubble  is  in  the 
Center  of  the  Tube.  If  there  is  any  index  error  (Art.  67^  p.  54) 
bring  the  bubble  to  the  center,  loosen  the  screws  holding  the 
vernier,  and  tap  lightly  until  the  zeros  coincide.  Tighten  the 
screws  and  test  again.  In  some  instruments  the  vernier  is  con- 
trolled by  a  slow-motion  screw  for  setting  the  index  at  the  zero 
of  the  circle. 

77.  Adjustment  of  the  Objective  Slide.  —  To  make  the 
Objective  Slide  move  Parallel  to  the  Line  of  Sight.  If  the  tube 
holding  the  objective  is  adjustable  it  must  be  placed  so  that  the 
direction  of  the  line  of  sight  will  not  be  disturbed  when  the 
telescope  is  focused.  The  adjustment  may  be  made  as  follows. 
Adjust  the  line  of  sight  as  in  Art.  72,  using  very  distant 
points.  This  will  require  the  objective  to  be  drawn  in  nearly 
as  far  as  it  will  go  and  hence  the  position  of  the  objective  will 
be  changed  but  little  by  any  subsequent  lateral  adjustment  of 
the  tube.  Next  repeat  the  test  for  the  adjustment  of  the  line  of 
sight  by  using  two  points  which  are  very  near  the  instrument. 
In  sighting  on  these  points  the  objective  must  be  run  out  and 
any  error  in  its  adjustment  will  change  the  direction  of  the  line 
of  sight  so  that  it  is  no  longer  perpendicular  to  the  horizontal  axis 
of  the  instrument.  In  case  the  instrument^  fails  to  stand  this 
test  the  objective  slide  does  not  move  parallel  to  the  line  of 
sight.  The  adjustment  is  made  by  moving  the  adjustment 
screws  of  the  objective  slide  so  as  to  apparently  increase  the 
error  making,  by  estimation,  one-quarter  the  correction  required. 
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The  adjustment  of  the  line  of  sight  should  be  again  tested  on 
two  distant  points  and  the  cross-hairs  moved  in  case  the  second 
adjustment  appears  to  have  disturbed  the  first. 

78.  Shop  Adjustments.  —  The  adjustment  of  the  objective 
slide  and  other  adjustments  such  as  centering  the  eyepiece  tube 
and  centering  the  circles  are  usually  made  by  the  instrument 
maker. 

79.  HOW  TO  ELIMINATE  THE  EFFECT  OF  ERRORS  OF 
Adjustment  in  the  Transit.  —  Errors  of  adjustment  in  the 
plate  bubble  may  be  avoided  by  leveling  up  and  reversing  as 
when  adjusting.  Then,  instead  of  altering  the  adjustment, 
simply  move  the  bubble  half-way  back  by  means  of  the  leveling 
screws.  This  makes  the  vertical  axis  truly  vertical.  Then  the 
bubbles  should  remain  in  the  same  parts  of  their  respective 
tubes  as  the  instrument  revolves  about  its  vertical  axis. 

Errors  of  the  line  of  sight  and  errors  of  the  horizontal  axis 
are  eliminated  by  using  the  instrument  with  the  telescope  in  the 
direct  and  then  in  the  reversed  position  and  taking  the  mean  of 
the  results  whether  the  work  is  measuring  angles  or  running 
straight  lines. 

Errors  of  eccentricity  of  the  circle  are  completely  eliminated 
by  reading  the  two  opposite  verniers  and  taking  the  mean. 

Errors  of  graduation  of  the  circle  are  nearly  eliminated  by 
reading  the  angle  in  different  parts  of  the  circle  or  by  measur- 
ing the  angle  by  repetition. 

80.  Care  of  Instruments.  —  A  delicate  instrument  like  the 
transit  requires  constant  care  in  order  that  the  various  parts 
may  not  become  loose  or  strained.  Care  should  be  taken  that 
the  tripod  legs  do  not  move  too  freely,  and  that  the  metal  shoes 
on  the  feet  of  the  tripod  do  not  become  loose.  The  transit 
should  be  securely  screwed  to  the  tripod.  In  caring  for  the 
lenses  a  camel's  hair  brush  should  be  used  for  dusting  them  and 
soft  linen  with  alcohol  for  cleaning  them.  The  objective  should 
not  be  unscrewed  except  when  absolutely  necessary,  and  when 
replaced  it  should  be  screwed  in  to  the  reference  mark  on  the 
barrel  of  the  telescope.  Grease  should  never  be  used  on  exposed 
parts  of  an  instrument,  as  it  collects  dust.  Care  should  be 
taken  not  to  strain  the  adjusting  screws  in  making  adjustments. 
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The  instrument  should  be  protected  as  much  as  possible  from 
the  sun,  rain,  and  dust.  If  the  instrument  is  carried  in  the  box 
it  is  less  likely  to  get  out  of  adjustment  than  when  carried  on 
the  shoulder,  but  the  former  is  often  inconvenient.  It  is  cus- 
tomary in  traveling  by  carriage  or  rail  to  carry  the  transit  in  its 
box.  While  being  carried  on  the  shoulder  the  lower  clamp 
should  be  left  undamped  so  that  in  case  the  instrument  strikes 
against  anything,  some  parts  can  give  easily  and  save  the  instru- 
ment from  a  severe  shock.  When  the  transit  is  in  use,  be  care- 
ful not  to  clamp  it  too  hard,  but  clamp  it  firmly  enough  to  in- 
sure a  positive  working  of  the  tangent  screws  and  so  that  no 
slipping  can  occur. 

8l.    COMMON  SOURCES  OF  ERROR  m  TRANSIT  WORK.  — 

1.  Nonadjustment,  eccentricity  of  circle,  and  errors  of  gradu- 
ation. 

2.  Changes  due  to  temperature  and  wind. 

3.  Uneven  settling  of  tripod. 

4.  Poor  focusing  (parallax). 

5.  Inaccurate  setting  over  point. 

6.  Irregular  refraction  of  atmosphere. 


82.    COlfMON  MISTAKES  IN  TRANSIT  WORK.  — 

1.  Reading  in  the  wrong  direction  from  the  index  on  a 
double  vernier. 

2.  Reading  the  opposite  vernier  from  the  one  which  was  set. 

3.  Reading  the  circle  wrong,  e.g.,  reading  59°  for  61®.  If 
the  angle  is  nearly  90^,  reading  the  wrong  side  of  the  90° 
point,  e.g.,  88°  for  92°. 

4.  Using  the  wrong  tangent  screw. 
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Fig.  33.    Solar  Attachment  to  Transit, 

(The  authors  are  indebted  to  C.  L.  Berger  &  Son 
for  the  photograph  fVQm  whi^h  this  cut  was  made.) 
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THE    SOLAR    ATTACHMENT. 

83.  DESCRIPTION    OF    SOLAR    ATTACHBCENT.  —  One  of  the 

most  important  auxiliaries  to  the  engineer's  transit  is  the  solar 
attachment,  one  form  of  which  is  shown  in  Fig.  33.  This  is  a 
small  instrument  which  may  be  attached  to  the  telescope  and  by 
means  of  which  a  true  meridian  line  can  be  found  by  an  observa- 
tion on  the  sun.  In  the  form  here  shown  the  principal  parts  are 
the  polar  axis^  which  is  attached  to  the  telescope  perpendicular 
to  the  line  of  sight  and  to  the  horizontal  axis,  and  a  small 
telescope  which  is  mounted  on  the  polar  axis.  This  telescope 
can  be  revolved  about  the  polar  axis  and  can  be  inclined  to  it 
at  any  desired  angle.  The  polar  axis  is  provided  with  four  ad- 
justing screws  for  making  it  perpendicular  to  the  line  of  sight 
and  to  the  horizontal  axis. 

Another  form  of  attachment  has  the  solar  telescope  replaced 
by  a  lens  and  a  screen  on  which  the  sun's  image  can  be  thrown. 
This  defines  a  line  of  sight  and  is  in  reality  the  equivalent  of  a 
telescope.  This  instrument  is  provided  with  the  arc  of  a  circle- 
known  as  the  declination  arc^  the  use  of  which  will  be  explained 
later. 

Still  another  form  consists  of  a  combination  of  mirrors  (simi- 
lar to  those  of  a  sextant)  which  can  be  placed  in  front  of  the 
objective.  In  this  form  the  telescope  of  the  transit  serves  as  the 
polar  axis. 

While  these  various  solar  attachments  differ  in  the  details 
of  construction,  they  all  depend  upon  the  same  general  prin- 
ciples. 

84.  THE  Celestial  sphere.  —  In  order  to  understand  the 
theory  of  this  instrument  it  will  be  necessary  to  define  a  few 
astronomical  terms.  Fig.  34  represents  that  half  of  the  celes- 
tial sphere  which  is  visible  at  one  time  to  an  observer  on  the 
surface  of  the  earth.  For  the  purposes  of  this  problem  the 
celestial  sphere  may  be  regarded  as  one  having  its  center  at 
the  center  of  the  earth  and  a  radius  equal  to  the  distance  of  the 
sun  from  the  earth.  The  sun  in  its  apparent  daily  motion 
would  then  move  around  in  a  circle  on  the  surface  of   this 
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sphere.  The  circle  NESW\^  the  observer's  horizofi  and  is  the 
boundary  between  the  visible  and  invisible  parts  of  the  celestial 
sphere.  The  point  Z  is  the  zenith  and  is  the  point  where  a 
plumb-line  produced  would  pierce  the  celestial  sphere.  The 
circle  SZPN  is  the  observer's  meridian  and  is  a  vertical  circle 
through  the  pole.  The  circle  EQ  W  is  the  celestial  equator. 
The  circle  AMBy  parallel  to  the  equator,  is  a  parallel  of  decli- 
nation, or  the  path  described  by  the  sun  in  its  apparent  daily 
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Fig.  34.    Diagram  of  the  Celestial  Hemisphere. 


motion  from  east  to  west.  The  suns  declitiation  is  its  angular 
distance  from  the  equator,  or  the  arc  OT,  The  declination  is 
considered  positive  when  north  and  negative  when  south.  The 
polar  distatue  of  the  sun  is  the  complement  of  the  declination 
represented  by  the  arc  OP 

85.  OBSERVATION  ON  THE  SUN  FOR*  MERIDIAN  WITH 
SOLAR  Attachment.  —  If  the  polar  axis  of  the  instrument  is 
made  to  point  to  the  celestial  pole,  i.e.,  made  parallel  to  the 
earth's  axis,  then  the  small  telescope  can  be  made  to  follow 
the  sun  in  its  daily  path  by  simply  giving  it  an  inclination  to  the 
polar  axis  equal  to  the  sun's  polar  distance  and  revolving  it 
about  the  polar  axis. 
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(i)  To  find  the  true  meridian  by  an  observation  on  the  sun 
first  make  the  angle  between  the  polar  axis  and  the  solar  tele- 
scope equal  to  the  sun's  polar  distance  at  the  time  of  the  obser- 
vation. This  is  done  by  turning  the  solar  telescope  into  the 
same  plane  as  the  main  telescope  by  sighting  both  on  some  dis- 
tant object,  and  then  making  the  angle  between  the  two  telescopes 
equal  to  the  sun's  declination.  Some  instruments  are  provided 
with  a  declination  arc  upon  which  the  declination  angle  can  be 
laid  off  directly.  Others  have  a  small  spirit  level  attached  to 
the  small  telescope,  in  which  case  the  vertical  circle  of  the  tran- 
sit is  used  for  laying  off  the  declination  angle.  Incline  the  main 
telescope  until  the  reading  of  the  vertical  circle  equals  the  de- 
clination, and  clamp  ;  then  level  the  solar  telescope  by  means  of 
the  attached  level.  The  angle  between  the  polar  axis  and  the 
solar  telescope  is  then  90°  plus  or  minus  the  reading  of  the 
vertical  circle. 

(2)  By  means  of  the  vertical  circle  of  the  transit  incline  the 
polar  axis  to  the  vertical  by  an  angle  equal  to  the  co-latitude  of 
the  place,  which  is  90°  minus  the  latitude.  The  polar  axis  now 
has  the  same  angle  of  elevation  as  the  celestial  pole. 

(3)  If  the  observation  is  in  the  forenoon,  place  the  solar 
telescope  on  the  left  of  the  main  telescope  (on  the  right  if  in  the 
afternoon) ;  then,  by  moving  the  whole  instrument  about  the 
vertical  axis  and  the  solar  telescope  about  the  polar  axis,  point 
the  solar  telescope  at  the  sun.  The  sun's  image  is  brought  to 
the  center  of  the  square  formed  by  four  cross-hairs,  or  ruled 
lines,  in  the  solar  telescope.  The  final  setting  is  made  by  the 
tangent  screw  controlling  the  horizontal  motion  of  the  transit 
and  the  one  controlling  the  motion  of  the  solar  about  the  polar 
axis.  Only  one  position  can  be  found  where  the  solar  telescope 
will  point  to  the  sun.  In  this  position  the  vertical  axis  points 
to  the  zenith,  the  polar  axis  to  the  pole,  and  the  solar  telescope 
to  the  sun.  The  instrument  has  thus  solved  mechanically  the 
spherical  triangle  having  these  three  points  (Z,  /*,  O)  as  vertices. 
The  horizontal  angle  between  the  two  telescopes  is  equal  to  the 
sun's  true  bearing.  Since  the  solar  telescope  is  pointing  to  the 
sun  the  main  telescope  must  be  in  the  plane  of  the  meridian. 
If  all  of  the  work  has  been  correctly  done  it  will  be  observed 
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that  the  sun's  image  will  remain  between  the  cross-hairs  set 
parallel  to  the  equator,  and  therefore  the  sun  can  be  followed 
in  its  path  by  a  motion  of  the  solar  telescope  alone.  If  it  is 
necessary  to  move  the  instrument  about  the  vertical  axis  to 
point  the  solar  telescope  again  at  the  sun  this  shows  that  the 
main  telescope  was  not  truly  in  the  meridian. 

After  the  meridian  has  been  determined  the  main  telescope 
may  then  be  lowered  and  a  point  set  which  will  be  due  north  or 
due  south  of  the  instrument. 

86.  Computation  of  Declination  Settings.  —  The  sun's  polar 
distance  may  be  obtained  from  the  "  American  Ephemeris  and 
Nautical  Almanac,"  published  by  the  Government.  The  polar 
distance  is  not  given  directly,  but  its  complement,  the  sun's 
apparent  declination^  is  given  for  each  day  and  for  the  instant 
of  Greenwich  Mean  Noon,  The  rate  of  change  of  the  declina- 
tion, or  the  difference  for  I  hour,  is  also  given.  In  order  to  use 
this  for  any  given  locality,  it  is  first  necessary  to  find  the  local 
or  the  standard  time  corresponding  to  mean  noon  of  Greenwich. 
In  the  United  States,  where  standard  time  is  used,  the  relation 
to  Greenwich  time  is  very  simple.  In  the  Eastern  time  belt 
the  time  is  exactly  5  hours  earlier  than  at  Greenwich ;  in  the 
Central^  6  hours  earlier ;  in  the  Mountain^  7  hours  earlier ;  in 
the  Pacific^  8  hours  earlier.  If  a  certain  declination  corresponds 
to  Greenwich  mean  noon,  then  the  same  declination  corresponds 
to  7  A.M.  in  the  Eastern  belt  or  6  A.M.  in  the  Central  belt, 
etc.  The  declination  for  any  subsequent  hour  of  the  day  may 
be  found  by  adding  (algebraically)  the  difference  for  i  hour  mul- 
tiplied by  the  number  of  hours  elapsed.  Declinations  marked 
North  must  be  regarded  as  positive  and  those  marked  South  as 
negative.  An  examination  of  the  values  of  the  declination  for 
successive  days  will  show  which  way  the  correction  is  to  be 
applied.  It  will  be  useful  also  to  remember  that  the  declination 
is  0°  about  March  21,  and  increases  until  about  June  22,  when 
it  is  approximately  23^  27'  North;  it  then  decreases,  passing  the 
0°  point  about  September  22,  until  about  December  21  when  it 
is  approximately  23^  27'  South ;  it  then  goes  North  until 
March  21  when  it  is  0°  again. 

After  the  correct  declination  is  found  it  has  still  to  be  cor- 
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rected  for  refraction  of  the  atmosphere.  The  effect  of  refrac- 
tion is  to  make  the  sun  appear  higher  up  in  the  sky  than  it 
actually  is.  In  the  northern  hemisphere,  when  the  declination 
is  North  the  correction  must  be  added,  when  South,  subtracted. 
This  correction  may  be  taken  from  Table  VII,  p.  507,  the  decli- 
nation being  given  at  the  top  and  the  number  of  hours  from 
noon  at  the  left. 

The  co-latitude  which  must  be  set  oflF  on  the  vertical  circle 
may  be  obtained  from  a  map  or  may  be  determined  by  an  ob- 
servation which  is  made  as  follows.  Set  off  the  sun's  declination 
for  noony  as  for  any  other  observation,  the  two  telescopes  being 
in  the  same  vertical  plane,  and  point  the  small  telescope  at  the 
sun.  By  varying  the  angle  of  elevation  of  the  main  telescope, 
keep  the  solar  telescope  pointing  at  the  sun  until  the  maximum 
altitude  is  reached.  The  angle  read  on  the  vertical  circle  is  the 
co-latitude  (see  also  Art.  217,  p.  196). 

Example. 

Latitude  40**  N.  Longitude  4h  45m  W. 

Jan.  10,  1900. 
Declination  for  Greenwich  mean  noon  S  21°  59'  04" 
Difference  for  ih  +  22"  .25 


Time. 

Declination. 

Refraction. 

7  h.  A.M. 

21°  59'  04"  S 

8 

58  42 

4-  59" 

21°  53'  43" 

9 

58   20 

2  36 

21   55  44 

10 

57   57 

»  57 

21   56  00 

II 

57  35 

1  48 

^i   55  47 

12  M. 

57   13 

(«  39) 

(21    55  34) 

I  P.M 

56   51 

I  48 

21   55  03 

a 

56   28 

«  57 

21   54  3» 

3 

56  06 

2  36 

21    53  30 

4 

55  44 

4  59 

21   50  45 

87.  *  Comstock's  Method  of  finding  the  Refraction.  —Set 
the  vertical  cross-hair  on  one  edge  (or  limb)  of  the  sun  and  note 
the  instant  by  a  watch.  Set  the  vernier  of  the  plate  10'  ahead 
and  note  the  time  when  the  limb  again  touches  the  cross-hair, 

♦  See  Bulletin  of  the  University  of  Wisconsin,  Science  Series,  Vol.  I,  No.  3. 
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Call  the  number  of  seconds  between  these  observations  ;/.     Read 
the  altitude  //.     Then  the  refraction  in  minutes  will  be  nearly 

equal  to  ^522 ,  h  being  expressed  in  degrees. 
hn 

88.  Observation  for  meridian  should  not  be  made  when  the 
sun's  altitude  is  less  than  about  lo^  because  the  refraction  cor- 
rection will  be  unreliable.  Observations  near  noon  are  to  be 
avoided  because  a  slight  error  in  altitude  produces  a  large  error 
in  the  resulting  meridian.  For  good  results  therefore  the  obser- 
vation should  be  made  neither  within  an  hour  of  noon  nor  near 
sunrise  or  sunset. 

89.  MISTAKES  IN   USING  THE  SOLAR  ATTACHMENT. — 

1.  Solar  on  wrong  side  of  main  telescope. 

2.  Refraction  correction  applied  wrong  way. 

ADJUSTMENTS  OF  THE  SOLAR   ATTACHBfENT. 

go.  Adjustment  of  polar  Axis.  —  Xo  make  the  Polar 
Axis  Perpendicular  to  the  Plane  of  the  Line  of  Sight  and  the  Hori- 
zontal Axis.  Level  the  transit  and  the  main  telescope.  Bring  the 
bubble  of  the  solar  telescope  to  the  center  of  its  tube  while  it  is 
parallel  to  a  pair  of  opposite  adjusting  screws  which  are  at  the 
foot  of  the  polar  axis.  Reverse  the  solar  telescope  180°  about 
the  polar  axis.  If  the  bubble  moves  from  the  center  position, 
bring  it  half-way  back  by  means  of  the  adjusting  screws  just 
mentioned  and  the  other  half  by  means  of  the  tangent  screw 
controlling  the  vertical  motion  of  the  solar.  This  should  be 
done  over  each  pair  of  opposite  adjusting  screws  and  repeated 
until  the  bubble  remains  central  in  all  positions. 

91.  Adjustment  of  the  cross-hairs.  —  To  make  the 
Vertical  Cross-Hair  truly  Vertical.  Sight  on  some  distant  point 
with  all  the  clamps  tightened  and,  by  means  of  the  tangent 
screw  controlling  the  vertical  motion  of  the  solar,  revolve  the 
solar  telescope  about  its  horizontal  axis  and  see  if  the  vertical 
cross-hair  remains  on  the  point.  If  not,  adjust  by  rotating  the 
cross-hair  ring,  as  described  in  Art.  71,  p.  57. 
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92.  ADJUSTBfENT  OF  TELESCOPE  BUBBLE. — To  make  the 
Axis  of  the  Bubble  Parallel  to  the  Line  of  Sight.  Level  the  main 
telescope  and  mark  a  point  about  200  ft.  from  the  instrument  in 
line  with  the  horizontal  cross-hair.  Measure  the  distance  be- 
tween the  two  telescopes  and  lay  this  off  above  the  first  point 
which  will  give  a  point  on  a  level  with  the  center  of  the  solar 
telescope.  Sight  the  solar  at  this  point  and  clamp.  Bring  the 
bubble  to  the  center  by  means  of  the  adjusting  screws  on  the 
bubble  tube. 


PROBLEMS. 

1.  Is  it  necessary  that  the  adjustments  of  the  transit  should  be  made  in  the 
order  given  in  this  chapter  ?     Give  your  reasons. 

2.  A  transit  is  sighting  toward  B  from  a  point  A.  In  setting  up  the  transit  at 
A  it  was  carelessly  set  0.0 1  ft.  directly  to  one  side  of  Ay  as  at  A*,  What  would 
be  the  resulting  error,  i.e.,  the  difference  in  direction  (in  seconds)  between  AB  and 
A'B,  (i)  when  AB  =  40  ft.,  (2)  when  yf^  =  ioooft.? 

3.  An  angle  of  90°  is  laid  off  with  a  *'  one  minute  "  transit,  and  the  angle  then 
determined  by  six  repetitions,  the  final  reading  being  1 79°  58'  +  360°.  The  point 
sighted  is  185  feet  from  the  transit.  Compute  the  offset  to  be  laid  off  in  order  to 
correct  the  first  angle.     Express  the  result  in  feet  and  also  in  inches. 

4.  An  angle  measured  with  a  transit  is  10°  15'  41".  The  telescope  of  a  level- 
ing instrument  is  placed  in  front  of  the  transit  (with  its  objective  toward  the 
transit)  and  the  angle  again  measured  and  found  to  be  0°  18'  2%".  What  is  the 
magnifying  power  of  this  level  telescope  ? 

5.  Compute  the  declination  setting  for  every  hour  when  observations  on  the 
sun  for  meridian  can  be  made  at  Boston  (  Lat.  42°  21'  N,  Long.  71**  04  30"  W) 
on  each  of  the  following  dates  (Eastern  Standard  Time)  : 

January  i,  1906. 

Decl.  S  23°  03'  2  7"  .9 
Dift.    for  I  hour,  +11  "-70 
April  16,  1906. 

Decl.  N  9°  53'  34".2 
Diff.  for  I  hour,  +  53'''.44 
July  2,  1906. 

Decl.  N  230  05'  49".5 
Diff.  for  I  hour,  —  io".39 

Sept.  25,  1906. 

Decl.  S  0°  35'  49".4 
Diff.  for  I  hour,  -58".5i 


CHAPTER  IV. 

MBASIJRXIMENT  OF  DIFFERENCE   OF  ELEVATION. 

93.  LEVEL  SURFACE.  —  A  level  surface  is  a  ciirved  surface 
which  at  every  point  is  perpendicular  to  the  direction  of  gravity 
at  that  point,  such,  for  example,  as  the  surface  of  still  water. 
Any  line  of  sight  which  is  perpendicular  to  the  direction  of 
gravity  at  a  given  point  is  therefore  tangent  to  the  level  sur- 
face at  that  point  and  is  called  a  horizontal  line, 

94.  The  Spirit  Level.  —  In  nearly  all  instruments  the  direc- 
tion of  gravity  is  determined  by  means  of  either  a  plumb-line  or 
a  spirit  level.  A  spirit  level  is  a  glass  tube,  the  inside  of  which 
is  ground  to  a  circular  curve  longitudinally,  and  nearly  filled 
with  a  liquid  such  as  alcohol  or  ether,  leaving  enough  space  to 
form  a  bubble.  The  grinding  is  usually  done  only  on  the  inside 
upper  surface  of  the  tube.  The  radius  of  the  curve  varies  accord- 
ing to  the  use  which  is  to  be  made  of  the  level ;  a  very  short  ra- 
dius makes  a  slow  moving  bubble  while  a  long  radius  makes  a 
very  sensitive  bubble.  It  is  important  that  the  curve  should  be 
exactly  circular  so  that  equal  distances  on  the  tube  should  sub- 
tend equal  angles  at  the  center.  The  level  is  provided  with  a 
scale  of  equal  parts,  which  may  be  either  a  metallic  scale  screwed 
to  the  brass  case  holding  the  glass  bubble  tube,  or  it  may  con- 
sist of  lines  etched  on  the  glass  itself.  A  point  near  the  middle 
of  the  tube  is  selected  as  the  zero  point  and  the  graduations  are 
numbered  both  ways  from  that  point.  The  straight  line  tangent 
to  the  curve  at  the  zero  point  of  the  scale  is  called  the  axis  of 
the  bubble.  The  position  of  the  bubble  in  the  tube  is  deter- 
mined by  noting  the  positions  of  both  ends.  The  bubble  will 
change  its  length  with  changes  in  temperature,  consequently  the 
reading  of  one  end  is  not  sufficient  to  determine  the  position  of 
the  bubble.  On  account  of  the  action  of  gravity  the  bubble  will 
always  move  toward  the  higher  end  of  the  tube ;  hence,  when 
the  bubble  is  central  the  axis  of  the  tube  is  horizontal. 
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95.  Angular  Value  of  One  Division  of  the  Level  Tube.  —  The 

angular  value  of  one  division  of  a  level  tube  is  the  angle,  usually 
expressed  in  seconds,  through  which  the  axis  of  the  tube  must 
be  tilted  to  cause  the  bubble  to  move  over  the  length  of  one  di- 
vision on  the  scale.  The  simplest  way  of  finding  this  in  the 
field  consists  in  moving  the  bubble  over  several  divisions  on  the 
scale  by  means  of  the  leveling  screws  and  observing  the  space  on 
a  rod  passed  over  by  the  horizontal  cross-hair,  the  rod  being 
placed  at  a  known  distance  from  the  instrument.  The  space  on 
the  rod  divided  by  the  distance  to  the  rod  gives  the  natural  tan- 
gent of  the  angle  through  which  the  line  of  sight  has  moved. 
Since  the  angle  is  very  small  its  value  in  seconds  of  arc  may  be 
obtained  by  dividing  its  tangent  by  the  tangent  of  one  second, 
(log  tan  i"  =  4.6855749  —  10).  Dividing  the  angle  found  by 
the  niunber  of  divisions  of  the  scale  passed  over  on  the  bubble 
tube,  gives  a  result  which  is  the  average  number  of  seconds 
corresponding  to  a  single  division. 

In  a  properly  constructed  leveling  instrument  the  value  of 
one  division  of  the  level  should  have  a  definite  relation  to  the 
magnifying  power  of  the  telescope.  The  smallest  angular  move- 
ment that  can  be  detected  by  the  level  bubble  should  correspond 
to  the  smallest  movement  of  the  cross-hairs  that  can  be  detected 
by  means  of  the  telescope. 

THE  LEVEL. 

g6.  The  instruments  chiefly  used  for  the  direct  determina- 
tion of  differences  of  elevation  are  known  as  the  Wye  Levels  the 
Dumpy  Levely  and  the  Hand  Level,  The  Precise  Level  differs 
in  its  details  from  the  others  but  does  not  really  constitute  a 
different  type ;  it  is  essentially  a  wye  level  or  a  dumpy  level, 
according  to  the  principle  of  its  construction.  The  engineer's 
transit,  which  has  the  long  level  attached  to  the  telescope,  is 
frequently  used  for  direct  leveling.  All  of  these  instruments 
are  so  constructed  that  the  line  of  sight  is  horizontal  when  the 
bubble  of  the  attached  spirit  level  is  in  the  middle  of  its  tube. 

97.  THE  WYE  LEVEL.  — In  the  wye  level  (Figs.  35  and  36) 
the  spirit  level  is  attached  to  the  telescope  tube  which  rests  in 
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two  Y  shaped  bearings  from 
which  it  derives  its  name.  Those 
parts  of  the  telescope  which  bear 
on  the  wyes  are  made  cylin- 
drical and  are  called  rings  or 
pivots.  The  telescope  is  held  in 
the  wyes  by  means  of  two  clips. 
The  level  is  attached  to  the 
telescope  by  means  of  screws 
which  allow  vertical  and  lateral 
adjustments.  The  two  wye  sup- 
ports are  secured,  by  means  of 
adjusting  screws,  to  a  horizontal 
bar  which  is  attached  rigidly  at 
right  angles  to  a  spindle,  or 
vertical  axis,  similar  to  that  of 
a  transit.  The  instrument  is 
provided  with  leveling  screws, 
clamp,  and  tangent  screw,  but 
has  no  shifting  head  nor  plumb- 
line  attachment.  The  whole 
upper  portion  of  the  instrument 
is  screwed  to  a  tripod  in  the 
same  manner  as  a  transit.  The 
characteristic  feature  of  the  wye 
level  is  that  the  telescope  can 
be  lifted  out  of  its  supports, 
turned  end  for  end  and  replaced, 
each  ring  then  resting  in  the 
opposite  wye. 

98.  THE  DUMPY  LEVEL.— 
In  the  dumpy  level  (Fig.  37) 
the  telescope,  the  vertical  sup- 
ports, the  horizontal  bar  and  the 
vertical  spindle  arc  all  made  in 
one  casting  or  else  the  parts  are 
fastened  together  rigidly  so  as  to 
be  essentially  one  piece.      The 
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spirit  level  is  fastened  to  the  horizontal  bar  and  can  be  adjusted 
in  the  vertical  plane ;  there  is  no  other  adjustable  part  except 
the  cross-hair  ring. 

99.  Comparison  of  Wye  and  Dumpy  Levels.  —  The  wye  level 
has  long  been  a  favorite  in  this  country,  chieHy  on  account  of 
the  ease  with  which  it  can  be  adjusted,  which  depends  upon  the 
fact  that  when  the  telescope  is  reversed  in  the  wye  supports  the 
line  through  the  centers  of  the  pivots  is  exactly  coincident  with  its 
first  position.  While  this  feature  of  the  wye  level  is  of  practical 
advantage  in  adjusting  the  instrument  it  is  based  on  the  assump- 
tion that  both  pivots  are  circular  and  of  exactly  the  same  diame- 
ter, which  may  or  may  not  be  true.  For,  even  supposing  the 
pivots  to  be  perfect  when  new,  they  soon  wear,  and  perhaps 
unevenly,  and  consequently  the  method  of  adjusting  by  reversal 
will  then  fail  and  the  ''peg''  adjustvienty  or  direct  method, 
must  be  used.  (See  Art.  128,  p.  91.)  It  is  not  uncommon  to  find 
a  wye  level  of  excellent  manufacture  which,  after  being  adjusted 
by  reversals,  fails  to  stand  the  test  by  the  direct  method,  but 
which  is  capable  of  excellent  work  when  adjusted  by  the  latter 
method. 

The  dumpy  level  has  very  few  movable  parts,  and  conse- 
quently it  does  not  easily  get  out  of  adjustment  even  when 
subjected  to  rough  usage.*  Furthermore  the  recent  work  of  the 
United  States  Coast  and  Geodetic  Survey  with  a  new  precise 
level,  which  is  really  a  dumpy  level  with  certain  refinements, 
indicates  the  superiority  of  the  dumpy  form  for  the  most  precise 
work. 


Fig.  38.    The  Locke  Hand  Level. 

100.   THE    LOCKE   HAND    LEVEL.  —  The  hand    level  (Fig. 
38)  has  no  telescope,  but  is  simply  a  metal  tube  with  plain  glass 


*  See  Reports  of  the  Superintendent  of  the  U.S.  Coast  and  Geodetic  Sur- 
vey for  the  year  i8(>8-99,  P-  35^  and  the  year  1900,  p.  525. 


78  MEASUREMENT  OF  ELEVATION  [Chap.  IV. 

covers  at  the  ends  and  with  a  spirit  level  on  top.  When  look- 
ing through  the  tube  one  sees  the  level  bubble  on  one  side 
of  the  tube  in  a  mirror  set  at  45 ^^  with  the  line  of  sight, 
and  the  landscape  on  the  other  side.  In  order  that  the  eye  may 
see  the  bubble  and  the  distant  object  at  the  same  instant  the 
instrument  is  focused  on  the  bubble  by  means  of  a  lens  placed 
in  a  sliding  tube.  The  level  line  is  marked  by  a  horizontal  wire, 
which  can  be  adjusted  by  means  of  two  screws.  The  instrument 
is  held  at  the  eye  and  the  farther  end  is  raised  or  lowered  until 
the  bubble  is  in  the  center  of  the  tube.  At  this  instant  a  point 
in  line  with  the  horizontal  wire  is  noted.  In  this  way  approxi- 
mate levels  may  be  obtained. 


LEVELING  RODS. 

loi.  According  to  their  construction  rods  are  either  Self- 
reading  or  Target  rods,  or  a  combination  of  the  two.  Self-read- 
ing rods  are  those  which  can  be  read  directly  from  the  instrument 
by  the  levelman  whereas  target  rods  can  be  read  only  by  the 
rodman.  The  commonest  forms  of  leveling  rods  are  known  as 
the  Bostouy  the  New   York,  and  the  Philadelphia  rods.     (See 

Fig.  39.) 

102.  Boston  rod.  —  The  Boston  rod  (Fig.  39)  is  a  target 
rod  of  well  seasoned  wood  about  6J  ft.  long,  made  in  two  strips, 
one  of  which  slides  in  a  groove  in  the  other.  A  target  is 
fastened  rigidly  to  one  of  these  strips  about  0.3  ft.  from  one 
end.  Clamps  are  provided  for  holding  the  two  parts  in  any 
desired  position.  There  is  a  scale  on  each  side  of  the  rod,  one 
starting  from  either  end,  graduated  to  hundredths  of  a  foot  and 
each  with  a  vernier  placed  about  the  height  of  the  eye  and  read- 
ing to  thousandths  of  a  foot.  When  the  rod-reading  is  less  than 
5.8  ft.  the  rod  is  first  placed  on  the  ground  with  the  target  near 
the  bottom.  Then  the  strip  carrying  the  target  is  raised  to  the 
proper  height  while  the  bottom  of  the  other  strip  rests  on  the 
ground,  as  shown  in  Fig.  39.  For  readings  over  5.8  ft.  the  rod 
is  turned  end  for  end  so  that  the  target  is  at  the  top  and  can  be 
moved  from  5.8  to   11.4  ft.,  the  limit  of  the  rod.     The  terms 
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Fig.  89.     Leveling  Rods. 
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^^ short  rod''  and  "  long  rod''  are  used  to  distinguish  these  two 
positions. 

The  common  form  of  target  used  on  the  Boston  rod  is  shown 
in  Fig.  40.  Instead  of  this  target  one  of  a.  design  similar  to 
that  in  Fig.  4 1  is  sometimes  used,  in  which  the  white  strip  in 
the  center  may  be  bisected  by  the  horizontal  cross-hair. 
Bisection  is  more  precise  under  all  conditions  than  setting  on  a 


Fig.  40.    Boston  Rod  Target. 


Fig.  41.    Bisection  Target. 


single  line   or   on   the  division   line   between   two  surfaces  of 
different  color. 

A  serious  objection  to  the  Boston  rod  is  that  in  reversing  it 
(changing  from  long  to  short  rod)  any  error  in  the  position  of 
the  target  with  reference  to  the  scale  is  doubled  by  the  reversal, 
and  such  an  error  is  not  readily  eliminated. 

103.  NEW  YORK  ROD.  —  The  New  York  rod  (Fig.  39) 
consists  of  two  strips  of  wood,  arranged  similarly  to  those  of  the 
Boston  rod.  Unlike  the  latter  the  target  on  the  New  York 
rod  is  movable.  For  "short  rod"  the  target  is  moved  up  or 
down  on  the  rod  until  the  proper  height  is  reached.  The  face 
of  the  rod  is  graduated  to  hundredths  of  a  foot.  The  vernier  is 
on  the  target  itself  and  reads  to  thousandths  of  a  foot.  The 
graduations  on  the  rod  cannot  be  read  from  the  instrument  except 
at  short  distances.  For  "  long  rod  '*  the  target  is  set  at  the 
highest  graduation,  usually  6.5  ft.,  and  clamped  to  one  of  the 
sliding  strips  which  is  then  raised  until  the  target  is  in  the  right 
position.  A  clamp  is  provided  for  holding  the  two  strips 
together.  The  reading  for  "long  rod"  is  found  on  the  side  of 
the  strip  that  is  raised,  and  opposite  the  vernier  which  is  on  the 
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Other  strip,  the  scale  reading  downward.     In  this  case  the  rod 
cannot  be  read  directly  from  the  instrument. 

104.  Philadelphia  rod.  —  This  rod  has  the  graduations 
plainly  painted  on  its  face  so  that  it  can  be  used  as  a  self-reading 
rod  (Fig.  39).  It  has  a  target  reading  to  thousandths,  like  that 
of  the  New  York  rod.  In  some  cases  the  target  has  no  vernier 
but  is  graduated  directly  to  0.005  ft-  J  ^^^  thousandths  can  be 
readily  estimated.  The  rod  is  extended  in  the  same  manner  as 
the  New  York  rod,  and  it  can  be  read  to  0.005  ft.  and  estimated 
to  0.00 1  ft.  by  means  of  a  scale  fastened  on  the  back  of  the  rod. 
When  the  rod  is  fully  extended,  the  graduations  on  the  front 
face  are  continuous  and  the  readings  can  be  made  directly  by 
the  levelman  if  desired. 

105.  SPECIAL  SELF-READING  RODS.  —  There  are  a  large 
number  of  self-reading  rods  of  special  design.  One  of  the  com- 
monest types  shown  in  Fig.  39,  is  similar  to  the  Philadelphia 
rod  except  that  it  has  no  target  and  is  not  graduated  closer  than 
tenths.  The  figures  on  the  face  of  the  rod  are  made  of  definite 
height  (0.06  or  0.08  ft.)  and  of  definite  thickness  (o.oi  or  0.02 
ft.)  so  that  it  is  easy  for  the  levelman  to  estimate  the  readings 
to  hundredths  of  a  foot.  These  rods  are  usually  constructed 
so  that  they  can  be  extended  for  "  long  rod  *'  readings. 

106.  Tape  Rod.*  —  The  tape  rod  (Fig.  39)  is  a  self-reading 
rod  of  decidedly  different  design  from  the  Philadelphia  rod.  It 
is  a  wooden  rod  made  in  one  piece  with  a  metal  roller  set  in  it 
near  each  end.  Passing  over  these  rollers  is  a  continuous  steel 
band  20  ft.  long  and  o.  i  ft.  wide,  on  the  outside  of  which  for 
its  entire  length  is  painted  a  scale  graduated  to  feet,  tenths,  and 
half-tenths,  with  the  details  of  the  numbers  so  designed  that 
readings  to  the  nearest  0.0 1  ft.  can  readily  be  made.  Unlike  the 
other  rods  mentioned  the  scale  reads  down  on  the  face  of  the 
rod  instead  of  up.  It  is  provided  with  a  clamp  so  that  the  metal 
band,  or  tape,  can  be  set  at  any  desired  reading  and  held  firmly 
in  that  position.     The  use  of  this  type  of  rod  is  limited  to  cer- 


♦  This  rod  was  invented  by  Thomas  F.  Richardson  and  is  used  extensively^ 
by  the  Metropolitan  Water  and  Sewerage  Board  of  Boston,  Mass. 
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tain  kinds  of  work,  its  advantage  being  the  time  saved  in  calcu- 
lations as  explained  in  Art.  228,  p.  206. 

107.  Precise  Level  Rod.  —  The  self -reading  rod  used  by 
the  U.  S.  Coast  and  Geodetic  Survey  is  made  of  a  single  piece 
of  wood,  soaked  in  paraffin  to  prevent  changes  in  length  due  to 
moisture.  Metal  plugs  are  inserted  at  equal  distances  so  that 
changes  in  length  can  be  accurately  determined.  It  is  divided 
into  centimeters,  painted  alternately  black  and  white.  The  bot- 
tom of  the  rod  carries  a  foot-plate.  The  meters  and  centimeters 
are  read  directly  and  the  millimeters  estimated.  This  rod  has 
attached  to  it  a  thermometer,  and  a  level  for  plumbing. 

108.  Advantages  of  the  Self-Reading  Rod.  —  While  the  ad- 
vantage in  the  speed  with  which  leveling  can  be  accomplished 
by  use  of  the  self-reading  rod  is  well  understood,  it  is  also  true 


Fig.  42.    Rod  Levels. 


although  not  so  generally  recognized  that  very  accurate  results 
can  be  obtained.  For  any  single  reading  the  error  may  be 
larger  than  with  the  target  rod,  but  the  errors  of  estimating 
fractional  parts  are  compensating,  so  that  in  the  long  run  the 
results  are  found  to  be  very  accurate.  Precise  leveling  carried 
on  by  the  U.  S.  Coast  and  Geodetic  Survey  and  by  European 
surveys  has  demonstrated  the  superiority  of  such  rods.     The 
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self-reading  rod  might  to  advantage  be  more  generally  used  than 
it  is  at  present. 

109.  Attachments  to  the  Rod  for  Plumbing. — In  accurate 
work  it  will  be  convenient  to  use  some  device  for  holding  the 
rod  plumb.  Spirit  levels  attached  to  brass  ** angles"  which  may 
be  secured  to  a  corner  of  the  rod  are  very  convenient.  Two 
patterns  are  shown  in  Fig.  42.  In  some  rods  the  levels  are  set 
permanently  into  the  rod  itself. 

no.  Effect  of  Heat  and  Moisture.  —  Changes  of  temperature 
do  not  have  a  serious  effect  on  rods  since  the  coefficient  of  ex- 
pansion of  wood  is  small.  The  effect  of  moisture  is  greater, 
however,  and  consequently  if  very  accurate  leveling  is  to  be 
done  the  rod  should  be  compared  frequently  with  a  standard. 
Rods  soaked  in  paraffin  are  less  affected  by  moisture  than  those 
which  have  not  been  so  treated. 

USE  OF  THE  LEVEL  AND  ROD. 

111.  In  order  to  obtain  the  difference  in  elevation  between 
two  points,  hold  the  rod  at  the  first  point  and,  while  the  instru- 
ment is  level,  take  a  rod-reading.  This  is  the  distance  that  the 
bottom  of  the  rod  is  below  the  line  of  sight  of  the  level.  Then 
take  a  rod-reading  on  the  second  point  and  the  difference 
between  the  two  rod-readings  is  the  difference  in  elevation  of 
the  two  points. 

112.  TO  LEVEL  THE  INSTRUMENT.  —  Set  up  the  instru- 
•ment  in  such  a  position  that  the  rod  can  be  seen  when  held  on 
either  point  and  at  such  height  that  the  horizontal  cross- 
hair will  strike  somewhere  on  the  rod.  In  setting  up  the  level, 
time  will  be  saved  if  the  habit  is  formed  of  doing  nearly  all  of 
the  leveling  by  means  of  the  tripod  legs,  using  the  leveling 
screws  only  for  slight  motions  of  the  bubble  in  bringing  it  to  the 
middle  of  the  tube.  Turn  the  telescope  so  that  it  is  directly 
over  two  opposite  leveling  screws.  Bring  the  bubble  to  the 
center  of  the  tube  approximately;  then  turn  the  telescope  until 
it  is  over  the  other  pair  of  leveling  screws  and  bring  the  bubble 
exactly  to  the  center.  Move  the  telescope  back  ^o  the  first 
position  and  level  carefully,  and  again  to  the  second  position  if 
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necessary.  If  the  instrument  is  in  adjustment  and  is  properly 
leveled  in  both  directions,  then  the  bubble  will  remain  in  the 
center  during  an  entire  revolution  of  the  telescope  about  the 
vertical  axis.  The  instrument  should  not  be  clamped  ordinarily, 
but  this  may  be  necessary  -under  some  circumstances,  for  ex- 
ample, in  a  strong  wind. 

113.  TO  TAKE  A  ROD-READING.  — The  rodman  holds  the 
rod  on  the  first  point,  taking  pains  to  keep  it  as  nearly  plumb  as 
possible.  The  levelman  focuses  the  telescope  on  the  rod,  and 
brings  the  bubble  to  the  center  while  the  telescope  is  point- 
ing at  the  rod,  because  leveling  over  both  sets  of  screws  will  not 
make  the  bubble  remain  in  the  center  in  all  positions  unless  the 
adjustment  is  perfect.  If  a  target  rod  is  used,  the  target  should 
be  set  so  that  the  horizontal  cross-hair  bisects  it  while  the  bubble 
is  in  the  center  of  the  tube.  It  is  not  sufficient  to  trust  the 
bubble  to  remain  in  the  center ;  it  should  be  examined  just 
before  setting  the  target  and  immediately  afterward,  at  every  read- 
ing. The  levelman  signals  the  rodman  to  move  the  target  up  or 
down.  When  the  center  of  the  target  coincides  with  the  hori- 
zontal cross-hair  the  levelman  signals  the  rodman,  "  All  right  *' 
(Art.  115),  and  the  rodman  clamps  the  target  and  reads  the 
rod.  This  reading  is  then  recorded  in  the  note-book.  In  ac- 
curate work  the  levelman  should  check  the  position  of  the  target 
after  it  has  been  clamped  to  make  sure  that  it  has  not  slipped 
in  clamping.  For  readings  to  hundredths  of  a  foot  it  is  not  neces- 
sary to  clamp  the  target ;  the  rodman  can  hold  the  two  parts  of 
the  rod  firmly  together  while  he  reads  it. 

While  the  levelman  is  sighting  the  target,  the  rodman  should 
stand  beside  the  rod  so  that  he  can  hold  it  as  nearly  vertical  as 
possible  in  the  direction  of  the  line  of  sight.  The  levelman  can 
tell  by  means  of  the  vertical  cross-hair  whether  it  is  plumb  in 
the  direction  at  right  angles  to  the  line  of  sight.  It  is  extremely 
important  that  the  rod  be  held  plumb.  Vertical  lines  on  build- 
ings are  a  great  aid  to  the  rodman  in  judging  when  his  rod  is 
plumb.  If  the  wind  is  not  blowing  the  rodman  can  tell  when 
the  rod  is  plumb  by  balancing  it  on  the  point. 

114.  Waving  the  Rod.  —  In  careful  work  when  the  "long 
rod  "  IS  used  it  may  be  plumbed  in  the  direction  of  the  line  of 
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sight  by  "  waving  the  rod''  To  do  this  the  rodman  stands 
directly  behind  th^  rod  and  inclines  it  toward  the  instrument  so 
that  the  target  will  drop  below  the  line  of  sight.  He  then  slowly 
draws  it  back,  causing  the  target  to  rise.  It  will  be  highest 
when  the  rod  is  plumb.  If  at  any  point  the  target  appears 
above  the  cross-hair  it  should  be  lowered.  If,  while  the  rod  is 
being  waved,  the  target  does  not  reach  the  cross-hair  the  target 
must  be  raised  and  the  process  repeated  until  as  the  rod  is 
waved  there  appears  to  be  just  one  place  where  the  target  coin- 
cides with  the  horizontal  line  of  sight.  Whenever  close  results 
are  desired  it  will  be  well  to  take  several  readings  on  each  point 
and  use  the  mean. 

115.  Signals.  —  While  the  rodman  is  seldom  very  far  away 
from  the  levelman  in  this  work  still  it  is  often  convenient  to  use 
hand  signals.     The  following  are  commonly  used  in  leveling. 

"  Up''  or  ** Dowfi."  —  The  levelman  motions  to  the  rodman 
by  raising  his  arm  above  his  shoulder  for  an  upward  motion  and 
dropping  his  arm  below  his  waist  for  a  downward  motiqn.  A 
slow  motion  indicates  that  the  target  should  be  moved  a  consid- 
erable amount  and  a  quick  motion  indicates  a  short  distance. 

**All  Right"  —  The  levelman  extends  both  hands  hori- 
zontally and  waves  them  up  and  down. 

^^ Plumb  the  Rod''  —  The  hand  u  extended  vertically  above 
the  head  and  moved  slowly  in  the  direction  it  is  desired  to  have 
the  rod  plumbed. 

**  Take  a  Turning  Point." — The  arm  is  swung  slowly  in  a 
circle  above  the  head. 

^^  Pick  up  the  Level,"  —  When  a  new  set-up  of  the  level  is 
desired  the  chief  of  party  signals  the  levelman  by  extending 
both  arms  downward  and  outward  and  then  raising  them  quickly. 

Some  surveyors  use  a  system  of  signals  for  communicating 
the  rod-readings,  but  mistakes  are  liable  to  be  made  unless  great 
care  is  used. 

116.  DIFFERENTIAL  LEVELIWG.  —  Differential  leveling  is  the 
name  given  to  the  process  of  finding  the  difference  in  eleva. 
tion  of  any  two  points.  In  Art.  1 1 1  the  simplest  case  of  differ- 
ential leveling  is  described.  When  the  points  are  far  apart  the 
instrument  is  set  up  and  a  rod-reading  is  taken  on  the  first  point. 
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This  is  called  a  backsight  or  plus  sight  and  is  usually  written  B,  S, 
or  +  5.  Next  the  rod  is  taken  to  some  well-ctefined  point  which 
will  not  change  in  elevation  (such  as  the  top  of  a  firm  rock) 
and  held  upon  it  and  a  reading  taken.  This  is  called  ?i  foresight 
or  minus  sight  and  is  written  F,  S,  or  —  S,  The  difference  be- 
tween the  two  readings  gives  the  difference  in  elevation  between 
this  new  point  and  the  first  point.  This  second  point  is  called  a 
turning  point  and  is  written  T.  P,  The  level  is  next  set  up  in 
a  new  position  and  a  backsight  taken  on  the  turning  point.     A 


Diagram  Illustrating  Differential  Leveling. 


new  turning  point  is  then  selected  and  a  foresight  taken  upon  it. 
This  process  is  continued  until  the  foresight  is  taken  on  the  final 
point.  The  elevation  of  the  last  point  above  the  first  is  equal  to 
the  sum  of  all  the  backsights  minus  the  sum  of  all  the  foresights. 
If  the  result  is  negative,  i.e.,  if  the  sum  of  the  foresights  is  the 
greater,  then  the  last  point  is  below  the  first.  The  form  of  notes 
for  this  work  is  shown  beloM',  and  the  fieldwork  is  illustrated  by 
Fig.  43- 
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Point 

+  s. 

-  s. 

Remarks 

A. 
T.  P. 
T.  P. 
T.  P. 

B. 

8.160 
7.901 
9.446 
8.005 

2.404 

3.070 
6.906 

2.107 

Highest  point  on  stone  bound,  S.  W.  cor.  X  and  Y  Sts. 
N.  E.  cor.  stone  step  No.  64  M  St. 

33.512 
14.487 

X4.487 

Diff.         19*025     B  above  A. 

117.  The  Proper  Length  of  Sight. —  The  proper  length  of 
sight  will  depend  upon  the  distance  at  which  the  rod  appears 
distinct  and  steady  to  the  levelman,  upon  the  variations  in  read- 
ings taken  on  the  same  point,  and  upon  the  degree  of  precision 
required.  Under  ordinary  conditions  the  length  of  sight  should 
not  exceed  about  300  ft.  where  elevations  to  the  nearest  o.oi  ft.  are 
desired.  "  Boiling  "  of  the  air  due  to  irregular  refraction  is  fre- 
quently so  troublesome  that  long  sights  cannot  be  taken  accurately. 

If  the  level  is  out  of  adjustment  the  resulting  error  in  the  rod- 
reading  is  proportional  to  the  distance  from  the  instrument  to  the 
rod.  If  the  level  is  at  equal  distances  from  the  rod  the  errors  are 
equal  and  since  it  is  the  difference  of  the  rod-readings  that  gives 
the  difference  in  elevation,  the  error  is  eliminated  from  the  final 
result  if  the  rodman  makes  the  distance  to  the  point  where  the 
foresight,  is  taken  equal  to  the  distance  to  the  backsight  by  count- 
ing his  paces  as  he  goes  from  one  point  to  the  other. 

118.  Effect  of  the  Earth's  Curvature  and  of  Refraction  on 
Leveling. —  Since  the  surface  of  the  earth  is  very  nearly  spherical, 


Fig.  44.    Diagram    Illustrating  Effect   of  Earth's 
AND  OF  Refraction. 


Curvature 


any  line  on  it  made  by  the  intersection  of  a  vertical  plane  with  the 
earth's  surface  is  practically  circular.  In  Fig.  44  the  distance 
AA'  varies  nearly  as  A^^  (see  foot-note,  p.  339).    The  effect  of 
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the  refraction  of  the  atmosphere  is  to  make  this  offset  from  the 
tangent  appear  to  be  A'B  which  is  about  one-seventh  part  smaller 
than  A* A,  This  offset,  corrected  for  refraction,  is  about  0.57 
ft.  in  one  mile  ;  for  3<X)  ft.  it  is  0.002  ft. ;  for  500  ft.,  0.005  ft.  ; 
for  1000  ft.,  0.020  ft.  If  the  rod  is  equally  distant  from  the 
instrument  on  the  foresight  and  backsight  the  effect  of  curva- 
ture and  refraction  is  eliminated  from  the  result. 

119.  PRECAUTIONS  IN  LEVEL  WORK.  —  Nearly  all  of  the 
precautions  mentioned  in  Art.  68,  p.  55,  for  the  transit  instru- 
ment, are  also  applicable  to  the  level.  Care  should  be  taken 
not  to  strike  the  rod  on  the  ground  after  it  has  been  clamped 
and  before  it  has  been  read. 


ADJUSTBfENTS  OF  THE  LEVEL. 
I.    ADJUSTMENTS  OF  THE  WYE  LEVEL. 

120.  ADJUSTMENT  OF  THE  CROSS-HAIRS.  —  (a)  To  make  the 
Horizontal  Cross-Hair  truly  Horizontal  when  the  Instrument  is 
Leveled.  This  may  be  done  by  rotating  the  cross-hair  ring  as  in 
the  case  of  the  transit  (Art.  71,  p.  57),  if  the  instrument  is  so 
constructed  that  the  telescope  cannot  be  rotated  in  the  wyes. 
In  many  instruments  the  telescope  can  be  rotated  in  the  wyes. 
In  some  levels  the  telescope  is  always  free  to  rotate  in  the 
wyes,  while  others  are  provided  with  a  stop  regulated  by  an  ad- 
justing screw,  which  prevents  the  telescope  from  rotating  beyond 
a  certain  point. 

The  instrument  is  leveled  and  some  point  found  which  is 
covered  by  the  horizontal  cross-hair.  The  telescope  is  turned 
slowly  about  the  vertical  axis  so  that  the  point  appears  to  traverse 
the  field  of  view.  If  the  point  remains  on  the  cross-hair  the  ad- 
justment is  perfect.  If  it  does  not,  then  an  adjustment  must  be 
made,  the  manner  of  doing  this  depending  upon  the  construction 
of  the  instrument.  If  the  telescope  cannot  be  rotated  in  the 
wyes  the  adjustment  is  made  by  rotating  the  cross-hair  ring, 
similar  to  the  adjustment  described  in  Art.  71,  p,  57.  If  the  tele- 
scope has  a  stop-screw  this  must  be  moved  until  the  instrument 
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satisfies  this  test.  If  the  telescope  can  rotate  freely  in  the  wyes 
it  can  be  turned  by  hand  until  it  satisfies  the  test.  Since  there 
is  nothing  to  hold  the  telescope  in  this  position  the  adjustment 
in  the  last  case  is  likely  to  be  disturbed  at  any  time. 

121.  (b)  When  the  above  adjustment  is  completed  the  Line 
of  Sight  should  be  made  to  Coincide  with  the  Axis  of  PivotS|  or 
Parallel  to  it.  (See  Fig.  45.)  Pull  out  the  pins  which  hold  the 
clips  on  the  telescope  and  turn  the  clips  back  so  that  the  telescope 
is  free  to  turn  in  the  wyes.  Sight  the  intersection  of  the  cross- 
hairs at  some  well-defined  point,  using  the  leveling  screws  for  the 
vertical  motion  and  the  clamp  and  tangent  screw  for  the  hori- 
zontal motion.      Then   rotate  the 

telescope  180°  in  the  wyes,  so  that 
the  level  tube  is  above  the  tele- 
scope. The  intersection  of  the 
cross-hairs  should  still  be  on  the 
point.  If  not,  move  the  horizontal 
cross-hair  half-way  back  to  its  first 
position  by  means  of  the  upper  and 
lower  adjusting  screws  of  the  cross- 
hair ring.  Then  move  the  vertical 
cross-hair  half-way  back  to  its  first 
position  by  the  other  pair  of  screws. 
Repeat  the  test  until  the  adjust- 
ment is  perfect. 

122.  ADJUSTMENT  OF  THE  LEVEL  TUBE. — To  make  the 
Line  of  Sight  and  the  Level  Tube  Parallel  to  Each  Other.  Two 
methods  are  used,  —  the  direct^  or  '* peg,''  method  and  the  in- 
direct method.  While  the  former  is  the  only  one  applicable  to 
the  dumpy  level  either  one  can  be  used  for  the  wye  level, 
although  the  indirect  method  is  the  simpler. 

123.  ADJUSTMENT  OF  THE  LEVEL  TUBE  BY  INDIRECT 
METHOD.  — (a)  To  put  the  Ads  of  the  Bubble  Tube  in  the  Same 
Plane  with  the  Line  of  Sight.  Bring  the  bubble  to  the  center  of 
the  tube  and  rotate  the  telescope  in  the  wyes  for  a  few  de- 
grees (very  little  is  necessary) ;  if  the  bubble  moves  toward  one 
end  of  the  tube  that  end  must  be  the  higher,  which  indicates 
:he  direction  in  which  the  adjustment  should  be  made.     Move 


Fig.  46.  Adjustment  of 
THE  Cross-Hairs  (Sec- 
ond Part). 
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the  screws  controlling  the  lateral  movement  of  the  tube  until  the 
bubble  returns  to  the  center.  Test  the  adjustment  by  rotating 
the  telescope  each  way. 

124.  (b)  To  make  the  Axis  of  the  Bubble  Tube  and  the  Line  uf 
Sight  Parallel  to  Each  Other.  First  clamp  the  instrument  (over  a 
pair  of  leveling  screws),  then  bring  the  bubble  to  the  center  of 
the  tube,  lift  the  telescope  out  of  the  wyes,  turn  it  end  for  end 
and  set  it  down  in  the  wyes,  the  eye  end  now  being  where  the 
objective  was  originally.  (See  Fig.  46.)  This  operation  must 
be  performed  with  the  greatest  care,  as  the  slightest  jar  of  the 
instrument  will  vitiate  the  result.  If  the  bubble  returns  to  the 
center  of  the  tube,  the  axis  of  the  tube  is  in  the  correct  position. 
If  it  does  not  return  to  the  center,  the  end  of  the  tube  provided 
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Fig.  46.    Adjustment  of  the  Bubble  Tube  bv  Indirect  Method. 

with  the  vertical  adjustment  should  be  moved  until  the  bubble 
moves  half-way  back  to  the  center.  This  test  must  be  repeated 
to  make  sure  that  the  movement  is  due  to  defective  adjustment 
and  not  to  the  jarring  of  the  instrument. 

125.   ADJUSTMEirr  OF  THE  WYES.  —  To  maks   the  Axis  of 
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Fig.  47.    Adjustment  of  the  Wves. 
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the  Level  Tube  Perpendicular  to  the  Vertical  Axis  of  the  Instrument. 
Bring  the  two  clips  down  over  the  telescope  and  fasten  them. 
Level  the  instrument,  bring  the  bubble  precisely  to  the  middle 
of  the  tube  over  one  set  of  leveling  screws,  and  then  turn  the 
telescope  180*^  about  the  vertical  axis.  If  the  bubble  moves 
from  the  center  bring  it  half-way  back  by  means  of  the  adjusting 
screws  at  the  foot  of  one  of  the  wye  supports.  (See  Fig.  47.) 
Since  the  bubble  is  brought  to  the  center  of  the  tube  each 
time  a  rod-reading  is  taken  this  last  adjustment  in  no  way  affects 
the  accuracy  of  the  leveling  work  but  is  a  convenience  and  a 
saving  of  time. 


II.    ADJUSTMENTS  OF  THE  DUMPY  LEVEL. 

126.  ADJUSTMENT  OF  THE  CROSS-HAIR.  —  If  the  horizon- 
tal cross-hair  is  not  truly  horizontal  when  the  mstrument  is  level 
it  should  be  made  so  by  rotating  the  crosshair  ring  as  described 
in  the  adjustment  of  the  transit.  Art.  71,  p.  57. 

127.  ADJUSTMENT  OF  THE  BUBBLE  TUBE.  —  To  make  the 
Axis  of  the  Bubble  Tube  Perpendicular  to  the  Vertical  Axis.  Owing 
to  the  construction  of  the  dumpy  level  it  is  necessary  to  make 
this  adjustment  before  making  the  line  of  sight  parallel  to  the 
bubble  tube.  It  is  done  by  centering  the  bubble  over  one  pair 
of  leveling  screws,  and  turning  the  instrument  180*^  about  the 
vertical  axis.  If  the  bubble  does  not  remain  in  the  center  of  the 
tube,  move  it  half-way  back  to  the  center  by  means  of  the  adjust- 
ing screws  on  the  level  tube. 

128.  THE  DIRECT,  OR  "  PEG,"  AD JUSTMENT.  —  To  make  the 
Line  of  Sight  Parallel  to  the  Axis  of  the  Bubble.  (See  Fig.  48.) 
Select  two  points  A  and  By  say,  200  ft.  or  more  apart.  Set  up 
the  level  close  to  A  so  that  when  a  rod  is  held  upon  it  the  eye- 
piece will  be  only  about  a  quarter  of  an  inch  from  the  rod. 
Look  through  the  telescope  wrong  end  to  at  the  rod  and  find  the 
reading  opposite  the  center  of  the  field.  After  a  little  experience 
it  will  be  found  that  this  can  be  done  very  accurately.  From 
the  fact  that  only  a  small  portion  of  the  rod  is  visible  it  will  be 
found  convenient  to  set  a  pencil-point  on  the  rod  at  the  center  of 
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the  small  field  of  view.  Turn  the  telescope  toward  B  and  take 
a  rod-reading  on  it  in  the  usual  way,  being  certain  that  the  bub- 
ble is  in  the  middle  of  the  tube.  The  difference  between  these 
two  rod-readings  is  the  difference  of  elevation  of  the  two  points 
plus  or  minus  the  error  of  adjustment.  The  level  is  next  taken  to 
B  and  the  above  operation  is  repeated.  The  result  is  the  differ- 
ence in  elevation  minus  or  plus  the  same  error  of  adjustment. 
The  mean  of  the  two  results  is  the  true  difference  in  elevation  of 
points  A  and  B'  Knowing  the  difference  in  elevation  between 
the  two  points  and  the  height  of  the  instrument  above  B  the  rod- 
reading  at  A  which  will  bring  the  target  on  the  same  level  as 
the  instrument  may  be  computed.  The  bubble  is  brought  to  the 
center  of  the  tube  and  the  horizontal  cross-hair  raised  or  lowered 
by  means  of  the  adjusting  screws  on  the  cross-hair  ring  until  the 
line  of  sight  strikes  the  target.  In  this  method  the  small  error 
due  to  curvature  of  the  earth  (nearly  o.ooi  ft.  for  a  200-ft.  sight) 
has  been  neglected. 

Example.  (See  Fig.  48.) 

Instrument  at  A. 

Rod-reading  on       A  » 4.062 

Rod-reading  on       6=5.129 

Diff .  in  elev.  of  A  and  B  =  i  .067 
Instrument  at  B. 

Rod-reading  on      B  =  5.076 

Rod-reading  on      A  =  4.127 

Diff.  in  elev.  of  B  and  A  —  0.949 

Mean  of  two  diff.  in  elev.  =  — — ^—^ — '^^  =  1.008  true  diff.  in  elev. 

2 

Instrument  is  now  5.076  above  B. 

Rod-reading  at  A  should  be  5.076  —  1.008  =»  4.068  to  give  a  level  sight. 

The  peg  method  may  be  used  for  adjusting  the  wye  level  or 
the  transit,  the  difference  being  that  in  the  dumpy  level  the  axis 
of  the  bubble  tube  is  first  made  horizontal  and  then  the  line  of 
sight  is  brought  parallel  to  it,  while  in  the  wye  level  and  in  the 
transit  the  line  of  sight  is  first  made  horizontal  and  then  the  axis 
of  the  bubble  tube  is  made  parallel  to  it.  Consequently,  in  the 
former  case  the  cross-hair  ring  is  moved  in  adjusting  whereas  in 
the  latter  case  the  adjustment  is  made  in  the  bubble  tube.     This 
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adjustment  in  its  simplest  form  is  described  in  the  following 
article. 


Fig.  48.    Peg  Adjustment. 


129.  ADJUSTBfENT  OF  THE  LOCKE  HAND  LEVEL.  —  In  ad- 
justing the  hand  level  the  principle  of  the  peg  adjustment  is 
used.  The  level  is  placed  at  a  mark  A  (Fig.  49)  and  another 
mark  B  in  line  with  the  cross-hair  is  made,  say,  100  ft.  away, 


Fig.  49.    Peg  Adjustment  for  Hand  Level. 

when  the  bubble  is  in  the  middle.  The  level  is  then  taken  to 
Bf  held  so  that  its  center  is  at  the  height  of  this  mark,  and 
sighted  toward  the  first  point.     A  third  point  C  is  marked  in 
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line  with  the  cross-hair  when  the  bubble  is  in  the  middle.  The 
point  midway  between  A  and  C  is  at  the  same  level  as  B.  The 
adjustment  is  made  by  screws  which  move  the  horizontal  wire. 

130.    COMMON    SOURCES    OF    ERROR    IN    LEVELING. — 

1.  Improper  focusing  (parallax). 

2.  Bubble  not  in  middle  of  tube  at  instant  of  sighting. 

3.  Rod  not  held  plumb. 

4.  Foresights   and   corresponding    backsights   on    turning 

points  not  equally  distant  from  the  instrument. 

5.  Poor  turning  points  selected.     (See  Art.  224,  p.  202.) 

131.    COMMON   MISTAKES. — 

1.  Foresight  and  Backsight  not  taken  on  exactly  the  same 

point. 

2.  Neglecting  to  set  target  accurately  when  "  long  rod  **  is 

used. 

3.  In  the  use  of  the  self-reading  rod  neglecting  to  clamp  the 

rod  at  the  proper  place  when  "long  rod  '*  is  used. 

4.  Reading  the  wrong  foot-mark  or  tenth -mark. 

5.  In  keeping  notes, — getting  F.  S.  in  B.  S.  column   or 

vice  versa, 

6.  In  working  up  notes,  adding  F.  S.  or  subtracting  B.  S. 

PROBLEMS. 

1.  A  wye  level  was  tested  for  the  sensitiveness  of  the  bubble,  as  follows : 
the  rod  was  held  on  a  point  200  ft.  away ;  the  bubble  was  moved  over  13.6  divi- 
sions of  the  scale ;  the  rod-readings  at  the  two  extreme  positions  of  the  bubble 
were  4.360  and  4.578.  Compute  the  average  angular  value  of  one  division  of  the 
level. 

2.  A  dumpy  level  was  tested  by  the  peg  method  with  the  following  results. 

Instrument  at  yf  :  —  Instrument  at  ^  :  — 

-h  S.  on  A,  4.139  +  S.  on  B,  3.900 

—  S.  on  B,  4  589  —  S.  on  A,  3.250 

Find  the  rod-reading  on  A  to  give  a  level  line  of  sight,  the  instrument  remaining 
3.900  above -^.  Was  the  line  of  sight  inclined  upward  or  downward.^  How 
much  .> 
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3.  The  target  on  a  Boston  rod  has  been  disturbed  and  it  is  desired  to  find  out 
if  the  target  is  in  the  correct  position  with  reference  to  the  scale.  Describe  a 
method  by  which  the  amount  of  this  error  can  be  determined. 

4.  A  New  York  rod. is  found  to  be  0.002  ft.  short,  due  to  wear  on  the  brass 
foot-plate.  Explain  what  effect  this  will  have  in  finding  the  difference  in  eleva- 
tion between  two  points. 

5.  (a).  A  level  is  set  up  and  a  +  S.  of  5.098  is  taken  on  a  point  400  ft.  awayl 
then  a  ~  S.  of  3.260  is  taken  on  a  point  900  ft.  away.  What  is  the  curvature  and 
refraction  correction  ?     What  is  the  difference  in  elevation  of  the  two  points? 

(b).  In  another  case  a  +  S.  of  8.266  was  taken  on  a  point  100  ft.  away 
and  a  —  S.  of  6.405  taken  on  a  point  600  ft.  away.  What  is  the  curvature  and 
refraction  correction  ?     What  is  the  difference  in  elevation  of  the  two  points  ? 
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CHAPTER  V. 

LAND  8URVE7INO. 

132.  SURVEYING  FOR  AREA. — In  surveying  a  field  for  the 
purpose  of  finding  its  area  the  instruments  and  methods 
used  will  be  determined  largely  by  the  degree  of  accuracy 
required.  If  it  is  permissible  to  have  an  error  in  the  area  of, 
say,  0.5  per  cent  then  the  compass  and  chain  may  be  used.  If 
accuracy  much  greater  than  this  is  required  it  will  be  necessary 
to  use  the  transit  and  the  steel  tape.  At  the  present  time, 
however,  in  nearly  all  work  except  surveys  of  farms  and  wood- 
lands, the  transit  is  used  even  under  conditions  where  the 
compass  would  give  the  required  accuracy. 

In  surveying  a  field  all  the  angles  and  lengths  of  the  sides 
are  determined  consecutively,  the  survey  ending  at  the  point 
from  which  it  was  started.  Then  by  trigonometry  the  position  of 
the  final  point  or  of  any  other  point  with  relation  to  the  starting 
point  can  be  readily  calculated.  If  the  survey  were  absolutely 
accurate  the  last  point  as  calculated  would  coincide  with  the 
first,  but  this  condition  is  never  attained  in  practice.  The 
calculated  distance  between  the  two,  divided  by  the  perimeter 
of  the  field,  is  usually  called  the  error  of  closure ;  *  it  is  often 
expressed  in  the  form  of  a  fraction  in  which  the  numerator  is 
unity.     In  surveying  with  a  compass   and   chain   the  error  of 

closure  expected  is  about  i  part  in  5CX),  expressed  as 

133.  SURVEYING  FOR  AREA  WITH  COMPASS  AND  CHAIN.  — 

If  the  area  alone  is  desired  the  surveyor's  4-rod  chain  will  be 

^  The  term  error  of  closure  more  properly  applies  to  the  actual  distance  by 
which  the  survey  fails  to  close,  but  as  this  is  generally  expressed  in  the  form  of  a 
fraction  the  term  has  commonly  been  applied  to  the  latter. 
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convenient  on  account  of  the  simple  relation  existing  between 
the  square  chain  and  the  acre  (Art.  4,  p.  3).  In  making  a  survey 
enclosing  an  area  it  is  customary  to  begin  at  some  convenient 
corner  and  to  take  the  bearings  and  the  distances  in  order 
around  the  field.  As  the  measurements  are  made  they  are 
recorded  in  a  field  note-book.  It  is  not  necessary  to  take  the 
sides  in  order,  but  since  they  must  be  arranged  in  order  for  the 
purpose  of  computing  the  area  it  will  be  convenient  to  have  them 
so  arranged  in  the  original  notes.  If  the  length  and  bearing 
of  any  side  are  omitted  the  area  is  nevertheless  completely 
determined  (Art.  397,  p.  366),  but  as  these  two  measurements 
furnish  a  valuable  check  on  the  accuracy  of  all  the  measurements 
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they  never  should  be  omitted  if  they  can  be  taken.  It  is  of  the 
utmost  importance  in  every  survey  that  check  measurements 
should  be  taken.  Even  a  few  rough  checks  taken  in  the  field 
which  will  require  only  a  little  extra  time  often  prove  to  be  of 
great  value  in  detecting  mistakes.  Both  a  forward  bearing  and 
a  back  (or  reversed)  bearing  should  be  taken  at  each  comer ; 
from  these  the  angle  at  a  corner  can  be  obtained  free  from  error 
due  to  any  local  attraction  of  the  needle.  The  above  process 
gives  a  series  of  connected  straight  lines  and  their  bearings 
(or  the  angles  between  them),  which  is  called  a  traverse. 

It  is  often  impossible  to  set  the  compass  up  at  the  comers 
of  the  property,  and  in  such  cases  assumed  lines  running 
parallel  or  approximately  parallel  to  the  property  lines  can  be 
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surveyed  as  described  in  Art.  134,  and  the  area  determined. 
In  some  cases  the  compass  can  be  set  on  the  property  line  at 
an  intermediate  point  and  the  bearing  obtained,  but  the  sur- 
veyor must  be  sure  that  there  is  no  local  attraction  of  the  needle 
at  this  point.  All  points  where  the  compass  is  set  should 
be  marked  and  described  so  that  they  can  be  found  again.  If 
any  instrument  point  is  not  otherwise  defined  it  may  be  tem- 
porarily marked  by  a  small  stake  and  several  reference 
measurements  made  from  this  stake  to  prominent  objects 
nearby,  so  that  its  position  can  be  relocated  if  the  stake  is  lost. 
These  measurements  are  called  ties. 

Notes  of   the  traverse  are   usually    recorded  as  shown  in 
Fig.  50. 


SURVEY  OF  FIELD  WITH  TRANSIT  AND  TAPE. 

134.  SURVEY  OF  A  FIELD  BY  A  TRAVERSE.  —  Surveying 
a  field  for  area  can  usually  be  done  in  one  of  the  three  following 
ways. 

(i).  By  setting  up  the  transit  at  'Jie  corners  of  the  property 
and  measuring  the  angles  directly  ;  ihe  distances  being  measured 
directly  along  the  property  lines. 

(2).  When  the  property  lines  are  so  occupied  by  buildings 
or  fences  that  the  transit  cannot  be  set  up  at  the  corners,  but 
the  distances  can  still  be  measured  along  the  property  lines,  then 
the  angles  at  the  comers  are  obtained  by  measuring  the  angles 
between  lines  which  are  parallel  to  the  property  lines. 

(3).  If  the  boundaries  of  the  property  are  such  that  it  is  not 
practicable  to  set  the  transit  up  at  the  corners  nor  to  measure 
the  distance  directly  on  the  property  lines,  a  traverse  is  run 
approximately  parallel  to  the  property  lines  and  these  lines  con- 
nected with  the  traverse  by  means  of  angles  and  distances. 

135.  In  case  (2)  the  parallel  lines  are  established  in 
the  following  manner.      Set  the  transit    up  at  some  point  E 
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(Fig.  5 1)  within  2  or  3  ft.  of  the  corner  A,  Establish  the  line  EF 
parallel  to  ^Z^  by  making  DF  =  AH  hy  trial.  Point  H  cannot 
be  seen  through  the  telescope,  but  it  is  so  near  the  instrument 
that  by  means  of  the  plumb-line  on  the  transit  it  can  be  accu- 
rately sighted  in  by  eye.  Similarly  EG  is  established  parallel  to 
AB,     Then  the  angle  FEG  is  measured  ;  and  this  is  the  property 


Fig.  51.    Transit  Lines  Parallel  to  the  Sides  of  Field. 

angle  at  A.  It  is  evident  that  the  values  of  A// and  DF  and  of 
A /and  BG  are  of  no  permanent  use  and  are  therefore  not  recorded 
in  the  notes.  When  practicable  it  is  advisable  to  choose  the 
transit  point,  K  for  example,  on  one  of  the  property  lines  or  its 
prolongation.  Fig.  52  is  a  set  of  notes  illustrating  either 
case  (i)  or  (2). 

136.  In  case  (3)  the  transit  can  be  set  up  at  an  arbitrary 
point  marked  by  a  stake  and  chosen  far  enough  from  one 
of  the  corners  so  that  the  telescope  can  be  focused  on  it.  In 
this  way  all  the  corners  of  the  traverse  are  chosen  so  that  the 
traverse  will  be  approximately  parallel  to  the  sides  of  the  field. 
The  angles  and  distances  of  this  traverse  are  then  measured. 
To  connect  the  property  lines  with  this  traverse,  angles  and  dis- 
tances are  measured  to  the  respective  corners  of  the  property 
before  the  instrument  is  moved  to  the  next  point.  Fig.  53  is  a 
set  of  notes  illustrating  this  case.  Time  can  be  saved  in  the 
computations  and  a  good  check  on  the  work  may  be  obtained  if 
the  property  lines  are  also  measured  when  possible.  These  are 
not  only  useful  as  checks  on  the  accuracy  of  the  survey,  but  the 
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length  of  the  sides  will  be  needed  in  giving  a  description  of  the 
property. 

These  three  methods  which  have  been  described  may  be 
combined  in  any  survey  according  to  circumstances. 

137.  Irregular  Curved  Boundaries.  —  When  a  tract  of  land  is 
bounded  by  an  irregular  curved  line  such  as  a  brook  it  is  custom- 
ary to  run  the  traverse  line  near  it,  sometimes  crossing  it  several 
times,  and  to  take  perpendicular  offsets  to  the  brook.  If  it  is  a 
winding  brook  with  no  distinct  turns  in  it,  offsets  at  regular  in- 
tervals are  measured  from  the  transit  line  as  in  the  portion  near 
point  A  of  Fig.  53.  Near  point  B  in  this  figure  the  brook  has 
practically  a  direct  course  between  its  turns,  in  which  case  the 
proper  measurements  to  make  are  the  offsets  to  those  points 
where  the  course  of  the  brook  changes  and  the  distances 
along  the  transit  line  between  these  offset  lines.  Since  they 
are  usually  short  the  right-angle  offset  lines  are  laid  oflf  by 
eye. 

138.  SURVEY  OF  A  FIELD  BY  A  SINGLE  SET-UP  OF 
THE  Transit.  —  When  it  is  necessary  to  economize  time  in  the 
field  at  the  expense  of  accuracy  and  of  the  time  required  to  calculate 
the  survey  the  following  method  may  be  used.  If  possible  set  up 
at  a  point  within  the  field,  preferably  near  the  middle,  from  which 
all  the  corners  can  be  seen,  and  measure  the  angles  and  distances  to 
each  corner.  In  this  way  the  field  is  divided  into  several  oblique 
triangles  in  each  of  which  two  sides  and  the  included  angle  have 
been  measured  and  frcnn  these  the  area  and  third  side  (property 
line)  can  be  computed.  As  a  check  on  the  measured  angles 
their  sum  should  be  360° ;  there  is  no  check  on  the  property 
lines  unless  they  are  measured  directly. 

This  method  of  surveying  a  field  may  be  employed  as  a  check 
on  one  of  the  other  methods  whicH  have  already  been  described, 
but  is  not  recommended  as  a  method  to  be  used  by  itself  except 
in  emergencies.  The  weak  point  in  it  is  the  low  degree  of  pre- 
cision with  which  the  anglef^  are  usually  measured.  Here  the 
effect  of  an  error  of,  say,  30  seconds  in  an  angle  may  often  be 
much  larger  than  the  errors  in  the  measured  distances  (Art.  352, 
p.  325).  The  additional  measurement  of  the  property  line  gives 
the  length  of  all  three  sides  of  the  various  triangles  into  which 
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the  field  is  divided.  If  the  area  is  calculated  from  the  three 
sides  of  the  triangles,  using  the  measured  angles  as  checks  only, 
an  accurate  result  may  be  obtained,  but  at  the  expense  of  con- 
siderable office  work. 

139.  SURVEY  OF  A  FIELD  WITH  A  TAPE  ONLY.  —  Some- 
times it  may  be  necessary  to  survey  a  field  when  a  transit  is  not 
at  hand.  This  can  be  done  by  dividing  the  field  into  several  tri- 
angles and  measuring  all  their  sides.  To  insure  accuracy  of  re- 
sults the  triangles  should  be  so  chosen  that  there  are  no  angles 
in  them  less  than  30°  or  greater  than  1 50°.  This  method  will 
require  a  large  amount  of  computation  if  the  angles  as  well  as 
the  area  of  the  field  are  desired.  Lining  in  by  eye  will  give  ac 
curate  results  in  distances  along  the  lin**.  but  only  approximate 
side  measurements  can  be  obtained  from  such  a  line. 

140.  SELECTING  THE  CORNERS.  —  If  a  corner  is  marked  by  a 
stone  bound  the  exact  point  may  be  easily  found  ;  but  where  it  is 
simply  defined  as  the  intersection  of  stone  walls  or  fences  the 
surveyor  will  have  to  examine  all  evidence  as  to  its  position  and 
use  his  judgment  in  deciding  where  the  true  corner  is  located 
(Art.  151,  p.  116).  When  the  property  is  bounded  by  a  public 
way  or  a  town  boundary  such  data  relating  to  the  location  of  these 
lines  must  be  obtained  from  the  proper  local  authorities.  After 
determining  the  position  of  the  corner  points,  the  surveyor  should 
use  precisely  the  same  points  in  all  distance  or  angle  measure- 
ments. If  stakes  are  used  the  exact  point  is  marked  by  a  small 
tack  driven  into  the  top  of  the  stake. 

In  deciding  upon  the  location  of  the  boundary  lines  from  an 
examination  of  artificial  features  it  should  be  borne  in  mind  that 
it  is  customary  to  build  fences  or  walls  along  highways  entirely 
on  private  property  so  that  the  face  of  the  wall  or  fence  is  on  the 
side  line  of  the  highway.  In  Cities  the  base-board  of  a  fence  is 
usually  built  so  that  its  face  is  on  the  street  line,  but  the  location 
of  the  fences  has  no  weight  when  the  street  line  is  defined  by 
stone  bounds  or  other  permanent  marks  (Art.  253,  p.  227).  For 
boundaries  between  private  lands  the  legal  line  is,  in  the  case  of 
a  stream,  the  thread  (not  necessarily  the  center)  of  the  stream  ; 
the  center  of  the  stone  wall  or  Virginia  rail  fence ;  the  line  be- 
tween the  bottom  stringer  and  the  boarding  or  pickets  of  an 
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ordinary  fence,  the  fence-posts  being  entirely  on  one  side  of  the 
boundary  line.  Not  infrequently  woodland  is  marked  off  by 
blazing  the  trees  on  one  or  both  sides  of  the  boundary  line,  the 
blazing  being  done  on  the  side  of  the  tree  nearest  the  boundary 
line.  If  a  tree  comes  directly  on  the  line  it  is  blazed  on  both 
sides  where  the  line  strikes  it.  A  small  pile  of  stones,  sometimes 
with  a  stake  in  the  center  of  the  pile,  is  often  used  to  mark  the 
corners  of  such  land. 

141.  METHOD  OF  PROCEDURE.  —  In  deciding  where  the 
traverse  shall  be  run  the  surveyor  should  keep  in  mind  both  con- 
venience in  fieldwork  and  economy  in  office  work.  Frequently  a 
method  of  procedure  which  shortens  the  time  spent  in  the  field 
will  greatly  increase  the  amount  of  labor  in  the  office.  Circum- 
stances will  determine  which  method  should  be  used.  If  there 
is  no  special  reason  why  the  time  in  the  field  should  be  shortened, 
the  best  arrangement  of  the  traverse  will  be  the  one  that  will 
make  the  computation  simple,  and  hence  mistakes  will  be  less 
liable  to  occur.  If  the  lines  of  the  traverse  coincide  with  the 
boundary,  as  in  cases  (i)  and  (2),  the  amount  of  office  work  will 
be  the  least.  If  in  case  (3)  the  traverse  lines  are  approximately 
parallel  and  near  to  the  boundaries  of  the  property  the  computa- 
tion of  the  small  areas  to  be  added  to  or  subtracted  from  the 
area  enclosed  by  the  traverse  is  simplified  to  some  extent. 

142.  Ties.  —  All  important  points  temporarily  marked  by 
stakes  should  be  "  tied  in,"  i.e.,  measurements  should  be  so  taken 
that    the  point  may  be  readily      ^^ 

found  or  replaced  in  the  future,      c^^^'ook  ^ 

There  should  be  at  least  three  \  ^c^.6"Birch 

horizontal  ties  which  intersect  at  ^  -g^ 

angles  not  less  than  30°.     They  \>^ 

should  be  taken  from  easily  rec-  '^  ^v 

ognized  definite  points,  such  as  ^ 

blazed  trees,  stone  bounds,  fence 

posts,    or   buildings.     All    such 

measurements   should   be  care- 

fully  recorded,  usually  by  means       p,^   ^     approximate  Ties 

of  a  sketch.     Fig.    54  shows  a 

stake  located  by  ties  measured  to  tenths  of  a  foot ;  these  are  taken 
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simply  to   aid    in    finding   the 
stake. 

It  is  often  desired  to  take  the 
ties  so  that  the  exact  point  can 
be  replaced.  In  such  cases  the 
surveyor  should  mark  carefully 
by  tack  or  crow-foot  the  exact 
Fig.  66.    Exact  Ties.  points    from     which     measure- 

ments  (taken  to  j^  ft.)    are 

made,  and  record  the  entire  information  in  the  notes  as  shown 

in  Fig.  55. 

143.  Measurement  of  the  Angles  of  the  Traverse.  ■—  The 
angles  of  the  traverse  may  be  measured  in  any  one  of  three  ways; 
by  measuring  the  interior  angle ^  by  measuring  the  deflection  angUy 
which  is  the  difference  between  the  interior  angle  and  180**,  or 
by  measuring  the  azimuth  angle. 

In  practice  the  deflection  angle  is  measured  directly  by  sight- 
ing back  on  the  previous  point  with  the  vernier  at  o**  and  the 
telescope  inverted,  then  revolving  the  telescope  about  its  hori- 
zontal axis  to  the  direct  position  and  turning  the  upper  limb  tc 
the  right  or  left  until  the  next  point  is  sighted.  The  deflection 
angle  as  recorded  in  the  notes  is  marked  R  or  L  io  indicate 
whether  the  telescope  was  turned  to  the  right  or  left.  It  is  evi- 
dent that  a  single  measurement  of  the  deflection  angle  is  affected 
by  any  error  in  the  adjustment  of  the  line  of,  sight  as  well  as  of 
the  standards.  If  the  deflection  angle  is  "doubled  *'  by  turning 
to  the  backsight  with  the  instrument  direct  and  the  angle  re- 
peated a  check  on  the  angle  is  obtained  and  the  errors  of  adjust- 
ment are  also  eliminated  (Art.  79,  p.  61).  Where  this  procedure 
is  followed  it  will  be  convenient  to  make  the  first  backsight  witlr 
the  instrument  direct  so  that  when  the  second  foresight  is  taken 
the  instrument  will  again  be  in  the  direct  position  and  ready  for 
lining  in. 

144.  Measurement  of  Azimuth  Angles.  —  By  the  azi- 
muth method  the  angles  are  measured  as  follows.  The  transit 
is  set  up  at  a  point  A  (Fig.  56),  the  vernier  set  at  o%  the  tele- 
scope turned  until  it  points  to  the  south,  and  the  lower  plate 
clamped.     Either  the  true  or  the  magnetic  south  may  be  used, 
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but  if  neither  is  known  any  arbitrary  direction  may  be  assumed. 
The  upper  clamp  is  loosened  and  the  telescope  sighted  on  B, 
The  angle  read  on  the  vernier  is  the  azimuth  of  AB^  the  circle 
being  read  in  a  clockwise  direction  (Art.  24,  p.  16).  The  tran- 
sit is  next  moved  to  B. 

The  azimuth  of  BC  may  be  obtained  in  one  of  two  ways. 
( I )  Invert  the  telescope  and  backsight  on  A^  the  vernier  remain- 
ing at  the  reading  it  had  at  A  ;  then  clamp  the  lower  plate,  turn 
the  telescope  to  its  direct 
position,  and  sight  on  C, 
The  angle  on  the  vernier  is 
the  azimuth  of  BC  referred 
to  the  same  meridian  as  the 
azimuth  of  AB,  The  disad- 
vantage of  this  method  is 
that  the  error  of  collimation 
enters  the  azimuth  angle  each 
time.  (2)  Add  180**  to  the 
azimuth  of  ABy  set  this  off 
on  the  vernier,  and  sight  on 
A,  The  telescope  may  then 
be  turned  directly  to  C  (with- 
out inverting)  and  the  azi- 
muth of  BC  can  be  read  directly  on  the  vernier.  The  disad- 
vantages of  this  method  as  compared  with  the  former  are  that 
the  error  of  eccentricity  of  the  circle  enters,  that  time  is  con- 
sumed m  setting  the  vernier  at  each  set-up  of  the  instrument, 
and  that  there  is  an  opportunity  for  mistakes  in  calculating  and 
in  making  the  setting  on  the  vernier. 

In  the  azimuth  method  the  angles  of  the  traverse  are  checked 
by  the  fieldwork.  After  point  D  has  been  occupied,  the  transit 
is  again  set  up  at  A  and  the  azimuth  of  AB  determined  from  a 
backsight  on  D,  This  azimuth  of  AB  should  agree  with  the 
original  azimuth  of  this  line.  In  ordinary  land  surveying  the 
azimuth  method  of  measuring  the  angles  is  little  used. 

145.  Checking  the  Fieldwork.  —  The  transit  is  set  over  the 
selected  points  and  the  angles  between  the  adjacent  lines 
measured.     If  the  work  is  not  to  be  of  unusual    precision   a 


Fig.  56.    Azimuth  Angles. 
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transit  reading  to  one  minute  will  be  sufficient.  A  single 
measurement  will  give  the  angle  with  sufficient  precision,  but 
as  it  is  important .  in  all  cases  to  have  a  check  on  the  work  it  is 
advisable  to  "  double  the  angle  "  (Art.  60,  p.  50),  even  though 
it  is  not  necessary  to  use  this  method  for  the  purpose  of  pre- 
cision. Referring  to  Fig.  52,  p.  103,  it  will  be  seen  that  the 
angles  were  quadrupled  where  the  sides  were  long,  and  doubled 
where  they  were  short.  In  this  case  the  angles  were  repeated 
to  obtain  greater  precision. 

As  an  additional  check  against  large  errors  in  the  angles,  the 
magnetic  bearing  of  each  line  should  be  read,  thus  enabling  one 
to  detect  mistakes  greater  than  a  quarter  of  a  degree  and  to 
guard  against  reading  Right  for  Left  in  deflection  angles.  These 
bearings  also  show  the  approximate  directions  of  the  lines  of  the 
survey.  This  check  should  always  be  applied  in  the  field  so  that 
any  mistake  in  reading  the  angles  can  be  rectified  before  leaving 
the  work.  This  may  be  done  by  calculating  each  angle  from  the 
observed  bearings  of  the  adjacent  sides  ;  or  by  starting  with  one 
observed  bearing  (assumed  to  be  correct),  calculating  the  other 
bearings  in  succession  by  means  of  the  measured  angles,  and 
noting  whether  the  observed  bearings  agree  approximately  with 
the  calculated  bearings. 

After  the  angles  have  been  measured,  the  accuracy  of  the 
transit  work  may  be  tested  by  adding  them  together.  The  sum 
of  the  interior  angles  of  the  field  should  equal  {ft -2)  x  180°, 
where  //  is  the  number  of  sides  in  the  field.  If  the  deflection 
angles  are  used  the  sum  of  all  the  right  deflections  should  differ 
from  the  sum  of  all  the  left  deflections  by  360^  or  in  other 
words,  the  algebraic  sum  of  the  deflection  angles  should  be 
360^ 

It  is  frequently  important  to  check  the  distances  before 
leaving  the  field.  If  there  is  any  doubt  as  regards  the  correctness 
of  the  measurement  of  a  line  it  should  be  remeasured,  preferably 
in  the  opposite  direction,  so  that  the  same  mistake  will  not  be  re- 
peated. (See  line  AB  in  Fig.  52,  p.  103.)  If  the  traverse  lines 
do  not  coincide  with  the  boundaries,  an  independent  check  is 
obtained  by  measuring  along  the  boundaries  as  well  as  on  the 
traverse  line,  as  in  Fig.  53,  p.  104.     This  furnishes  at  once  a 
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rough  check  on  the  distances  in  the  field  and  a  close  check  after 
the  survey  has  been  calculated.  It  is  often  advisable  to  run  a 
line  across  the  traverse,  especially  when  there  are  many  sides 
to  the  field,  thus  dividing  the  field  into  two  parts,  as  in 
Fig-  52,  p.  103.  If  any  mistake  has  been  made  it  is  then 
possible  to  tell  in  which  portion  of  the  traverse  it  occurred 
(Art.  407,  p.  370- 

146.  Accuracy  required.  —  In  order  that  the  accuracy 
in  the  measurement  of  distances  shall  be  consistent  with  that 
of  the  angles  it  is  necessary  that  great  care  should  be  exercised 
in  holding  the  tape  horizontal,  in  the  plumbing,  in  the  aligning, 
and  in  securing  the  proper  tension. 

If  the  angles  are  measured  to  the  nearest  minute  and  the  dis- 
tances to  the  nearest  tenth  of  a  foot,  it  will  be  sufficiently  accu- 
rate to  use  sighting-rods  in  "giving  line."  The  error  of  closure 
of  such  a  survey  should  be  not  greater  than  ^^^^,  but  would  sel- 
dom be  less  than  j-^Ij^-q  (Art.  132,  p.  99). 

If  the  property  is  very  valuable,  as  in  the  case  of  city  build- 
ing lots,  it  is  well  to  use  a  transit  reading  to  30"  or  20".  The 
angles  should  be  repeated,  not  only  as  a  check  against  mistakes, 
but  to  increase  the  precision  of  the  measurement  (Art.  59,  p.  48). 
The  tape  measurements  should  be  made  with  special  care,  and 
should  be  taken  to  the  nearest  hundredth  of  a  foot.  In  the  best 
work  the  temperature  correction  should  be  applied,  a  spring  bal- 
ance should  be  used  to  give  the  right  pull  on  the  tape,  the  cor- 
rection to  the  standard  distance  should  be  determined  (Art.  241, 
p.  216),  the  alignment  given  with  the  transit,  and  great  care 
taken  in  plumbing.  Sights  are  given  by  holding  a  pencil  vertically 
on  top  of  the  tack  on  the  stake  or  by  plumb-line  (Art.  65,  p.  52). 
In  this  work  it  is  important  that  the  property  line  should  be  fol- 
lowed, when  possible,  to  insure  the  most  accurate  results.  In 
such  work  an  error  of  closure  of  ^^^^^^^  or  better  is  expected 
It  is  customary  on  most  city  work  to  neglect  the  effect  of  tempera- 
ture and  to  omit  the  use  of  the  spring  balance,  the  pull  being 
carefully  judged.  This  sort  of  work  should  give  results  as  close 
as  -^^jf-Q*  and  an  accuracy  of  ^7^^^^  is  sometimes  reached. 

147.    ORGANIZATION  OF  TRANSIT  PARTY.  — Transit  surveys 
can  be  readily  carried  on  by  a  party  of  three  men.     The  note 
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keeper  who  is  in  charge  of  the  party  directs  the  entire  work ; 
the  transit-man  who  has  the  instrument  always  in  his  care  sets 
it  up  where  directed  by  the  note  keeper,  reads  the  angles  and  gives 
line  when  desired  ;  the  chainman  generally  acting  as  head-chain- 
man  and  the  note  keeper  as  rear-chainman,  measure  all  distances. 
148.  Note  keeping. — All  measurements  should  be  recorded 
in  a  special  note-book  as  soon  as  they  are  made  and  never  left  to 
be  filled  in  from  memory.  The  notes  should  be  neat  and  in  clear 
form  so  that  there  will  be  no  doubt  as  to  their  meaning.  Great 
care  should  be  taken  so  that  they  shall  not  be  susceptible  of  any 
interpretation  except  the  right  one.  They  are  generally  re- 
corded in  pencil,  but  they  should  always  be  regarded  as 
permanent  records  and  not  as  temporary  memoranda.  As  other 
persons  who  are  not  familiar  with  the  locality  will  probably  use 
the  notes  and  will  depend  entirely  on  what  is  recorded,  it  is 
very  important  that  the  notes  should  contain  all  necessary  data 
without  any  superfluous  information.  If  the  note  keeper  will 
bear  in  mind  constantly  how  the  survey  is  to  be  calculated  or 
plotted  it  will  aid  him  greatly  in  judging  which  measurements 
must  be  taken  and  which  ones  are  unnecessary.  Clearness  is  of 
utmost  importance  in  note  keeping,  and  to  attain  it  the  usual 
custom  is  not  to  attempt  to  sketch  to  scale ;  and  yet  in  surveys 
where  considerable  detail  is  desired  it  is  sometimes  well  to 
carry  out  the  sketches  in  the  note-book  approximately  to  scale. 
Care  should  be  taken  not  to  crowd  the  notes,  —  paper  is 
cheap,  —  and  an  extra  page  of  the  note-book  devoted  to  a 
survey  may  save  hours  of  time  in  the  office  consumed  in  trying 
to  interpret  a  page  of  crowded  data.  'Too  much  stress  cannot 
be  laid  on  the  importance  of  being  careful  not  to  lose  the  note- 
book ;  not  infrequently  a  note-book  contains  data  which  thou- 
sands of  dollars  could  not  replace. 

Although  sufficient  fulness  to  make  the  notes  clear  is 
desirable,  it  is  customary  to  abbreviate  the  names  of  the 
artificial  features  most  commonly  met  with  by  the  surveyor. 
To  properly  understand  a  set  of  notes  one  must  be  familiar 
with  these  abbreviations,  some  of  the  more  common  of  which 
are  enumerated. 
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&a  Stone  bound. 

Moiv  Monument. 

A  Triangulation  Station. 

SHU  Stake. 

tk  Tack. 

n«.  Nail. 

•pk.  Spike. 

<«h.  Drill-hole. 

ci  Crow-foot  (a  mark  like  this  \|  or  ^). 

f^^  Cut  crow-foot  (cut  into  wood  or  stone). 

^  Center. 

♦.  Center  line. 

cb  Curb. 

CB.  Catch  basin. 

HH  Manhole. 

-w.  Telegraph  pole. 

Fence. 

Fence,  showing  on  which  side  the  posts  are. 

Base-board  of  fence. 

Line  of  building;  the  outside  line  is  the  base- 
board, the  cross-hatched  part  is  the  line  of  the 
stone  or  brick  underpinning. 

Distances  should  always  be  recorded  in  such  a  way  as 
to  indicate  the  precision  with  which  they  were  taken.  For 
example,  if  they  were  taken  to  hundredths  of  a  foot  and  a 
measurement  happened  to  be  just  124  ft.  it  should  be  re- 
corded as  124.CX),  not  as  124.  The  two  zeros  are  of  as  much 
consequence  as  any  other  two  digits  which  might  have  come  in 
their  places.  Angles  which  have  been  read  to  the  nearest  half- 
minute,  however,  are  recorded  as  follows :  6°  47'  30".  It  will 
be  seen  that  this  is  not  consistent  with  the  foregoing.     A  more 
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proper  way  of  reading  this  angle  would  be  6*^  47 Y 9  but  this  is  not 
common  practice. 

In  addition  to  the  measurements  every  set  of  notes  should 
contain  the  following  information :  —  the  kind  of  work,  the 
locality,  the  date,  and  the  names  of  members  of  the  field  party. 
It  is  well  to  also  state  the  names  or  numbers  of  the  instruments 
used  and  their  errors.  Where  a  survey  is  continued  for  several 
pages  the  date  may  be  placed  at  the  top  of  every  page ;  other 
data  need  not  be  repeated.  Fig.  50,  p.  100,  Fig.  52,  p.  103,  and 
Fig.  S3,  p.  104,  are  good  examples  of  field  notes. 

149.  SURVEY  OF  A  FIELD  FOR  A  DEED.  —  In  this  case 
the  lengths  and  bearings  of  all  the  boundaries  are  desired.  The 
traverse  lines  should  therefore  follow  the  property  lines,  if 
possible.  The  bearings  desired  are  not  the  observed  magnetic 
bearings,  but  are  those  calculated  by  means  of  the  transit  angles 
as  explained  in  Art.  145,  p.  109,  and  therefore  are  relatively  as 
accurate  as  the  angles  themselves.  In  case  a  true  meridian  is 
found  by  observation  (Chapter  VII)  the  bearings  should  be  re- 
ferred to  this  and  marked  true  bearings  by  a  note  on  the  plan, 
and  this  information  should  also  be  contained  in  the  deed. 

A  plan  which  is  to  accompany  a  deed  should  show  such 
features  as  watercourses,  highways,  buildings,  and  adjoining 
property  lines,  as  well  as  stone  bounds,  stakes,  fences,  walls,  or 
other  artificial  objects  which  mark  the  boundaries  of  the  property. 

This  plan  should  contain  the  following  information. 

(i)  Lengths  of  all  property  lines  together  with  their  calcu- 
lated bearings  or  the  angles  at  the  corners.* 

(2)  Location  and  description  of  corner  bounds. 

(3)  Conventional  sign  or  name  on  walls,  fences,  etc. 

•  It  is  customary  with  many  surveyors  to  omit  from  the  plan  certain  data 
such  as  the  angles  or  bearings,  so  that,  while  it  may  answer  the  purpose  for  which 
it  was  made,  it  does  not  contain  all  the  data  and  frequently  not  enough  to  enable 
another  surveyor  to  relocate  the  property  by  means  of  it.  This  is  done,  of  course, 
so  that  when  the  tract  is  to  be  resurveyed  or  plotted  it  will  be  necessary  to  em- 
ploy the  same  surveyor  who  has  in  his  possession  data  for  which  the  owner  has 
paid  and  which  the  surveyor  should  have  turned  over  to  him.  For  a  valuable 
paper  on  this  subject  see  "  The  Ownership  of  Surveys,  and  what  Constitutes  a 
Survey  and  Map,"  by  Professor  William  G.  Raymond,  published  in  TA^  Polytechnic y 
the  student  journal  of  the  Rensselaer  Polytechnic  Institute,  Troy,  N.  Y.,  January. 
1894. 
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(4)  Names  of  highways,  streams  or  ponds,  and  names  of 
adjacent  property  owners. 

(5)  Scale  of  drawing  and  direction  of  the  meridian  used  (true 
or  magnetic).  It  is  better  to  refer  all  bearings  to  the  true 
meridian  when  possible,  and  in  such  a  case  the  direction  of  the 
magnetic  needle  should  also  be  shown.* 

(6)  The  title  should  include  a  simple  and  complete  state- 
ment giving  the  name  of  owner,  place,  date,  and  name  of  sur- 
veyor. An  explanatory  note  such  as  a  statement  as  to  whether 
barings  refer  to  true  or  magnetic  meridian  may  also  be  neces- 
sary.    (See  Art.  468,  p.  415.) 

150,  Deed  Description.  —  The  written  description  of  the  prop- 
erty which  is  recorded  in  the  deed  should  be  given  by  bearings 
(or  angles)  and  distances,  stating  in  every  case  how  the  sides  of 
the  property  are  marked  and  whether  bounded  by  a  highway, 
stream,  or  private  property,  giving  the  name  of  the  present 
owner  of  the  adjacent  property.  The  following  is  an  example 
of  a  deed  description  of  the  property  shown  in  the  form  of  notes 
in  Fig.  53,  p.  104. 

"  Beginning  at  a  point  in  the  northerly  line  of  Willow  Road 
in  the  town  of  Bancroft  Mills,  Maine,  at  an  iron  pipe  sunk  in 
the  ground  at  the  S.E.  corner  of  land  now  or  formerly  belonging 
to  Nathan  H.  Barnes,  and  running  along  the  said  northerly  line 
N  85®  34'  E  a  distance  of  two  hundred  ninety-seven  and  seven- 
tenths  (297.7)  feet  to  the  thread  of  channel  of  Stony  Brook  at 
land  now  or  formerly  belonging  to  James  F.  Hall;  thence  turn- 
ing and  running  in  a  northerly  direction,  by  thread  of  channel  of 
said  Stony  Brook  anci  land  of  said  Hall,  a  distance  of  about  three 
hundred  and  eight  (308  ±)  feet  to  a  stone  wall  at  land  now  or 
formerly  belonging  to  Hiram  Cole;  thence  turning  and  running 
along  the  middle  of  said  stone  wall  and  by  land  of  said  Cole 

*  As  magnetic  bearings  are  unreliable  (Art.  28,  p.  19)  true  bearings  should  be 
used  wherever  their  adoption  does  not  entail  too  much  additional  expense.  In 
those  parts  of  the  country  which  have  been  subdivided  by  the  U.  S.  General  Land 
Office  true  meridians  can  be  readily  obtained  from  the  government  surveys ;  in 
many  of  the  older  (Eastern)  states  true  meridians  have  been  established  by  local 
authorities.  If  the  survey  can  be  connected  with  any  triangulation  system  such 
as  that  of  the  United  States  or  state  surveys  then,  since  the  true  bearings  of  all 
of  the  triangulation  lines  are  known,  the  bearings  of  the  traverse  lines  can  be 
obtained. 
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N  86°  45'  W  a  distance  of  two  hundred  and  five  and  eight-tenths 
(205.8)  feet  to  the  middle  of  another  stone  wall  at  land  of  said 
Barnes;  thence  turning  and  running  by  latter  stone  wall  and  land 
of  said  Barnes  S  0°  53'  E  a  distance  of  one  hundred  and  seventy- 
seven  and  two-tenths  (177.2)  feet  to  a  fence  ;  thence  turning  and 
running  by  said  fence  and  land  of  said  Barnes  N  87*^  09'  W  a 
distance  of  ninety-three  and  three-tenths  (93.3)  feet  to  an  iron 
pipe  sunk  in  the  ground ;  thence  turning  and  running  by  a  fence 
and  land  of  said  Barnes  S  i®  51'  W  a  distance  of  one  hundred 
and  sixty-nine  and  four-tenths  (169.4)  feet  to  the  point  of  begin- 
ning ;  all  the  bearings  being  magnetic  and  the  parcel  containing 
a  calculated  area  of  79,305  square  feet  more  or  less." 

It  is  unfortunate  that  the  description  of  the  property  in  deeds 
in  the  vast  majority  of  cases,  does  not  define  the  property  in 
such  a  manner  that  it  can  be  plotted  from  the  description.  Some 
deeds  are  so  loosely  written  as  to  contain  only  the  names  of  the 
owners  of  adjacent  property,  no  bearings  or  distances  being  given. 

151.  JUDICIAL  FUNCTIONS  OF  THE  SURVEYOR.  —  In  rerun- 
ning old  property  lines  which  have  been  obliterated,  the  surveyor 
is  called  upon  to  set  aside  temporarily  his  strict  adherence  to  the 
mathematical  side  of  surveying  and  must  endeavor  to  find  if  pos- 
sible where  the  lines  originally  ran.  He  should  therefore  be  fa- 
miliar with  the  relative  importance  of  various  evidence  regarding 
the  location  of  the  propercy  lines,  as  determined  by  court  deci- 
sions. It  is  distinctly  his  duty  to  find  the  position  of  the  original 
boundaries  of  the  property  and  not  attempt  to  correct  the  original 
survey  even  though  he  may  be  sure  that  ^n  error  exists  in  it. 
Very  often  it  is  true  that,  owing  to  the  cheapness  of  land,  the 
original  survey  was  roughly  made  with  little  thought  of  the  effect 
it  would  have  when  the  land  became  valuable. 

The  surveyor  therefore  must  first  of  all  hunt  for  all  physical 
evidence  of  the  location  of  the  boundaries  *  and  failing  in  this  he 


*  It  must  not  be  assumed  that  a  boundary  is  missing  because  it  is  not  at  once 
visible.  Stone  bounds  are  often  buried  two  or  three  feet  deep;  the  top  of  a 
stake  soon  rots  off,  but  evidences  of  the  existence  of  the  stake  are  often  found 
many  years  after  the  top  has  disappeared,  and  the  supposed  location  should  be 
carefully  dug  over  to  find  traces  of  the  old  stake.  The  shovel  and  common  senM 
are  of  as  much  use  as  the  transit  and  tape  in  relocating  an  old  comer. 
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will  base  his  judgment  on  any  other  reliable  evidence  such  as 
occupancy  or  the  word  of  competent  witnesses.  It  is  obvious 
that  this  is  along  equitable  lines,  since  the  property  was  originally 
purchased  with  reference  to  the  actual  or  visible  bounds  which 
vest  the  owner  with  rights  to  the  property  bounded  by  these 
lines. 

If  there  is  a  dispute  between  adjoining  owners  over  the  loca- 
tion of  a  boundary  line  this  presents  a  question  which  nlust  be 
settled  by  the  courts  unless  the  parties  can  come  to  an  agree- 
ment themselves.  In  such  cases  the  surveyor  acts  simply  as  an 
expert  in  judging  where  the  line  originally  ran  and  has  no  power 
to  establish  a  new  line.  He  can,  however,  be  employed  by  the 
disputing  parties  as  an  arbitrator  to  decide  on  the  equitable  line, 
but  they  are  not  necessarily  obliged  to  accept  his  judgment. 

If  they  come  to  an  agreement  between  themselves,  however, 
regarding  the  location  of  the  line  and  occupy  to  that  line,  this 
agreement  is  binding  even  though  no  court  has  intervened  in  the 
matter. 

It  is  to  be  assumed  that  the  deed  was  drawn  by  the  grantor 
with  honest  intent  to  convey  the  property  to  the  grantee.  It  is 
intended  then  that  it  shall  be  interpreted  if  possible  so  as  to 
make  it  effectual  rather  than  void.  The  deed  should  also  be 
construed  in  the  light  of  what  was  known  at  the  time  when  the 
title  was  transferred. 

In  the  interpretation  of  a  deed  it  is  assumed  that  it  was  in- 
tended to  convey  property  the  boundaries  of  which  will  form  a 
closed  traverse.  Therefore  it  is  within  the  jurisdiction  of  the 
surveyor  to  reject  any  evident  mistake  in  the  description  when 
running  out  the  property  line,  e.g.,  a  bearing  may  have  been  re- 
corded in  the  opposite  direction  or  an  entire  side  omitted.  Where 
artificial  features  are  mentioned  as  boundaries,  these  always  take 
precedence  over  the  recorded  measurements  or  angles,  but  these 
marks  must  be  mentioned  in  the  deed  in  order  to  have  the  force 
or  authority  of  monuments.  When  the  area  does  not  agree  with 
the  boundaries  as  described  in  the  deed  the  boundaries  control. 
All  distances  unless  otherwise  specified  are  to  be  taken  as  straight 
lines ;  but  distances  given  as  so  many  feet  along  a  wall  or  high- 
way are  supposed  to  follow  these  lines  even  if  they  are  not 
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Straight.  When  a  deed  refers  to  a  plan  the  dimensions  on  this 
plan  become  a  part  of  the  description  of  the  property. 

Where  property  is  bounded  by  a  highway  the  abutters  usu- 
ally own  to  the  center  line,  but  where  it  is  an  accepted  street 
each  abutter  yields  his  portion  of  the  street  for  public  use ;  if, 
however,  the  street  is  abandoned  the  land  reverts  to  the  original 
owners.  If  a  street  has  been  opened  and  used  for  a  long  period 
bounded  by  walls  or  fences,  and  there  has  been  no  protest  re- 
garding them,  these  lines  hold  as  legal  boundaries.  In  the  case 
of  a  line  between  private  owners  acquiescence  in  the  location  of 
the  boundary  will,  in  general,  make  it  the  legal  line.  But  if 
there  is  a  mistake  in  its  location  and  it  has  not  been  brought  to 
the  attention  of  the  interested  parties  or  the  question  of  its  po- 
sition raised,  then  occupancy  for  many  years  does  not  make  it  a 
legal  line. 

Where  property  is  bounded  by  a  non-navigable  stream  it  ex- 
tends to  the  thread  of  the  stream.  If  the  property  is  described 
as  running  to  the  bank  of  a  river  it  is  interpreted  to  mean  to  the 
low  water  mark  unless  otherwise  stated.  Where  original  owner- 
ship ran  to  the  shore  line  of  a  navigable  river  and  the  water  has 
subsequently  receded  the  proper  subdivision  is  one  that  gives  to 
each  owner  along  the  shore  his  proportional  share  of  the  channel 
of  the  river.  These  lines  will  therefore  run,  in  general,  perpen- 
dicular to  the  channel  of  the  stream  from  the  original  intersec- 
tion of  division  lines  and  shore  lines. 

A  more  complete  statement  of  the  principles  mentioned  above 
particularly  with  reference  to  the  U.  S.  Public  Land  Surveys 
will  be  found  in  an  address  on  "  The  Judicial  Functions  of  Sur- 
veyors," by  Chief-Justice  Cooley  of  the  Michigan  Supreme  Court, 
read  before  the  Michigan  Association  of  Engineers  and  Survey- 
ors, and  published  in  the  proceedings  of  the  society  for  1882, 
pp.  1 12-122. 

152.  RERUNNING  OLD  SURVEYS  FROM  A  DEED.  —  The  vis- 
ible marks  which  are  mentioned  in  a  deed  are  of  primary  impor- 
tance in  determining  the  extent  of  a  piece  of  property  ;  the 
lengths  of  the  sides  and  the  bearings  (or  angles),  which  should 
agree  with  the  boundaries,  are  of  secondary  importance.  It 
sometimes  occurs,  however,  that  all  evidences  of  artificial  bound- 
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aries  of  the  property  or  of  portions  of  it  are  missing,  and  the 
surveyor  must  then  fall  back  on  the  dimensions  given  in  the 
deed  as  the  best  information  available  (Art.  150,  p.  115).  Fur- 
thermore it  is  sometimes  necessary  to  "run  out  "  an  old  deed 
to  determine  which  of  two  lines  is  the  correct  boundary,  or  in 
some  cases  to  find  how  close  the  actual  boundaries  of  a  property 
agree  with  the  original  deed. 

If  the  directions  of  the  boundaries  are  defined  in  the  deed  by 
the  magnetic  bearings,  as  was  formerly  the  usual  custom,  it  is 
necessary  first  to  find  the  declination  of  the  needle  at  the  date  of 
the  original  survey  as  well  as  the  present  declination  of  the  needle 
and  to  correct  all  the  bearings  accordingly  (Art.  29,  p.  20). 
The  declination  of  the  needle  should  appear  on  the  original  deed 
or  plan  ;  but  unfortunately  it  seldom  does,  and  the  year  the  sur- 
vey was  made  must  then  be  obtained  either  from  the  deed,  the 
old  plan,  or  from  witnesses,  and  the  declination  of  the  needle  at 
that  time  computed.  Observations  at  different  places  and  times 
have  been  compiled  by  the  U.  S.  Coast  and  Geodetic  Survey, 
and  these  results  may  be  found  in  convenient  form  for  calculation 
in  the  annual  Reports  of  the  Superintendent,  particularly  the  1886 
report.*  From  these  observations  the  approximate  change  in 
declination  may  be  obtained.  In  this  way  the  magnetic  bearings, 
corrected  to  date,  can  be  determined  as  closely  probably  as  the 
original  bearings  were  taken.  It  is  evident  that  the  change  in  the 
declination  of  the  needle  between  the  date  of  the  original  survey 
and  the  present  time  is  what  is  desired.  If  there  exists  there- 
fore one  well-defined  line  which  is  known  to  be  one  of  the  original 
boundary  lines,  a  bearing  taken  on  this  line  and  compared  with 
that  given  in  the  deed  will  determine  directly  the  change  in 
declination.  There  may  be  more  than  one  well-defined  line 
whose  bearings  can  be  obtained  and  a  comparison  of  the  results 
on  these  different  lines  will  g^ve  an  idea  of  the  reliability  of  the 
original  survey  as  well  as  a  more  accurate  determination  of  the 
change  in  declination. 


•  In  1902  the  U.  S,  Coast  and  Geodetic  Survey  issued  a  special  publication 
entitled,  "  Magnetic  Declination  Tables  and  Isogonic  Charts  for  1902,"  in  which 
IS  given  a  very  complete  list  of  declinations  for  various  places  in  the  United  Statec 
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Not  infrequently  in  attempting  to  rerun  old  compass  surveys 
it  is  found  that  the  traverse  as  described  in  the  deed  does  not 
'*  close/'  i.e.,  the  last  point  does  not  coincide  with  the  first.  If 
this  error  of  closure  is  small  it  may  he  due  to  the  difference  in 
length  between  the  chain  used  for  the  original  survey  and  the 
one  being  used.  Before  any  attempt  is  made  to  run  out  the  old 
survey  this  difference  should  be  determined  by  measuring  one  or 
more  of  the  well-defined  lines  of  the  property,  if  any  can  be  found, 
and  comparing  the  measurements  obtained  with  the  recorded 
distances. 

Occasionally  it  is  found  that  the  traverse  will  not  close  by  a 
large  amount  owing  to  a  mistake  in  the  original  survey.  Often 
in  such  cases  the  deeds  of  adjacent  property  will  show  what 
the  mistake  was,  and  in  such  cases  it  is  allowable  to  make  a  cor- 
rection if  it  will  give  a  description  that  is  consistent.  For  ex- 
ample, it  occasionally  happens  that  a  bearing  has  been  recorded  in 
the  reverse  direction  so  that  no  area  is  enclosed  by  the  boundaries* 
Sometimes  an  entire  chain-length  has  been  omitted  in  one  of 
the  lines  and  by  supplying  this  the  description  is  made  consistent. 
Other  inconsistencies  are  to  be  dealt  with  in  the  same  general 
manner,  or  as  suggested  in  the  preceding  article. 

153.  How  to  Look  Up  a  Recorded  Deed.  —  In  all  the  states  of 
the  Union  the  transfer  of  real  property  must  be  recorded  in  the 
respective  county  Registry  of  Deeds  or  in  the  office  of  the  city 
or  town  clerk.  At  the  Registry  of  Deeds  is  kept  an  exact  copy 
of  the  deed,  which  can  be  examined  by  any  one.  It  is  fre- 
quently necessary  for  the  surveyor  to  make  use  of  these  copies 
when  it  is  not  convenient  to  obtain  the  deed  from  the  owner  of 
the  property  or  when  it  is  necessary  to  look  up  the  deed  of  ad- 
jacent property  or  previous  transfers  of  any  of  them. 

In  every  Registry  of  Deeds  an  index  of  the  deeds  is  kept, 
which  is  divided  into  two  parts,  the  grantor  index  and  X.he grantee 
index ;  the  grantor  being  the  party  who  sells  the  land  and  the 
grantee  the  one  who  buys  it.  These  indexes  are  frequently 
divided  by  years  and  for  this  reason  the  surveyor  should  know 
not  only  the  name  of  the  party  who  bought  or  sold  the  property 
(both  if  convenient  to  get  them),  but  also  the  approximate  date 
of  the  transaction.     With  this  information  he  can  readily  find 
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in  the  proper  index  the  name  of  the  party,  opposite  which  will 
appear  the  date  of  the  transaction  and  the  number  of  the  deed 
book  and  page  on  which  the  copy  of  the  deed  is  recorded.  He 
then  finds  the  deed  book,  from  which  he  can  copy  whatever  data 
he  desires  from  the  deed;  usually  the  description  of  the  property 
is  all  that  concerns  the  surveyor.  In  the  deed  book  is  usually  a 
reference  number  in  the  margin  or  in  the  text  of  the  deed  which 
refers  to  the  next  preceding  transfer  of  the  same  property  or 
to  any  attachments,  assignments,  and  the  like  which  may  have 
been  made  on  it.  This  method  of  indexing  and  filing  deeds  is 
used  in  the  New  England  States  and  in  many  of  the  other  states; 
in  fact. the  general  principles  are  the  same  throughout  the  coun- 
try although  the  details  may  differ  to  some  extent. 

THE  UNITED  STATES  SYSTEM  OF  SURVEYING  THE  PUBLIC  LANDS. 

154.  The  System.  —  The  United  States  System  of  Sur- 
veying the  Public  Lands,  which  was  inaugurated  in  1784,  and 
modified  since  by  various  acts  of  Congress,  requires  that  the 
public  lands  "shall  be  divided  by  north  and  south  lines  run 
according  to  the  true  meridian,  and  by  others  crossing  them  at 
right  angles  so  as  to  form  townships  six  miles  square,"  and  that 
the  comers  of  the  townships  thus  surveyed  "must  be  marked 
with  progressive  numbers  from  the  beginning."  Also,  that  the 
townships  shall  be  subdivided  into  thirty-six  sections,  each  of 
which  shall  contain  six  hundred  and  forty  acres,  as  nearly  as 
may  be,  by  a  system  of  two  sets  of  parallel  lines,  one  governed 
by  true  meridians  and  the  other  by  parallels  of  latitude,  the 
latter  intersecting  the  former  at  right  angles,  at  intervals  of  a 
mile. 

Since  the  meridians  converge  it  is  evident  that  the  require- 
ment that  the  lines  shall  conform  to  true  meridians  and  that 
townships  shall  be  six  miles  square,  is  mathematically  impos- 
sible. In  order  to  conform  as  nearly  as  practicable  to  the  spirit 
of  the  law,  and  also  to  make  its  application  both  uniform  and 
effective,  an  elaborate  system  of  subdivision  has  been  worked 
out.  This  system  will  be  described  in  this  chapter,  first  in  its 
general  and  afterward  in  its  more  detailed  features;   this  will 
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ihtn  be  UXUrwtA  by  a  dkcussioo  of  the  ways  in  which  the  work 
fA  {/resent-tifne  county  and  other  local  surreyois  is  related  to 
the  Public  Lands  System. 

The  work  of  the  Public  Lands  Surveys  is  and  has  been  carried 
on  under  the  direction  of  the  Commissioner  of  the  General  Land 
Office.  Usually  the  area  comprised  in  each  State  or  Territory 
haft  been  denominated  a  District,  and  has  been  placed  in  direct 
charge  of  a  Sur\'eyor  GeneraL  The  functions  that  the  Sur- 
veyor  General  exercises  in  his  District  may  be  likened  to  those 
of  a  division  engineer  on  construction  work;  he  examines  the 
Deputy  Sur>'e>'ors,  approves  their  contracts,  and  inspects  their 
fjeldwork.  The  maps,  field  notes  and  other  records  are  kept  at 
his  office  until  all  the  subdi\'ision  work  in  his  district  is  com- 
pleted, when  they  are  turned  over  to  the  State  to  which  they 
pertain,  and  the  office  of  the  Sur\'eyor  General  is  then  dis- 
continued.    (See  Art.  167,  p.  153.) 

The  actual  surveying  operations  are  performed  by  Deputy 
Surveyors,  who  run  the  lines  in  the  manner  specified  in  the 
Manual  *  or  as  directed  in  detail  by  the  Sur\'eyor  General. 
This  work  is  usually  done  under  contract,  at  stipulated  prices 
[KT  mile  for  lines  of  various  degrees  of  importance  or  difficulty. 
These  prices  have  varied  from  time  to  time,  with  the  demand 
for  and  supply  of  deputies,  the  relative  degree  of  accuracy  with 
which  the  work  was  required  to  be  done,  and  with  other  con- 
ditions. Those  at  present  prescribed  by  lawf  are  shown  in 
Tabic  3. 

It  will  be  observed  from  the  schedule  of  prices  given  that 
higher  rates  are  paid  for  standard  lines,  which  constitute  the 
general  framework  or  control  for  the  subdivision  work,  and  that 
the  township  lines  in  turn  are  rated  higher  than  the  section  lines. 
It  is  the  obvious  intention,  and  has  been  the  general  practice,  to 
secure  a  somewhat  higher  degree  of  accuracy  for  these  more 
im|K)rtant  lines  by  awarding  them  to  the  more  experienced  and 
skilful  deputies,  while  inexperienced  or  less  skilful  surveyors 
were  employed  on  subdivision  work.     It  follows  from  this  that 

♦  Manual  of   Surveying  Instructions  for  the  Survey  of    the  Public  Lands 
iHHued  by  the  Commissioner  of  the  (leneral  Land  Office,  Washington,  D.  C. 
t  Aft  of  Congress  aj)|)roved,  March  3,  1905. 
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in  the  relocation  of  lost  comers  more  weight  may  properly  be 
given  to  the  more  important  lines. 


TABLE  3. 

Showing  Prescribed  Rates   of  Payment  Per  Linear  Mile  for 
Surveying  Public  Ij^ds. 


Minimum  rates:  to  be  used  under  ordinarily 
favorable  conditions. 

Inteimediate  rates:  to  be  applicable  to  lands 
"heavily  timbered,  mountainous,  or  covered 
with  dense  undergrowth,  but  not  exception- 
ally difficult  to  survey." 

Maximum  rates:  to  be  allowed  only  in  cases  of 
exceptional  difficulties  in  the  surveys. 

Special  maximum  rates:  to  be  allowed  in  cases  of 
exceptional  difficulties  in  the  surveys,  in  cer- 
tain remote  districts,  at  the  discretion  of  the 
Secretary  of  the  Interior. 


Standard 

and 

Township 

Meander 

Lines. 

Lines. 

»9 

«7 

«'3 

lit 

$18 

f'S 

t'S 

fc3 

Section 
Lines. 


$7 

$12 
$20 


In  the  following  named  States  and  Territories  the  surveying  of 
Public  Lands  is  still  in  progress,  the  work  being  under  the  super- 
vision of  Surveyors  General.* 


Alaska. 

Louisiana. 

Oregon. 

Arizona. 

Minnesota.f 

South  Dakota. 

California. 

Montana. 

Utah. 

Colorado. 

Nevada. 

Washington. 

Florida.t 

New  Mexico. 

Wyoming. 

Idaho. 

North  Dakota,  t 

iS4a.  Process  of  Subdivision.  —  It  will  be  convenient  to  con- 
sider the  process  of  subdivision  as  separated  into  several  distinct 
operations,  to  be  carried  out  in  sequence.  It  must  be  understood, 
however,  that  one  operation,  for  instance,  the  division  of  the  area 
into  24-mile  tracts,  is  rarely  or  never  completed  over  the  entire 

*  From  Report  of  the  Commissioner  of  the  General  Land  Office  for  the  Year 
ended  June  30,  1006. 

t  Practically  completed. 
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area  to  be  covered  before  the  next  operation  in  order  is  begun; 
a  single  surveying  camp  may  be  carrying  on  two  or  three  different 
operations  before  removing  from  the  neighborhood,  for  example, 
running  township  exteriors  and  immediately  afterward  subdivid- 
ing the  townships  into  sections. 

Briefly  stated,  the  subdivision  work  is  carried  on  as  follows: 

First.    The  establishment  of 

(a)  An  Initial  Point  by  astronomical  observations. 

(b)  A  Principal  Meridian  conforming  to  a  true  meridian  of 
longitude  through  the  Initial  Point,  and  extending  both  north  and 
south  therefrom,  and 

(c)  A  Base-Line  conforming  to  a  true  parallel  of  latitude 
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Fig.  67.    Showing  Division  into  24-Mii.E  Blocks. 


through  the  Initial  Point,  and  extending  both  east  and  west  there- 
from.    This  initial  operation  is  indicated  in  Fig.  57. 

Evidently  the  principal  meridian  will  be  marked  out  on  the 
ground  as  a  straight  line,  while  the  base-line  will  follow  the  curve 
of  a  due  east  and  west  line,  being  at  every  point  at  right  angles  to 
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the  meridian  through  that  point.  The  field  methods  prescribed 
for  running  out  the  principal  meridian  and  the  base-line  on  the 
ground  are  described  in  detail  in  Arts,  issa-b,  pp.  129-31. 

Second.  The  division  of  the  area  to  be  surveyed  into  tracts 
approximately  24  miles  square  (Fig.  57)  by  the  establishment  of 

(a)  Standard  Parallels  conforming  to  true  parallels  of  latitude 
through  the  24-mile  points  previously  established  on  the  principal 
meridian,  and  extending  both  east  and  west  therefrom,  and 

(b)  Guide  Meridians  conforming  to  true  meridians  of  longi- 
tude through  the  24-mile  points  previously  established  on  the 
base-line  and  standard  parallels,  and  extending  north  therefrom 
to  an  intersection  with  the  next  standard  parallel  or  to  the  base- 
line. 

Since  the  guide  meridians  converge,  these  24-mile  tracts  will 
be  24  miles  wide  on  their  southern  and  somewhat  less  than  this 
on  their  northern  boundaries.  Theoretically,  both  the  east  and 
the  west  boundaries  should  be  just  24  miles  in  length,  but,  owing 
to  discrepancies  of  field  measurements,  this  is  rarely  or  never  the 
case. 

Third.  The  division  of  each  24-mile  tract  into  TownshipSj 
each  approximately  6  miles  square,  by  the  estabUshment  of 

(a)  Meridional  lines,  usually  called  Range  Lines ^  conforming 
to  true  meridians  through  the  standard  township  comers  previ- 
ously established  at  intervals  of  6  miles  on  the  base-line  and  stand- 
ard parallels,  and  extending  north  therefrom  to  an  intersection 
with  the  next  standard  parallel,  or  to  the  base-line,  and 

(b)  Latitudinal  lines,  sometimes  called  Township  Lines ^ 
joining  the  township  comers  previously  established  at  intervals 
of  6  miles  on  the  principal  meridian,  guide  meridians,  and  range 
lines.  The  division  resulting  from  the  first  three  operations  is 
indicated  in  Fig.  57a. 

It  will  be  apparent  that,  neglecting  the  efiFect  of  discrepancies 
and  irregularities  in  measurement,  both  the  east  and  the  west 
boundaries  of  all  townships  will  be  just  6  miles  in  length,  but  the 
north  and  south  boundaries  will  vary  in  length  from  a  maximum 
at  the  standard  parallel  or  base-line  forming  the  southern  limit 
of  the  24-mile  tract  to  a  minimum  at  that  forming  its  northem 
limit. 
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Fourth.  The  subdivision  of  each  township  into  Sections^  each 
approximately  i  mile  square  and  containing  about  640  acres,  by 
the  establishment  of  Section  Lines fhoth  meridional  and  latitudinal, 
parallel  to  and  at  intervals  of  i  mile  from  the  eastern  and  southern 
boimdaries  of  the  township.     (See  Fig.  60,  p.  147.) 
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Fig.  57a.    Showing  Subdivision  of  24-MiLE  Blocks  into  Townships. 


Assuming  all  fieldwork  to  be  done  with  mathematical  exact- 
ness, this  subdivision  would  result  in  sections  exactly  80  chains 
(i  mile)  on  each  of  the  four  sides,*  except  the  most  westerly  range 
of  6  sections  in  each  township,  which  would  be  less  than  80  chains 
in  width  by  an  amount  varying  with  the  distance  from  the  southern 
boundary  of  the  24-mile  tract.  The  extent  to  which  this  condi- 
tion is  realized  in  practice  is  indicated  in  Art.  162,  p.  139,  wherein 
the  usual  field  methods  of  subdividing  a  township  are  described 
in  detail. 


*  These  theoretical  Sections  would  not  be  exactly  sciuare,  as  may  be  readilj 
fKTceived,  but  would  be  rhoml^oids- 
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154b.    Methods    of    Designating   Lines    and   Areas.  —  The 

various  principal  meridians  and  base-lines  of  the  Public  Lands 
Surveys  are  designated  by  definite  names  or  by  number,  as,  for 
example,  "The  Fifth  Principal  Meridian  and  Base-Line,"  or 
"The  Cimarron  Meridian." 

The  standard  parallels  are  numbered  in  order  both  north  and 
south  from  the  base-line,  and  are  so  designated.  The  guide 
meridians  are  numbered  in  a  similar  manner  east  and  west  from 
the*  principal  meridian.     Fig.  57  illustrates  the  method. 

Any  series  of  contiguous  townships  or  sections  situated  north 
and  south  of  each  other  constitutes  a  range,  while  such  a  series 
situated  in  an  east  and  west  direction  constitutes  a  tier. 

The  tiers  of  townships  are  numbered  in  order,  to  both  the 
north  and  the  south,  beginning  with  number  i  at  the  base-line; 
and  the  ranges  of  townships  are  numbered  to  both  the  east  and 
the  west,  beginning  with  number  i  at  the  principal  meridian. 
A  township  is  designated,  therefore,  by  its  serial  number  north 
or  south  of  the  base-line  followed  by  its  number  east  or  west  of 
the  principal  meridian,  as 
"Township  7  south,  Range 
19  east,  of  the  Sixth  Prin- 
cipal Meridian."  This  is 
usually  shortened  to  "T.  7 
S.,  R.  19  E.,  6th  P.  M." 

The  sections  of  a  town- 
ship are  numbered  commen- 
cing with  No.  I  at  the 
northeast  angle  of  the  town- 
ship, and  proceeding  west  to 
No.  6,  and  then  proceeding 
east  to  No.  12,  and  so  on, 
alternately,  to  No.  36,  in 
the  southeast  angle  as  illus- 
trated by  Fig.  57b.  In  all 
cases  of  surveys  of  fractional 

townships  the  sections  will  bear  the  same  numbers  they  would 
have  if  the  township  were  complete. 

The  regular  subdivisions  of  a  Section  are  indicated  by  stating 
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briefly  the  aliquot  part  of  the  section  intended  together  with  its 
location  in  the  section,  as  **the  N.  J  of  the  S.W.  1  of  Sec.  27, 
T.  12  N.,  R.  5  W." 

IS4C.  Field  Methods.  —  The  work  of  subdivision  of  the 
Public  Lands  has  already  been  largely  completed,  and  the  sur- 
veyor of  to-day  is  usually  concerned  only  with  the  retracing  of 
old  lines,  the  relocation  of  lost  comers,  or  with  the  subdivision 
work  that  comes  with  increase  in  population.  For  all  these, 
however,  a  thoroughgoing  knowledge  of  at  least  the  common 
field  processes  and  methods  that  have  been  used  in  the  original 
surveys  is  essential.  Certain  details  of  field  practice  have  varied 
somewhat  from  time  to  time,  but  the  leading  features  have 
remained  fairly  constant  for  all  those  areas  that  have  been  sur- 
veyed since  the  system  became  well  established. 

In  the  following  pages  is  given  a  somewhat  detailed  descrip- 
^tion  of  the  methods  commonly  employed  in  carrying  out  the 
operations  briefly  indicated  in  Art.  154a.  Inasmuch,  however,  as 
certain  of  the  east  and  west  fines  are  required  to  be  established 
as  true  parallels  of  latitude,  the  two  commonly  accepted  methods 
of  accompUshing  this  will  first  be  described. 

155.  To  ESTABLISH  A  PARALLEL  OF  LATITUDE.  —  A  parallel 
of  latitude  on  the  surface  of  a  sphere  is  a  curved  line.  This 
may  be  understood  from  the  facts  that  the  meridians  converge 
toward  the  pole,  and  that  a  parallel  is  at  every  point  at  right 
angles  to  the  meridian  at  that  point.  If  vertical  lines  are  drawn 
through  every  point  on  a  parallel  of  latitude  they  will  form  a 
conical  surface,  the  apex  of  the  cone  being  at  the  center  of  the 
sphere.  In  the  case  of  a  straight  Une  all  of  the  verticals  would 
lie  in  the  same  plane,  and  this  plane  would  intersect  the  sphere 
in  a  great  circle. 

A  parallel  of  latitude  may  be  run  out  by  means  of  the  solar 
attachment  to  the  transit,  since  by  using  this  instrument  the 
direction  of  the  meridian  may  be  quickly  found  whenever  the  sun 
is  visible  (Art.  85,  p.  66).  A  line  which  at  every  point  is  at 
right  angles  to  the  meridian  will  be  a  true  parallel  of  latitude. 
This  method,  however,  is  found  to  give  results  less  accurate  than 
are  required,  chiefly  on  account  of  the  errors  in  the  adjustment 
of  the  solar  attachment. 
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A  better  method  of  establishing  a  parallel  is  by  taking  offsets 
from  a  straight  line.  Two  methods  of  doing  this,  known  as  the 
Secant  Method  and  the  Tangent  Method,  are  used  in  the  Public 
Lands  Surveys. 

155a.  The  Secant  Method.*  —  (Fig.  58.)  '*  This  method  con- 
sists of  running  a  connected  series  of  straight  lines,  each  six  miles 
long,  on  such  courses  that  any  one  of  the  lines  will  intersect  the 
curve  of  the  parallel  of  latitude  in  two  points,  separated  by  an 
interval  of  four  miles;  and  from  this  line  thus  established,  measur- 
ing north  or  south,  as  the  case  may  be,  to  attain  other  required 
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Fig.  58.    Secant  Method  for  Establishing  a  Parallel  of  Latitude. 

points  on  the  latitude  curve."  The  o  and  6  mile  points  of  a 
parallel  will  be  north  of  the  secant,  and  the  2,  3,  and  4  mile  points 
will  be  south  of  the  secant. 

The  instrument  is  set  up  south  of  the  township  corner  where 
the  survey  is  to  begin,  the  distance  from  the  corner  being  found 
in  Table  4  in  the  column  headed  "o  miles."  For  example,  in 
latitude  40°  the  transit  would  be  set  2.79  feet  south  of  the  comer. 
The  direction  of  the  first  secant  at  its  initial  point  is  found  by 
observing  on  Polaris  (Chapter  VII)  to  obtain  the  true  meridian 
and  then  laying  off  the  azimuth  angle  found  in  Table  4  under 
"o  miles."  (See  Fig.  58.)  This  angle  should  be  repeated 
several  times  to  determine  accurately  the  direction  of  the  secant. 
This  direction  is  then  prolonged  6  miles.  At  each  mile  and  half- 
mile  point  an  offset  is  measured  to  establish  a  point  on  the  curve, 
the  distance  and  direction  of  the  offset  being  shown  in  Table  4. 

*  The  quotations  are  from  the  "Manual  of  Surveying  Instructions  for  the 
Survey  of  the  Pubh'c  Lands  of  the  United  States, "  prepared  by  the  Commissioner 
of  the  General  Land  Office  in  1902. 


TABLE  4. 
Azimuths  of  the  Secant,  and  Offsets,  in  Feet,  to  the  Parallel. 

Latitude  in  left-hand  column  and  distance  from  starting  point  at  top  or  bottom  of  the  table. 


Aiimuths  and  offsets  at — 


Lati- 
tude 


30 
31 
3a 
33 
34 
35 
36 
37 
>8 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 


0  miles. 

Imile. 

xmile. 

ih  mUes. 

2mUes. 

2|mUes. 

3  miles. 

890  68'Ji 
1.93  W. 

89°68'.7 
0.8711. 

89°  69^.0 
0.00 

89°  60' .2 
0.67  s. 

89°60'Ji 
1.15S. 

89°69'.7 
1.44  s. 

90°  (E.  or  W.) 
1.54  s. 

89»68'.4 
3.01  N. 

89°58'.6 
0.91  N. 

89°68'.9 
0.00 

89°  69' .2 
0.70  S. 

89°69'J> 
1.20  S. 

89°  e©*.? 
X.50S. 

90°  (E.  or  W.) 
X.60S. 

2.09  ]!• 

89°68f.6 
0.94  N. 

89*68'.9 
0.00 

89°60'.2 
0.73  s. 

89°69'.6 
1.25  s. 

89°69'.7 
X.56S. 

90°  (E.  or  W.) 
X.67  s. 

8y»68'.3 
2.17  w. 

89°58J> 
0.97  N. 

89°  68^.8 
0.00 

89°60'.l 
0.76  S. 

89°69'.4 
X.30  S. 

89^9^.7 
1.62  8. 

90°  (E.  or  W.) 

X.73  s. 

890  68'.2 
^.25  N. 

89°68'JJ 
i.oi  IV. 

89°68'.8 
0.00 

89°69M 
0.79  s. 

89°6©'.4 
1.35  s. 

89°  69' .7 
X.69S. 

90°  (E.  or  W.) 
X.80S. 

89»  58' .2 

2.33  n. 

89°  68' .6 
1.05]!. 

89°68'.8 
0.00 

89°69'.l 
0.82  S. 

89°69'.4 
X.40  S. 

89°69'.7 

1.75  s. 

90°  (E.  or  W.) 
1.87  s. 

8y»68M 
2.42  N. 

89°68'.4 
1.09  N. 

89°68'.7 
0.00 

89°69'.0 
0.85  s. 

89°89'.4 
1.46  S. 

89°69'.7 
X.82  S. 

90°  (E.  or  W.) 

1.94  s. 

89»68'.0 
2.51  IV. 

89°68'.3 
1.13  N. 

89°58'.6 
0.00 

89°68'.9 
0J8S. 

89°60'.3 
I.5X  S. 

89°69'.7 
1.89  s. 

90°  (E.  or  W.) 
2.0X  8 

89«58'.0 
2.61  R. 

89°68'.3 
i.X7li. 

89°68'.6 
0.00 

89°68'.9 
0.91  S. 

89°69'.3 
X.S6S. 

89°69'.7 
Z.95  s. 

90°  (E.  or  W. 
2.08  &) 

890  67'.9 
2.70  R. 

89°68'.2 
1.21  IV. 

89°  68' .6 
0.00 

89°68'.9 
0.94  s. 

89°59'.3 
X.62S. 

89°69'.7 
2.02  S. 

90°  (E.  or  W.) 
2.x6  S. 

89»  67'.8 
2.79  w. 

89°68'.l 
I.2SIV. 

89°68'Ji 
0.00 

89°68'.9 
0.98  S. 

89°69'.3 
1.68  S. 

89°  69' .7 
2.X0S. 

90°  (E.  or  W.) 
2.24  s. 

Sd"  67' .7 
2.89  N. 

89°68'.0 
1.30]!. 

89°68'.4 
0.00 

89°68'.8 
1.02  S. 

89°69'.2 

1.74  s. 

89°69'.6 
2.17  s. 

90°  (E.  or  W.) 
2.338. 

890  57'.7 
3.00  N. 

89°68'.0 
1.35  W. 

89°  58' .4 
0.00 

89°68'.8 
1.05  S. 

89°60'.2 
X.80S. 

89°69'.6 
2.25  s. 

90°  (E.  or  W.) 
2.40  s. 

89°  57'.6 
3.11  N. 

89°58'.0 
X.40  1V. 

89°  68' .4 
0.00 

89°68'.8 
1.08  S. 

89°69'.2 
1.86  S. 

89°69'.6 
2.33  s. 

90°  (E.  or  W.) 
2w|8S. 

89°  57'^ 

89°  67'.9 

89°  68' .3 

89°68'.7 

89°69'.2 

89°69'.6 

90°  (E.  or  W.) 

3.22  If. 

1.45  W. 

0.00 

1.12S. 

1.93  s. 

2.4X  S. 

2.57  s. 

89°  57' .4 
3.33  W. 

89°  67' .8 
1.5011. 

89°68'.3 
0.00 

89°68'.7 
1.16  S. 

89°69M 
2.00  S. 

89°69'Ji 
2.49  s. 

90°  (E.  or  W.) 
2.6^8 

89°  57' .3 
3.441*. 

89°  67'.7 

1.55  n. 

89°68'.2 
0.00 

89°68'.6 
1.21  S. 

89°  69'.! 
2.07  s. 

89°69'.6 
2.59  s. 

90°  (E  orW.) 
2.76  S. 

89°  67' .2 
3.57  K. 

89°  67'.6 
1.61  R. 

89°58M 
0.00 

89°68'.6 
1. 258. 

89°69'.l 
2.14  S. 

89°69'.6 
2.67  s. 

90°  (E.  or  W.) 
2.86  8. 

89°  67M 
3.70  R. 

89^  57'.5 
1.66  N. 

89°68'.0 
0.00 

89°  68' .5 
1.30  S. 

89°50'.O 
2.22  S. 

89°69'Ji 
2.78  S. 

90°  (E.  or  W.) 
2.96  S. 

89°  67'.0 
3.82  N. 

89°57'Jl 
1.72  IV. 

89°68'.0 
0.00 

89°68'.6 
1.34  s. 

89°69'.0 
2.30  s. 

89°69'.6 
2.87  S. 

90°  (E.  or  W.) 
3.06  S. 

89°56'.9 
3.96  R. 

89°  57'.4 
1.78  IV. 

89°  57'.9 
0.00 

89°68'.4 
1.39  s. 

89°69'.0 
2.38  S. 

89°59'.6 

2.97  s. 

90°  (E.  or  W.) 

3.17  s. 

Deflec- 
tion Angle 

and  nat. 

tan.  to 
Rad.  66  ft. 


3'  00"  .2 
0.69  ins. 

3'  07"  .4 
0.72  ins. 

3'  16".0 
0.75  ins. 

8*  22".6 
0.78  ins. 

3'  30".4 
0.8  X  ins. 

3'  38"  .4 
0.84  ins. 

3'  46".4 
0.87  ins. 

3'  66"  .0 
0.90  ins. 

4'  03". 6 
0.93  ins. 

4'  12".6 
0.97  ins. 

4'21".6 
x.ooins. 

4'  31"  .2 
X.04  ins. 

4'  40".8 
X.08  ins. 

4'60".8 
X.12  ins. 

6'  01".0 
x.x6ins. 

6'  11".8 
X. 20  ins. 

6'22".8 
x.24ins. 

6*  34".2 
X.28  ins. 

6'46".2 
x.33in». 

6'  68".6 
x.38ins. 

6'  11".4 
X.43  ins. 


'  6  miles,  i  5I  miles.    5  miles.   4I  miles.     4  miles.     3I  miles.        3  miles.        'n^,,  A^gle 

Lati-' I  and  nat. 

tude.  I  1,    tan.  to 

Azimuths  and  offsets  at  —  n Had.  66  ft. 
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When  the  6-mile  point  is  reached  the  direction  of  a  new  secant 
is  found  by  turning  off  to  the  north  the  deflection  angle  given  in 
the  right-hand  column  of  Table  4.  The  oflfsets  are  then  measured 
from  this  line  as  from  the  preceding  one.  The  chief  advantage 
of  this  method  is  that  the  oflfsets  are  short  and  hence  much  cutting 
is  saved  in  wooded  regions. 

**  With  ordinary  field  instruments,  usually  reading  to  single 
minutes  only,  fractional  parts  of  the  *  least  count'  are  generally 
estimated  by  the  eye.  Greater  accuracy  may  be  attained  by 
making  use  of  a  linear  measure  to  lay  oflF  deflection  angles." 
In  the  right-hand  colunm  of  Table  4  are  given  linear  dimensions 


-''      [Offsets-TW»l«  6] 


r 

Fig.  58a.    Tangent  Method  for  Establishing  a  Parallel  of  Latitude. 


suitable  for  use  in  laying  oflF  the  deflection  angles  corresponding 
to  the  various  latitudes  noted.  In  using  this  extremely  valuable 
method  of  laying  oflF  small  angles,  a  point  is  first  carefully  marked, 
by  double  centering,  at  a  distance  of  one  chain  (66  feet)  from  the 
instrument.  A  scale  divided  to  decimals  of  an  inch  is  then  used 
to  measure  oflF  toward  the  north  the  appropriate  distance  taken 
from  the  Table,  and  the  vertical  cross-wire  of  the  transit  is  moved 
through  the  angle  subtended.  The  reading  of  the  vernier  will 
check  the  measurement  and  guard  against  large  errors.  The 
direction  thus  determined  is  then  prolonged  in  the  usual  manner. 
155b.  "The  Tangent  Method.  —  This  method  consists  in 
laying  oflF  from  a  true  meridian,  established  by  observations  on 
Polaris  at  elongation,  an  angle  of  90°,  producing  the  direc- 
tion thus  determined,  a  distance  of  6  miles,  in  a  straight  line,  and 
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TABLE  5. 

Azimuths  of  the  Tangent  to  the  Parallel. 

[The  azimuth  is  the  5Jiullfr  anete   ihe  tangent  makes   with  the  true   meridian   and  always 
measured  tram  Ihc  ntjrtb  ana  towards  the  tangential  points.] 
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TABLE  a 
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Lati- 
tude. 

imile. 

a  miles. 

3  miles. 

4  miles. 

5  miles. 

6  miles. 

o 

Ckatpu. 

Chains. 

Chains, 

Chains. 

Chains, 

Chains. 

30 
31 
3a 

0.006 
0006 
0.006 

0.023 
0.024 
0.02c 

0.053 
0.055 
0.057 

o.oe 

0.10 
0.10 

0.14 
0.15 
0.16 

0.21 
0.22 
0.23 

33 
34 
35 

0.007 
0.007 
0.007 

0.026 
0.027 
0.028 

0.069 
0.061 
0.064 

0.10 
0.11 
0.11 

0.16 
0.17 
0.18 

0.24 
0.25 
0.25 

36 

0.007 
0.008 
0.008 

0.029 
0.031 
0  032 

0.066 
0.068 
0.071 

0.12 
0.12 
0.13 

0.18 
0.19 
0.20 

0.26 
0.27 
0.28 

39 
40 
41 

0.008 
0.006 
0.009 

0.033 
0.031 
0.035 

0.074 
0.076 
0.079 

0.13 
0.13 
0.14 

0.20 
0.21 
0.22 

0.29 
0.30 
0.32 

4a 
43 
44 

0.009 
0.009 
0.010 

0.036 
0.038 
0.039 

0.082 
0.085 
0.088 

0.14 
0.15 
0.16 

0.23 
0.24 
0.24 

0.33 
0.34 
0.35 

47 

0.010 
0.010 
0.011 

0.040 
0.042 
0.044 

0.091 
0.094 
0.097 

0.16 
0.17 
0.17 

0.25 
0.26 
0.27 

0.36 
0.37 
0.39 

48 
49 
50 

0.011 
0.012 
0.012 

0.015 
0.046 
0.O48 

0.101 
0.104 
0.108 

0.18 
0.19 
0.19 

0.28 
0.29 
0.30 

.   0.40 
0.42 
0.43 

Lati- 
tude. 

7  miles. 

8  miles. 

9  miles. 

10  miles. 

IX  miles. 

13  miles. 

0 

Chains. 

Chains. 

Chains. 

Chains. 

Chains. 

Chains. 

30 
31 
3a 

0.29 
0.30 
0  31 

0.37 
0.30 
0.40 

0.47 
0.49 
0.51 

0.68 
0.60 
0.63 

0.71 
0.74 
0.76 

0.84 
0.88 
0.91 

33 
34 
35 

0.32 
0.33 
0.35 

0.42 
0.43 
0.46 

0.53 
0.66 
0.57 

0.66 
0.68 
0.70 

0.79 
0.82 
0.86 

0.95 
0.98 
1.02 

36 

0.36 
0.37 
0.38 

0.47 
0.48 
0.50 

0.59 
0.61 
0.64 

0.73 
0.75 
0.78 

0.89 
0.91 
0.95 

1.06 
1.10 
1.14 

39 

40 
41 

0.40 
0.41 
0.43- 

0.52 
0.54 
0.56 

0.66 
0.68 
0.70 

0.81 
0.84 
0.87 

0.99 
1.02 
1.06 

1.18 
1.22 
1.28 

4a 
43 
44 

0.44 
0.46 
0.48 

0.68 
0.60 
0.62 

0.73 
0.75 
0.79 

0.90 
0.93 
0.97 

1.09 
1.14 
1.18 

1.31 
1.36 
1.40 

47 

0.49 
0.51 
0.53 

0.64 
0.66 
0.68 

0.81 
0.84 
0.87 

1.00 
1.04 
1.07 

1.22 
1.26 
1.31 

1.45 
1.60 
1.66 

48 
49 
50 

0.55 
0.67 
0.60 

0.71 
0.74 
0.77 

0.91 
0.93 
0.97 

1.12 
1.16 
1.20 

1.36 
1.40 
1.45 

1.61 
1.67 
1.73 
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measuring  north  therefrom,  at  half-mile  intervals,  distances  of 
correct  length,  taken  from  Table  6  (interpolated  if  necessary), 
for  the  given  latitude,  to  attain  other  points  on  the  latitude 
curve  passing  through  the  tangential  or  initial  points. 

"  The  azimuth  or  bearing  of  the  tangent  at  successive  mile 
points  will  be  taken  from  Table  5  to  the  nearest  whole  minute 
only,  and  will  be  inserted  in  the  field  notes,  no  interpolation 
being  required,  except  when  test  sights  are  taken.  The  true 
bearing  between  two  points  on  a  standard  parallel  will  be  derived 
from  Table  5  by  taking  it  in  the  column  headed  with  one-half  the 
distance  between  said  points.  The  offsets  at  intervals  of  one 
mile  are  inserted  in  Table  6;  to  obtain  the  length  of  offsets  at  the 
half-mile  points,  take  one-fourth  of  the  offset  corresponding  to 
twice  the  distance  of  the  half-mile  point  from  the  tangential  point. 

"This  method  is  suitable  for  running  standard  parallels  and 
latitudinal  township  lines  in  a  level  open  country,  where  no 
intersections  with  topographical  features  will  be  required;  but 
in  all  cases  the  secant  method  will  be  found  most  convenient." 

"  156.  Initial  Points.  —  Initial  points  from  which  the  lines 
of  the  public  surveys  are  to  be  extended  will  be  established 
whenever  necessary,  under  such  special  instructions  as  may  be 
prescribed  in  each  •  case  by  the  Commissioner  of  the  General 
Land  Office.  The  locus  of  such  initial  points  will  be  selected 
with  great  care  and  due  consideration  for  their  prominence  and 
easy  identification,  and  must  be  established  astronomically. 

"An  initial  point  should  have  a  conspicuous  location,  visible 
from  distant  points  on  lines;  it  should  be  perpetuated  by  an  in- 
destructible monument,  preferably  a  copper  bolt  firmly  set  in  a 
rock  edge;  and  it  should  be  witnessed  by  rock  bearings,  without 
relying  on  anything  perishable  like  wood." 

157.  Base-Line.  —  From  the  initial  point  the .  base-line  is 
extended  both  east  and  west  on  a  true  parallel  of  latitude,  one  of 
the  methods  described  in  the  foregoing  paragraphs  being  used. 
Great  care  is  taken  to  secure  instrumental  accuracy.  Two 
back  and  two  fore  sights  are  taken  at  each  setting  of  the  instru- 
ment, the  horizontal  limb  being  revolved  180°  in  azimuth 
between  the  observations,  in  one  method,  taking  the  mean  of 
observations.     Another  method,  called  double  back  and  fore 


INITIAL  POINTS  AND   BASR-LINE  135 

sights,  is  Still  more  exact,  and  therefore  preferable.  In  this 
process  the  vertical  cross-wire  is  fixed  upon  two  transit  points 
at  some  distance  apart,  in  the  rear,  and  then  reversed  to  set 
one  or  two  new  points  in  advance.  This  not  only  insures  a 
straight  line,  if  the  transit  is  leveled,  but  also  detects  the  least 
error  of  coUimation.     (See  Art.  64,  p.  52.) 

"Where  solar  apparatus  is  used  in  connection  with  a  transit, 
the  deputy  will  test  the  instrument,  whenever  practicable,  by 
comparing  its  indications  with  a  meridian  determined  by  Polaris 
observations;  and  in  all  cases  where  error  is  discovered  he  will 
make  the  necessary  corrections  of  his  line  before  proceeding 
with  the  survey.  All  operations  will  be  fully  described  in  the 
field  notes. 

"In  order  to  detect  errors  and  insure  accuracy  in  meas- 
urement, two  sets  of  chainmen  will  be  employed;  one  to  note 
distances  to  intermediate  points  and  to  locate  topograph- 
ical features,  the  other  to  act  as  a  check.  Each  will  measure 
40  chains,  and  in  case  the  difference  is  inconsiderable,  the  proper 
comer  will  be  placed  midway  between  the  ending  points  of  the 
two  measurements;  but  if  the  discrepancy  exceed  8  links  on 
even  ground,  or  25  links  on  mountainous  surface,  the  true 
distance  will  be  found  by  careful  re-chaining  by  one  party  or 
both. 

"The  deputy  will  be  present  when  each  comer  is  thus  estab- 
lished, and  will  record  in  the  body  of  his  field  notes  the  distances 
to  the  same,  according  to  the  measurement  by  each  set  of  chain- 
men. 

"To  obviate  collusion  between  the  sets  of  chainmen,  the 
second  set  should  commence  at  a  point  in  advance  of  the  begin- 
ning comer  of  the  first  set,  the  initial  difference  in  measurement 
thus  obtained  being  known  only  to  the  deputy." 

The  proper  township,  section,  and  quarter-section  comers 
are  established  at  the  appropriate  intervals,  and  meander  and 
witness  comers  (Arts.  i65a-c,  pp.  148-9.)  are  set  wherever  the 
line  crosses  such  streams,  lakes,  bayous,  or  other  objects  as  may 
make  their  use  necessary.  Stones  or  posts  used  to  mark  the 
positions  of  the  township  or  section  comers  are  marked  on 
their  north  face  with  the  letters  SC,  for  "standard  comer,"  for 
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the  purpose  of  easily  distinguishing  them  from  the  "closing 
comers,"  to  be  set  later. 

158.  Principal  Meridian.  —  The  principal  meridian  is 
extended  as  a  true  meridian  of  longitude  both  north  and  south 
from  the  initial  point.  The  methods  used  for  the  determina- 
tion of  directions,  and  the  precautions  observed  to  secure 
accuracy  of  measurement,  are  the  same  as  those  described  in 
the  preceding  article,  under  the  subject  of  "  Base-Line." 

Also,  as  in  the  case  of  the  base-line,  all  township,  section, 
quarter-section,  and  other  necessary  comers  are  established  in 
the  proper  places  as  the  survey  proceeds. 

159.  Standard  Parallels.  —  Standard  parallels,  which  are  also 
sometimes  referred  to  as  correction  lineSy  are  extended  both  east 
and  west  from  every  fourth  township  comer  previously  estab- 
lished on  the  principal  meridian.  Sometimes,  however,  the  dis- 
tance between  them  is  more  or  less  than  24  miles,  depending 
upon  the  requirements  of  the  particular  survey  in  question. 
For  example,  in  Kansas  the  correction  Uncs  occur  at  regular 
intervals  of  30  instead  of  24  miles.  In  all  cases  deviations  from 
the  regular  order  are  made  only  under  the  written  special 
instmctions  of  the  Surveyor  General.  The  Manual  provides 
further  that  **  where  gross  irregularities  (in  previous  surveys) 
require  additional  standard  lines,  from  which  to  initiate  new,  or 
upon  which  to  close  old  surveys,  an  intermediate  correction  line 
should  be  established  to  which  a  local  name  may  be  given,  e.g., 
*  Cedar  Creek  Correction  Line';  and  the  same  will  be  run,  in 
all  respects,  Uke  the  regular  standard  parallels." 

Standard  parallels  are  established  as  true  parallels  of  latitude, 
and  are  run  in  the  same  manner  and  with  the  same  precautions 
for  accuracy  as  in  the  survey  of  the  base-line. 

Appropriate  comers  are  established  at  the  proper  intervals, 
and  the  township  and  section  comers  are  marked  SC  on  their 
north  face,  the  same  as  those  on  the  base-line. 

160.  Guide  Meridians.  —  Guide  meridians  are  extended  north 
from  the  base-line,  or  standard  parallels,  at  intervals  of  24  miles 
east  and  west  from  the  principal  meridian.  They  are  run  as 
true  meridians  of  longitude,  and  are  extended  to  an  intersection 
with  the  next  correction  line  north.     At  the  point  of  intersection 


STANDARD  PARALLFXS  AND   GUIDE  MERIDIANS         1 37 

of  the  guide  meridian  with  the  correction  line  a  closing  corner  is 
established,  and  the  stone  or  post  is  marked  on  its  south  face  with 
the  letters  CC,  to  distinguish  it  from  the  standard  corners  already 
in  place.  Also,  the  distance  of  the  closing  comer  from  the 
nearest  standard  comer  is  measure  and  recorded  in  the  field 
notes.  This  correction  offset  will  vary  with  the  latitude  and 
with  the  distance  of  the  comer  from  the  principal  meridian. 
At  a  distance  of  15  or  20  ranges  from  the  principal  meridian  it 
may  be  so  great  that  the  closing  comer  will  be  nearer  to  the 
adjacent  quarter-section  comer  than  to  the  standard  township 
comer.  Furthermore,  it  is  obvious  that  the  closing  comers  will 
be  west  of  the  corresponding  standard  comers  on  the  east 
side  of  the  principal  meridian,  and  east  of  them  on  the  west 
side. 

The  mile  and  half-mile  distances  on  the  guide  meridians  are 
made  full  80  and  40  chains  in  length  until  the  last  half-mile  is 
reached,  into  which  all  excess  or  deficiency  due  to  discrepancies 
of  measurement  is  thrown. 

The  general  method  of  mnning  the  guide  meridians  is  the  same 
as  that  used  in  running  the  principal  meridian,  and  all  the  pro- 
visions for  securing  accuracy  of  alignment  and  measurement,  and 
for  establishing  comers,  prescribed  for  the  latter  apply  to  the 
former  also. 

Provision  is  made  for  mnning  guide  meridians  from  north  to 
south  where  existing  local  conditions  require  this  departure  from 
the  usual  practice.  In  such  a  case  the  closing  comer  is  first 
established  on  the  correction  line  by  calculating  the  proper  cor- 
rection distance  and  laying  it  off  from  the  standard  comer;  and 
then  the  guide  meridian  is  mn  due  south  from  this  point.  This 
method  may  be  used  in  case  the  standard  comer  from  which  the 
guide  meridian  would  ordinarily  originate  is  inaccessible,  or  for 
other  adequate  reasons. 

The  Manual  also  provides  that  "  where  guide  meridians  have 
been  improperly  placed  at  intervals  greatly  exceeding  the  author- 
ized distance  of  24  miles,  and  standard  lines  are  required  to  limit 
errors  of  old,  or  govern  new  surveys,  a  new  guide  meridian  may 
be  mn  from  a  standard,  or  properly  established  closing  comer, 
and  a  local  name  may  be  assigned  to  the  same,  e.g., '  Grass  Valley 
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Guide  Meridian.'  These  additional  guide  meridians  will  be 
surveyed  in  all  respects  like  regular  guide  meridians." 

161.  Township  Exteriors.  —  The  usual  method  of  subdividing 
a  24-mile  tract  into  townships  is  as  follows  (see  Fig.  57a). 

Beginning  at  the  standard  corner  at  the  southeast  comer  of  the 
southwest  township  in  the  tract,  the  surveyor  runs  north  on  a 
true  meridian  of  longitude  a  distance  of  6  miles,  setting  all  neces- 
sary comers  by  the  way.  From  the  township  comer  thus  estab- 
lished he  runs  due  west  on  a  random  line  (Art.  191,  p.  169)  to 
intersect  the  guide  meridian  (or  the  principal  meridian,  in  case 
he  is  working  in  Range  i  East),  setting  temporary  section  and 
quarter-section  comers  as  he  goes.  When  he  intersects  the 
meridian,  he  notes  the  **  falling  "  ♦  of  his  random  line,  and,  in 
case  this  is  within  the  limit  prescribed,  he  then  calculates  the 
course  of  the  tme  line  joining  the  two  township  comers  and  runs 
back  on  it,  setting  permanent  comers  opposite  the  temporary  ones 
previously  set  on  the  random  line.  In  this  way  all  the  deficiency 
due  to  the  convergence  of  the  meridional  boundaries  of  the  town- 
ship, together  with  whatever  excess  or  deficiency  may  arise  from 
inaccuracies  in  measurement,  are  thrown  into  the  most  westerly 
half-mile  of  the  latitudinal  boundary. 

The  range  line  is  now  continued  as  a  tme  meridian  for  another 
6  miles,  permanent  comers  being  set  as  before.  Then  another 
random  line  is  thrown  across  to  the  western  boundary  of  the 
range  of  townships,  and  is  corrected  back  to  the  tme  line,  in  the 
same  manner  as  that  just  described.  This  process  is  continued 
until  the  most  northerly  township  in  the  24-mile  tract  is  reached, 
when  the  range  line  is  merely  continued  as  a  tme  meridian  to 
an  intersection  with  the  correction  line,  at  which  point  a  closing 
township  comer  is  established.  The  half-mile  intervals  on  the 
range  line  are  made  full  40  chains  for  the  entire  24  miles,  except 
the  most  northerly  half-mile,  into  which  all  excess  or  deficiency 
due  to  irregularities  of  measurement  is  thrown. 

The  two  other  range  lines  of  the  24-mile  block  are  mn  in  a 
similar  manner,  the  latitudinal  township  lines  being  extended  to 

*  That  is,  the  distance  of  the  point  at  which  the  random  line  intersects  the 
meridian  from  the  objective  comer. 
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the  westward  at  the  proper  intervals  and  made  to  connect  with 
the  township  comers  previously  established.  From  the  township 
comers  on  the  last  range  line,  however,  random  Imes  are  run  also 
to  the  eastward  to  meet  the  guide  meridian,  and  are  then  cor- 
rected back  to  the  westward  on  a  tme  line  between  the  township 
comers.  This  is  done  in  such  a  way  that  the  excess  or  deficiency 
of  this  line  also  is  thrown  into  the  most  westerly  half-mile. 

"In  cases  where  impassable  obstacles  occur  and  the  fore- 
going rules  cannot  be  complied  with,  township  comers  will  be 
established  as  follows : 

"In  extending  the  south  or  north  boundaries  of  a  township 
to  the  west,  where  the  southwest  or  northwest  comers  cannot 
be  established  in  the  regular  way  by  running  a  north  and  south 
line,  such  boundaries  will  be  run  west  on  a  true  line,  allowing 
for  convergency  on  the  west  half-mile;  and  from  the  township 
comer  established  at  the  end  of  such  boundary,  the  west  boundary 
will  be  run  north  or  south,  as  the  case  may  be.  In  extending 
south  or  north  boundaries  of  a  township  to  the  east,  where  the 
southeast  or  northeast  comer  cannot  be  established  in  the  regular 
way,  the  same  rule  will  be  observed,  except  that  such  boundaries 
will  be  run  east  on  a  true  line,  and  the  east  boundary  run  north  or 
south,  as  the  case  may  be.  Allowance  for  the  convergency  of 
meridians  will  be  made  whenever  necessary." 

The  Manual  provides  for  a  maximum  allowable  limit  for 
closing  the  random  line  upon  the  township  comer,  as  follows: 
"  If  in  running  a  random  township  exterior,  such  random  exceeds 
or  falls  short  of  its  proper  length  by  more  than  3  chains,  allow- 
ing for  convergency,  or  falls  more  than  3  chains  to  the  right  or 
left  of  the  objective  point  (or  shows  a  proportionate  error  for 
lines  of  greater  or  less  length  than  6  miles),  it  will  be  re-mn, 
and  if  found  correctly  run,  so  much  of  the  remaining  boundaries 
of  the  township  will  be  retraced,  or  resurveyed,  as  may  be  found 
necessary  to  locate  the  cause  of  misclosure."  A  lateral  displace- 
ment of  3  chains  in  a  distance  of  6  miles  is  equivalent  to  an 
angular  deviation  of  21  minutes. 

162.  Subdivision  of  Townships.  —  In  the  subdivision  of  a 
township  into  sections  the  following  routing  is  followed  in  the 
field.     The  surveyor  sets  up  his  instrument  at  the  southeast 
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comer  of  the  township,  observes  the  meridian,  and  retraces  the 
range  line  northward  for  a  distance  of  one  mile,  and  the  township 
line  westward  for  the  same  distance.  This  is  for  the  purpose  of 
comparing  his  own  meridian  and  needle  observations  and  the 
length  of  his  chain  with  those  of  the  previous  surveyor  who  laid 
off  the  township  exteriors.*  Then  from  the  southwest  comer  of 
Section  36  he  runs  north  on  a  line  parallel  with  the  east  boundary 
of  the  township,  setting  a  quarter-section  comer  at  40  chains 
and  a  section  comer  at  80  chains.  Then  from  the  section  comer 
just  set  he  runs  east  on  a  random  line,  parallel  to  the  south 
boundary  of  the  section,  setting  a  temporary  quarter-section 
comer  at  40  chains.  When  he  intersects  the  range  line  he  notes 
the  falling  of  his  random  and  also  the  distance  it  overruns  or  falls 
short  of  the  length  of  the  south  boundary  of  the  section.  If  the 
falling  is  not  more  than  50  links  (33  feet,  representing  an  angular 
deviation  of  21  minutes),  and  if  the  distance  overruns  or  falls 
short  of  the  length  of  the  southem  boundary  of  Section  36  by  not 
more  than  the  same  amount,  a  retum  course  which  will  join  the 
two  section  comers  is  calculated;  this  new  line  is  then  run  toward 
the  west,  the  permanent  quarter-section  comer  being  set  at  its 
middle  point. 

From  the  section  comer  just  regained  the  survey  is  now  con- 
tinued north  between  Sections  25  and  26,  the  direction  being 
changed  slightly  to  the  east  or  west  according  to  whether  the 
latitudinal  section  line  just  completed  exceeded  or  fell  short  of 
the  desired  length.  At  40  and  80  chains  on  this  line  the  quarter- 
section  and  section  comers,  respectively,  are  set,  and  from  the 
section  comer  a  random  is  run  across  to  the  range  line,  and  a 
retum  course  is  calculated  and  run  as  before.  This  process  is 
continued  until  five  of  the  six  sections  in  the  series  are  inclosed. 
Then,  if  the  north  boundary  of  the  township  is  not  a  correction 
line,  from  the  section  comer  last  established  a  random  is  run 
north  to  the  township  boundary,  and  from  the  data  thus  secured 
a  true  line  is  calculated  and  run  from  the  section  comer  on  the 
township  line  back  to  the  initial  comer.  If  the  north  boundary 
of  the  township  is  a  correction  line,  however,  the  point  at  which 

*  See  specimen  field  notes,  p.  144. 
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the  random  intersects  this  boundary  is  established  as  a  closing 
comer  and  its  distance  from  the  nearest  standard  comer  is  meas- 
ured and  recorded.  In  either  case  the  permanent  quarter- 
section  corner  is  established  at  40  chains  north  of  the  initial 
comer,  the  excess  or  deficiency  being  thrown  into  the  most 
northerly  half-mile. 

In  a  ^imilar  manner  the  succeeding  ranges  of  sections  are 
enclosed,  randoms  being  run  across  eastward  to  the  section  cor- 
ners previously  established  and  tme  lines  corrected  back.  From 
the  fifth  series  of  section  comers  thus  established,  however, 
random  lines  are  projected  to  the  westward  also,  and  are  closed 
on  the  corresponding  section  comers  in  the  range  line  forming 
the  westem  boundary  of  the  township.  In  correcting  these  lines 
back,  however,  the  permanent  quarter-section  comers  are  estab- 
lished at  points  40  chains  from  the  initial  comers  of  the  randoms, 
thereby  throwing  all  fractional  measurements  into  the  most 
westerly  half-miles.  Reference  to  Figs.  59  and  60  will  help 
toward  an  understanding  of  this  method  of  subdivision. 

Table  6a,  taken  from  the  Manual,  gives  (to  the  nearest  whole 
minute)  the  angular  convergency  of  meridians  from  one  to  five 
miles  apart.  The  meridional  section  lines,  therefore,  by  reason 
of  being  (theoretically)  parallel  to  the  range  line  on  the  east 
boundary  of  the  township,  will  depart  from  tme  meridians  by 
the  amounts  indicated  in  the  table. 

TABLE  6a. 
Corrections  for  Convergency  within  a  Township. 


Latitude. 


30  to  35 
35  to  40 
40  to  45 
45  to  50 
50  to  55 
55  to  60 
60  to  65 
65  to  70 


Correction  to  be  applied  to  bearing  of  range  lines 
at  a  distance  of  — 


mile,      a  miles.     3  miles.     4  miles.     5  miles. 
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From  a  consideration  of  the  foregoing  it  will  be  apparent 
(i)  That  interior  meridional  section  lines  are  80  chains  in 
length,  except  those  next  to  the  north  boundary  of  the  town- 
ship; and  that  the  south  half  of  these  is  40  chains. 

(2)  That  interior  latitudinal  section  lines  are  within  50  links 
of  the  length  of  the  line  forming  the  southern  boundary  of  the 
range  of  sections,  except  those  section  lines  next  tck  the  west 
boundary  of  the  township;  and  that  the  east  half  of  tnese  is  40 
chains. 

(3)  That  interior  section  lines,  whether  meridional  or  latitu- 
dinal, are  ordinarily  straight  for  one  mile  only. 

(4)  That  except  in  those  section  lines  next  to  the  north  and 
west  boundaries  of  the  township,  the  quarter-section  comers 
are  placed  equidistant  from  the  two  section  comers  on  either 
side. 

(5)  That  meridional  section  lines  are  intended  to  be  parallel 
to  the  range  line  forming  the  eastem  boundary  of  the  town- 
ship; and  similarly,  that  latitudinal  section  lines  are  intended  to 
be  parallel  to  the  township  line  forming  its  southem  boundary. 

(6)  That  the  cumulative  deficiency  in  latitudinal  lines  due 
to  the  convergence  of  the  meridians  is  thrown  into  the  most 
westerly  half-mile  of  the  township. 

(7)  That  no  quarter-section  closing  comers  are  established  on 
correction  lines  for  the  use  of  the  sections  south  of  these  lines. 

163.  Fractional  Sections.  —  In  sections  made  fractional  by 
rivers,  lakes,  or  other  bodies  of  water,  lots  are  formed  bordering 
on  the  body  of  water,  and  numbered  consecutively  through  the 
section.  The  boundaries  of  these  lots  usually  follow  the  quarter 
lines  of  the  section,  and  contain,  as  nearly  as  may  be,  forty 
acres  each.  Fig.  59  indicates  the  method.  Also,  the  quarter 
quarter  sections  along  the  north  and  west  boundaries  of  a 
township,  into  which  the  discrepancies  of  measurements  or 
the  deficiencies  due  to  the  convergence  of  the  range  lines  are  to 
be  carried  when  the  sections  are  subdivided,  are  usually  num- 
bered and  sold  as  lots.  (See  Art.  169,  p.  153d.)  These  lot  lines 
are  not  actually  run  in  the  field,  but,  like  the  quarter-section 
lines,  are  merely  indicated  on  the  plates,  and  the  areas  by  which 
the  lots  are  sold  are  computed  in  the  office. 
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Field  notes  taken  in  connection  with  the  survey  of  public 
lands  are  required  to  be  returned  to  the  General  Land  Office 
in  the  narrative  form.  A  sample  page  of  notes,  somewhat  con- 
densed from  those  given  in  the  Manual,  is  herewith  presented 


N  63  55  ft 


"sm^ 


S  69*^61 


Fig.  59.    Showing  Part  of  a  Typical  Township;  also  Showing  Method 
OF  Forming  Lots  in  Fractional  Sections. 


for  its  value  not  only  as  an  illustration  of  a  section  line  survey 
but  also  as  an  instructive  example  of  this  very  valuable  method 
of  note  keeping.  Fig.  59,  also  from  the  Manual,  shows  the 
nine  sections  in  the  southeastern  part  of  a  typical  township,  and 
illustrates  the  specimen  notes  given. 
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Chains. 


4.50 
20.00 

29.30 
30.00 
39.50 


40.00 
40.50 


50.50 
51.50 

57.50 

72.50 

80.00 


Specimen  of  Field  Notes. 
Subdivision  of  T.  15  N.,  R.  20  E. 

From  the  Tp.  cor.  already  described,*  I  run 

North,  on  the  5th  Guide  Meridian  and  £.  bdy.  of  sec.  36:    and,  at 
40.01  chs.,  intersect  the  i  sec.  cor. ;   and,  at  79.98  chs.,  fall  1  Ik.  W. 
of  the  cor.  of  sees.  25,  30,  31,  and  36;  therefore,  the  line  bears  north. 
From  the  Tp.  cor.  1  run  N.  89**  57'  W.,  on  the  S.  bdy.  of  sec.  36;   at 
39.99  chs.,  fall  0^  Ik.  N.  of  the  i  sec.  cor.;   and  at  80.01   chs.  fall 
1  Ik.  S.  of  the  cor.  of  sees.  1,  2,  35,  and  36,  on  S.  bdy.  of  the  Tp.; 
consequently,  the  S.  bdy.  of  the  sec.  36  bears  N.  89**  57'  W. 
Therefore,  the  bearings  are  as  stated  by  the  surveyor  general,  and  my 
chaining  practically  agrees  with  the  field  notes  of  the  original  survey. 
I  commence  at  the  cor.  of  sees.  1,  2,  35,  and  36,  on  the  S.  bdy.  of  the 
Tp.,  which  is  a  sandstone,  6x8x5  ins.  above  ground,  firmly  set, 
and  marked  and  witnessed  as  described  by  the  surveyor  general. 
Thence  I  run 

N.  0**  01'  W.,  bet.  sees.  35  and  36. 
Over  level  bottom  land. 
Wire  fence,  bears  E.  and  W. 

Enter  scattering  Cottonwood  timber,  bears  E.  and  W.     F.  G.  Alexan- 
der's house  bears  N.  28**  W. 
Leave  scattering  cottonwoods,  bearing  E.  and  W.;  enter  road,  bears  N. 
SE.  cor.  of  F.  U.  Alexander's  field;   thence  along  west  side  of  road. 
To  crossroads,   bears  E.   to  Mound  City;    N.   to   Lake  City.     F.  G. 
Alexander's  house  bears  S.  40**  W.     The  ^  sec.  cor.  point  will  fall 
in  road;  therefore 
Set  a  cedar  post,  3  ft.  long,  3  ins.  sq.,  with  quart  of  charcoal,  24  ins. 
in  the  ground,  for  witness  cor  .to  ^  sec.  cor.,   marked  W  C  *  S  35 
on  W.  and  36  on   E.  face;   dig  pits,  18  X  18  X  12  ins.  N.  and  S.  of 
post,  3  ft.  dist.;   and  raise  a  mound  of  earth  3^  ft.  base,  1^  ft.  high. 
W.  of  cor. 
Point  for  ^  sec.  cor.  in  road. 

Deposit  a  marked  stone,  24  ins.  in  the  ground,  for  \  sec.  cor. 
The  SE.  cor.  of  Pat.  Curran's  field  bears  W.,  5  Iks.  dist. 
Set  a  limestone,  15  X  8  X  6  ins.  10  ins.  in  the  ground,  for  witness  cor. 
to  i  sec.  cor.,  marked  W  C  i  S  on  W.  face;   dig  pits,  18  X  18  X  12 
ins.  N.  and  S.  of  stone,  3  ft.  dist.;  and  raise  a  mound  of  earth,  3^  ft. 
base,  li  ft.  high,  W.  of  cor. 
Thence  along  E.  side  of  field. 

NE.  cor.  of  Pat.  Curran's  field,  bears  W.  4  Iks.  dist. 
Leave  road;    which  turns  to  N.  70**  W.,  leads  to  ferry  on  Yellowstone 

River;   thence  to  Lake  City. 
Enter  den.se  cottonwood  and  willow  undergrowth,  bears  N.  54**  E.  and 

S.  54**  W. 
I^ave  undergrowth,  enter  scattering  timber,  bears  N.  60**  E.  and  S. 

60**  W. 
Set  a  locust  post,  3  ft.  long,  4  ins.  sq.,  24  ins.  in  the  ground,  for  cor.  of 
sees.  25,  26,  35  and  36,  marked 
T  15  N  S  25  on  NE., 
R  20  E  S  36  on  SE., 
S  35  on  SW.,  and 

S  26  on  NW.  face;  with  1  notch  on  S.  and  E.  faces;  from  which 
An  ash,  13  ins.  diam.,  bears  N.  22**  E.,  26  Iks.  dist.,  marked  T  15 

N  R  20  E  S  25  B  T. 
A  sycamore,  23  ins.  diam.,  bears  S.  71  J**  E.,  37  Iks.  dist.,  marked 

T15N  R20ES36  BT. 
A  walnut,  17  ins.  diam.,  bears  S.  64**  W.,  41  Iks.  dist.,  marked 

T  15  N  R  20  E  S  35  B  T. 
A  cottonwood,   13  ins.  diam.,  bears  N.  21  J**  W.,  36  Iks.  dist., 
marked  T  15  N  R  20  E  S  26  B  T. 


♦  Description  omitted.     A  description  of  the  determination  of  a  true  meridian 
by  both  solar  and  Polaris  observations  is  also  omitted. 
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164.  **  Summary  of  objects  and  data  intersected  by  the  line 
or  in  its  vicinity,  to  be  noted.  —  i.  The  precise  course  and  length 
of  every  line  run,  noting  all  necessary  offsets  therefrom,  with 
the  reason  for  making  them,  and  method  employed. 

"  2.  The  kind  and  diameter  of  all  bearing  trees,  with  the 
course  and  distance  of  the  same  from  their  respective  comers; 
and  the  precise  relative  position  of  witness  comers  to  the  true 
comers. 

"3.    The  kind  of  materials  of  which  comers  are  constmcted. 

"4.  Trees  on  line.  The  name,  diameter,  and  distance  on  line 
to  all  trees  which  it  intersects. 

"5.  Intersections  by  line  of  land  objects.  The  distance  at 
which  the  line  intersects  the  boundary,  lines  of  every  reservation, 
town  site,  donation  claim,  Indian  allotment,  settler's  claim,  im- 
provement, or  rancho;  prairie,  bottom  land,  swamp,  marsh,  grove, 
and  windfall,  with  the  course  of  the  same  at  all  points  of  inter- 
section; also,  the  distances  at  which  the  line  begins  to  ascend, 
arrives  at  the  top,  begins  to  descend,  and  reaches  the  foot  of  all 
remarkable  hills  and  ridges,  with  their  courses,  and  estimated 
height  in  feet,  above  the  level  land  of  the  surrounding  country, 
or  above  the  bottom  lands,  ravines,  or  waters  near  which  they 
are  situated.  Also,  distance  to  and  across  large  ravines,  their 
depth  and  course. 

"  6.  Intersections  by  line  of  water  objects.  All  rivers,  creeks, 
and  smaller  streams  of  water  which  the  line  crosses;  the  distances 
measured  on  the  true  Une  to  the  bank  first  arrived  at,  the  course 
down  stream  at  points  of  intersection,  and  their  widths  on  line. 
In  cases  of  navigable  streams,  their  width  will  be  ascertained 
between  the  meander  comers,  as  set  forth  under  the  proper 
head. 

"  7.  The  land's  surface  —  whether  level,  rolling,  broken,  hilly, 
or  mountainous. 

"8.  The  soil  —  whether  rocky,  stony,  sandy,  clay,  etc.,  and 
also  whether  first,  second,  third,  or  fourth  rate. 

"9.  Timber  —  the  several  kinds  of  timber  and  undergrowth, 
in  the  order  in  which  they  predominate. 

"  10.  Bottom  lands  —  to  be  described  as  wet  or  dry,  and  if 
subject  to  inundation,  state  to  what  depth. 
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"11.  Springs  of  water  —  whether  fresh,  saline,  or  mineral, 
with  the  course  of  the  streams  flowing  from  them. 

"  12.  Lakes  and  ponds  —  describing  their  banks  and  giving 
their  height,  and  whether  it  be  pure  or  stagnant,  deep  or  shallow. 

"  13.  Improvements.  Towns  and  villages;  houses  or  cabins, 
fields,  or  other  improvements  with  owners'  names;  mill  sites, 
forges,  and  factories,  U.  S.  mineral  monuments,  and  all  comers 
not  belonging  to  the  system  of  rectangular  surveying;  will  be 
located  by  bearing  and  distance,  or  by  intersecting  bearings  from 
given  points. 

"  14.  Coal  banks  or  beds;  peat  or  turf  grounds;  minerals  and 
ores;  with  particular  description  of  the  same  as  to  quality  and 
extent,  and  all  diggings  therefor;  also  salt  springs  and  licks.  All 
reUablc  information  that  can  be  obtained  respecting  these  objects, 
whether  they  be  on  the  line  or  not,  will  appear  in  the  general 
description. 

"15.  Roads  and  trails,  with  their  directions,  whence  and 
whither. 

"  16.  Rapids,  cataracts,  cascades,  or  falls  of  water,  with  the 
estimated  height  of  their  fall  in  feet. 

"  17.  Precipices,  caves,  sink  holes,  ravines,  remarkable  crags, 
stone  quarries,  ledges  of  rocks,  with  the  kind  of  stone  they  afford. 

"18.  Natural  curiosities,  interesting  fossils,  petrifactions, 
organic  remains,  etc. ;  also  all  ancient  works  of  art,  such  as  mounds, 
fortifications,  embankments,  ditches  or  objects  of  like  nature. 

"19.  The  magnetic  declination  will  be  incidentally  noted  at 
all  points  of  the  lines  being  surveyed,  where  any  material  change 
in  the  same  indicates  the  probable  presence  of  iron  ores;  and  the 
position  of  such  points  will  be  perfectly  identified  in  the  field 
notes. " 

165.  Marking  Corners.  —  Comers  are  marked  on  the 
ground  by  various  kinds  of  monuments,  depending  upon  the 
character  and  importance  of  the  comer  to  be  perpetuated, 
the  soil,  the  materials  available,  and  upon  other  local  and  special 
conditions.  In  places  where  stone  is  plentiful  monuments  of 
this  material  are  usually  set.  In  timbered  districts  where  suitable 
stones  are  difficult  to  obtain,  posts  are  driven  to  mark  the  points. 
In  prairie  regions  where  neither  stones  nor  timber  are  available 
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a  mound  of  earth  may  be  raised  over  the  comer,  a  small  marked 
stone,  a  charred  stake,  a  quart  of  charcoal,  or  some  other  per- 
manent and  distinguishable  mark  being  deposited  beneath  it. 
Occasionally  in  the  timber  the  comer  falls  on  a  spot  occupied  by 
a  tree,  in  which  case  the  tree  itself  may  stand  as  the  monument. 
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Fig.  60.    Showing  the  Subdivision  of  a  Township  into  Sections  and  the 
Method  CoiiMONLY  used  for  Marking  Township  and  Section  Corners. 


In  case  stones  or  posts  are  set  they  are  marked  with  notches 
as  shown  in  Figs.  60  and  60a,  in  order  to  indicate  their  respective 
positions  in  the  township.  Section  comers  on  range  lines, 
including  under  this  term  principal  and  guide  meridians,  are 
marked  with  notches  on  their  north  and  south  faces,  the  number 
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of  notches  being  equal  to  the  number  of  miles  to  the  next  adjacent 
township  comer  north  or  south.  In  a  similar  manner  the  section 
comers  on  the  township  lines,  including  base-lines  and  standard 
parallels,  are  notched  on  their  east  and  west  faces.  Township 
comers,  being  located  on  both  range  and  township  lines,  are 
marked  with  six  notches  on  each  of  the  four  sides.  In  addition 
to  being  notched  as  just  indicated,  comers  on  correction  lines  are 
marked  SC  on  their  northem  or  CC  on  their  southern  faces, 

depending   upon    whether   they 

are  standard  or  closing  comers. 

Section  comers  in  the  interior  of 

ii*'^  a  township  are  given  notches  on 


Fig.  60a.     Sketch  of  Stone  Monu- 
ment, Showing  Notches. 


their  east  and  south  faces  corre- 
sponding to  the  number  of  miles 
to  the  east  and  south  boundaries 
of  the  township.  Thus,  the 
comer  common  to  sections  20, 
21,  28,  and  29  would  have  two 
notches  on  the  south  and  four  on  the  east  face,  as  sketched 
in  Fig.  60a.  Quarter-section  comers  are  marked  with  the 
fraction  "i",  those  on  meridional  lines  on  their  west  and  those 
on  latitudinal  lines  on  their  north  faces. 

165a.  Witnessing  Comers.  —  Wherever  possible  the  monu- 
ment set  at  a  comer  is  witnessed  by  several  nearby  objects,  which 
may  be  easily  found  by  anyone  looking  for  the  comer  itself,  which 
are  not  readily  moved  or  obliterated,  and  which  are  compara- 
tively permanent.  In  timbered  country  the  stone  or  post  is 
usually  witnessed  by  "bearing  trees"  located  near  the  comer. 
The  process  of  establishing  a  witness  tree  is  to  take  its  bearing 
and  distance  from  the  corner,  then  to  blaze  oflf  the  bark  from  a 
short  section  of  the  tmnk  on  the  side  facing  the  comer  and  to 
cut  into  the  wood  with  scribing  tools  certain  letters  and  numerals 
indicative  of  the  section  in  which  the  tree  is  located.  For 
example,  the  tree  northeast  from  the  comer  shown  in  Fig.  60a 
might  be  marked 

] 

B  T, 


T 

7    S 

R 

15    E 

S 

21 
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the  letters  and  figures  being  abbreviations  of  "Township  7  south, 
Range  15  east,  Section  21,  Bearing  Tree.*'  Usually  one  tree  is 
marked  in  each  of  the  sections  to  which  the  corner  refers,  pro- 
vided suitable  trees  can  be  found  within  a  reasonable  distance  of 
the  comer. 

In  prairie  regions  small  rectangular  pits  are  dug  near  to  the 
comer,  the  earth  taken  from  them  being  used  to  form  a  mound. 
These  pits  are  placed  either  on  the  section  lines  leading  from  the 
comer  or  at  angles  of  45  degrees  with  these  lines,  depending  on 
the  kind  of  comer  witnessed;  and  the  mound  may  be  either 
alongside  the  monument  or,  in  case  the  monument  is  merely  a 
deposit  beneath  the  surface  of  the  ground,  may  be  placed  immedi- 
ately over  it.  Fig.  60b,  adapted  from  illustrations  given  in  the 
Manual,  indicates  the  manner  of  using  this  method  of  witnessing 
comers  of  the  several  classes.  Marks  of  this  kind  are  of  much 
greater  value  than  might  at  first  be  supposed,  for,  although  the 
sharp  outlines  are  quickly  worn  away,  the  grass  sod  soon  covers 
the  mound  and  grows  down  into  the  pits  and  preserves  them  from 
entire  obliteration.  In  many  places  on  the  plains  four  slight 
depressions  in  the  prairie  sod  with  a  little  mound  between  have 
perpetuated  the  location  of  the  section  comer  for  a  generation  or 
more,  until  the  country  has  been  settled  up  and  the  fence  lines 
strung.  Under  other  prevailing  conditions  comers  have  been 
witnessed  by  mounds  of  stone,  by  prominent  boulders,  and  by 
various  other  suitable  objects. 

165b.  Witness  Comers.  —  In  case  a  regular  comer  falls  in  a 
creek,  pond,  or  in  any  other  place  where  it  is  impracticable  to 
set  or  maintain  a  monument,  witness  corners  are  set  on  all  the 
lines  leading  to  this  corner.  These  are  marked  with  the  letters 
WC  in  addition  to  the  markings  that  would  be  appropriate  to  the 
comer  of  which  they  are  witnesses.  Witness  comers  are,  in 
tum,  referenced  by  bearing  trees,  pits  and  mounds,  and  other 
objects,  the  same  as  tme  comers. 

165c.  Meander  Comers.  —  Where  a  surveyed  line  intersects 
the  bank  of  a  stream  whose  width  is  more  than  three  chains,  or 
of  a  lake,  bayou  or  other  body  of  water  having  considerable 
extent,  a  meander  corner  is  established.  The  distance  from  the 
nearest  section  or  quarter-section  comer  is  measured  and  recorded 
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in  the  notes,  and  the  stone  or  post  set  as  a  monument  is  marked 
MC  on  the  side  facing  the  water,  and  the  point  is  referenced  by 
bearing  trees  or  by  mounds  of  earth  in  much  the  same  manner 
as  a  quarter-section  comer.  If  practicable,  the  line  is  then  carried 
across  the  stream  or  other  body  of  water  by  triangulation  to 
another  meander  comer  set  in  line  on  the  further  bank,  and  the 
survey  is  continued. 

166.  Meandering.  —  After  the  regular  subdivision  work 
has  been  done  traverses  are  run,  usually  by  the  needle,  joining 
the  successive  meander  comers  along  the  banks  of  the  streams  or 
lake.  A  traverse  of  this  kind,  or  a  meander  line,  as  it  is  called, 
originates  at  a  meander  comer  and  follows  as  closely  as  may  be 
practicable  the  various  sinuosities  of  the  bank  until  the  next 
meander  comer  is  reached.  Here  the  traverse  is  checked  by 
calculating  the  position  of  the  new  meander  corner  and  comparing 
this  with  its  known  position  on  the  surveyed  line,  and  the  mean- 
dering is  then  continued.  Fig.  61  illustrates  the  relation  of 
meander  comers  and  lines  to  the  regular  lines  of  the  survey. 
These  meander  lines  are  used  in  plotting  the  stream  on  the  map 
and  in  calculating  the  areas  of  the  sections  or  quarter-sections 
made  "fractional"  by  the  presence  of  the  body  of  water. 

The  following  quotation  from  the  Manual  indicates  the 
location  of  meander  lines,  their  functions  in  the  survey,  and  their 
authority  as  boundaries. 

"Lands  bounded  by  waters  are  to  be  meandered  at  mean 
high-water  mark.  This  term  has  been  defined  in  a  State  decision 
(47  Iowa,  370)  in  substance  as  follows:  High-water  mark  in  the 
Mississippi  River  is  to  be  determined  from  the  river-bed;  and 
that  only  is  river-bed  which  the  river  occupies  long  enough  to 
wrest  it  from  vegetation. 

"In  another  case  (14  Penn.  St.  59)  a  bank  is  defined  as  the" 
continuous  margin  where  vegetation  ceases,  and  the  shore  is  the 
sandy  space  between  it  and  low-water  mark. 

"Numerous  decisions  in  State  and  U.  S.  Supreme  Courts 
assert  the  principle  that  meander  lines  are  not  boundaries  defin- 
ing the  area  of  ownership  of  tracts  adjacent  to  waters.  The 
general  rule  is  well  set  forth  (10  Iowa,  549)  by  saying  that  in  a 
navigable  stream,  as  the  Des  Moines  River  in  Iowa,  high-water 
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mark  is  the  boundary  line.  When  by  action  of  the  water  the 
river  bed  changes,  high-water  mark  changes  and  ownership  of 
adjoining  land  changes  with  it.  The  location  of  meander  lines 
does  not  affect  the  question. 

"Inasmuch  as  it  is  not  practicable  in  public  land  surveys  to 
meander  in  such  a  way  as  to  follow  and  reproduce  all  the  minute 


Fig.  61. 


Showing  the  Relation  of  Meander  Corners  and  Meander 
Lines  to  the  Section  Lines. 


windings  of  the  high-water  line,  the  U.  S.  Supreme  Court  has 
given  the  principles  governing  the  use  and  purpose  of  meandering 
shores,  in  its  decision  in  a  noted  case  (R.  R.  Co.  v.  Schurmeier, 
7  Wallace,  286-7)  ^s  follows: 

"In  cases  where  the  deputy  finds  it  impossible  to  carry  his 
meander  line  along  mean  high-water  mark,  his  notes  should  state 
the  distance  therefrom,  and  the  obstacles  which  justify  the 
deviation. 

"  Proceeding  down  stream,  the  bank  on  the  left  hand  is  termed 
the  left  bank  and  that  on  the  right  hand  the  right  bank.     These 
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terms  will  be  universally  used  to  distinguish  the  two  banks  of 
a  river  or  stream. 

"  Navigable  rivers,  as  well  as  all  rivers  not  embraced  in  the 
class  denominated  *  navigable,'  the  right-angle  width  of  which 
is  three  chains  and  upwards,  will  be  meandered  on  both  banks, 
at  the  ordinary  mean  high-water  mark,  by  taking  the  general 
courses  and  distances  of  their  sinuosities,  and  the  same  will  be 
entered  in  the  field  book.  Rivers  not  classed  as  navigable  will 
not  be  meandered  above  the  point  where  the  average  right-angle 
width  is  less  than  three  chains,  except  that  streams  which  are 
less  than  three  chains  wide  and  which  are  so  deep,  swift,  and 
dangerous  as  to  be  impassable  through  the  agricultural  season, 
may  be  meandered,  where  good  agricultural  lands  along  the 
shores  require  their  separation  into  fractional  lots  for  the  benefit 
of  settlers." 

167.  Access  to  Records  and  Maps  of  the  Public 
Lands  Surveys.  —  It  is  evident  that  a  present  day  surveyor, 
practicing  in  a  region  originally  owned  as  Public  Land  and  sur- 
veyed as  such,  should  have  frequent  access  to  the  field  notes  of  the 
original  survey  of  his  district.  The  Circular  previously  referred 
to  states  that  "The  original  evidences  of  the  public  land  surveys 
in  the  following  States  have  been  transferred  to  the  State  authori- 
ties, to  whom  application  should  be  made  for  such  copies  of  the 
original  plats  and  field  notes  as  may  be  desired,  viz. : 

Alabama:  Secretary  of  State,  Montgomery. 

Arkansas:  Commissioner  of  State  Lands,  Little  Rock. 

Illinois:  Auditor  of  State,  Springfield. 

Indiana:  Auditor  of  State,  Indianapolis. 

Iowa:  Secretary  of  State,  Des  Moines. 

Kansas:  Auditor  of  State  and  Register  of  State  Lands,  Topeka. 

Michigan:  Commissioner  of  State  Land  Office,  Lansing. 

Mississippi:  Commissioner  of  State  Lands,  Jackson. 

Missouri:  Secretary  of  State,  Jefferson  City. 

Nebraska:  Commissioner  of  Public  Lands  and  Buildings,  Lincoln. 

Ohio:  Auditor  of  State,  Columbus. 

Wisconsin:  Commissioners  of  Public  Lands,  Madison. 

"  In  Other  public  land  States  the  original  field  notes  and  plats 
are  retained  in  the  offices  of  the  United  States  Surveyors  General." 

In  many  if  not  all  these  States  named  cither  the  original  records 
or  copies  of  the  same  have  been  distributed  among  the  various 
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Counties  of  the  State,  and  are  kept  for  reference  and  inspection 
in  the  office  of  the  County  Register  of  Deeds,  County  Surveyor, 
or  other  official. 

Township  maps  of  much  of  the  area  covered  by  the  Public 
Lands  Surveys  may  be  obtained  from  the  General  Land  Office  at 
Washington,  at  nominal  prices. 

i68.  RELOCATmo  LOST  CORNERS.  —  It  has  been  the  com- 
mon experience  that  many  of  the  monuments  and  marks  origi- 
nally established  on  the  lines  of  the  Public  Lands  Surveys  become 
lost  or  obliterated  by  the  time  the  country  has  been  settled  for  a 
generation  or  two.  Witness  and  line  trees  *  are  cut  down  when 
the  land  is  cleared,  the  pits  and  mounds  marking  the  comers  on 
the  prairie  are  quickly  destroyed  when  the  sod  is  broken  up, 
posts  rot  away,  and  no  one  takes  the  trouble  to  see  that  new  and 
more  durable  marks  are  set  to  perpetuate  the  location  of  the 
points.  Largely  owing  to  the  fact  that  in  the  areas  covered  by 
the  Public  Lands  Surveys  the  public  roads  are  usually  located 
along  the  section  lines,  even  substantial  stone  monuments  often- 
times are  carelessly  knocked  out  of  place  and  eventually  are 
thrown  into  the  ditch  or  the  fence  comer.  Particularly  during 
the  pioneer  period,  when  the  country  is  just  being  settled  and 
land  is  cheap,  the  greatest  indifference  prevails  relative  to  the 
preservation  of  the  original  monuments,  resulting  in  serious 
disputes  and  costly  litigation  later  when  the  land  becomes  more 
valuable.  A  considerable  part  of  the  work  of  the  present  day 
County  Surveyor  is  concerned  with  the  relocation  of  comers  that 
have  been  carelessly  destroyed. 

An  act  of  Congress  approved  February  ii,  1805,  specifically 
provides  that  comers  actually  located  in  the  field  shall  be  estab- 
lished as  the  proper  comers  of  the  sections  or  quarter-sections 
which  they  were  intended  to  designate,  irrespective  of  whether 
they  were  properly  located  in  the  first  place  or  not.     A  further 


*  "Line  trees"  are  those  directly  on  a  line  of  the  survey.  They  are  blazed  on 
opposite  sides,  the  blazes  facing  backward  and  forward  along  the  line.  Trees 
near  the  line  are  scored  with  two  blazes  '*(juartering"  toward  the  line;  the  further 
the  trees  are  from  the  line  the  neartT  together  the  two  blazes  are  placed,  and  vice 
versa.  These  blazed  trees  are  of  great  service  in  marking  the  approximate  position 
of  the  line  through  the  timber. 
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provision  is  that  "the  boundary  lines  actually  run  and  marked" 
(in  the  field)  "shall  be  established  as  the  proper  boundary  lines 
of  the  sections,  or  subdivisions,  for  which  they  were  intended, 
and  the  length  of  such  lines  as  returned  by  .  .  .  the  surveyors 
aforesaid  shall  be  held  and  considered  as  the  true  length  thereof." 
These  are  the  principles  upon  which  is  based  the  present  practice 
in  the  relocation  of  the  comers  of  the  original  survey.* 

The  General  Land  Office  distinguishes  between  an  obliterated 
and  a  lost  comer,  as  follows: 

"  An  obliterated  comer  is  one  where  no  visible  evidence  remains 
of  the  work  of  the  original  surveyor  in  establishing  it.  Its  loca- 
tion may,  however,  have  been  preserved  beyond  all  question  by 
acts  of  landowners,  and  by  the  memory  of  those  who  knew  and 
recollect  the  tme  situs  of  the  original  monument.  In  such  cases 
it  is  not  a  lost  comer. 

"A  lost  comer  is  one  whose  position  cannot  be  determined 
beyond  reasonable  doubt,  either  from  original  marks  or  reliable 
extemal  evidence." 

In  the  case  of  a  comer  that  is  merely  obKterated  the  method  of 
procedure,  obviously,  is  to  estabUsh  a  new  monument  in  the  same 
location  as  the  old  one,  this  location  being  determined  by  the 
evidence  presented,  which  should  be  adequate  for  the  purpose. 
Instances  of  this  kind  occur  when  old  witness  trees,  or  their 
stumps,  or  the  depressions  left  in  the  forest  floor  by  their  decay, 
may  be  identified;  or  when  the  point  is  marked  by  the  intersection 
of  hedge  or  stone  or  other  permanent  fences  which  admittedly 
were  constmcted  on  line  when  the  monument  was  still  in  place; 
or  when  the  "true  situs  of  the  monument"  is  testified  to  by  other 
competent  witnesses.     (Sec  Art.  151,  p.  116.) 

In  the  case  of  lost  comers  the  true  location  must  ordinarily 
be  determined  from  data  obtained  by  actually  remnning  the  old 
lines,  as  nearly  as  may  be.  But  here,  in  accordance  with  the 
principle  first  stated  above,  the  aim  should  be  to  relocate  the 

*  The  General  Land  Office  publishes  a  Circular  on  the  Restoration  of  Lost  or 
Obliterated  Corners  and  Subdivision  of  Sections,  which  states  these  principles 
and  suggests  methods  of  procedure  in  conformity  therewith.  Many  of  the 
methods  referred  to  in  the  following  paragraphs  are  condensed  from  this 
Circular. 
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comer  at  the  exact  point  at  which  it  was  originally  established, 
irrespective  of  whether  it  was  property  located  in  the  first  place 
or  not.  As  a  help  toward  this  end  the  following  suggestions  are 
oflFered,  taken  mainly  from  the  Circular  of  the  General  Land 
OflBce  to  which  reference  was  made  in  the  earlier  part  of  this 
Article. 

A  lost  comer  on  a  principal  or  guide  meridian  or  range  line 
will  be  located  by  proportional  measurements  from  the  nearest 
original  comers  in  place  north  and  south  of  the  lost  comer.  It 
will  be  located  on  the  straight  line  joining  these  original  comers, 
irrespective  of  whether  the  measurements  to  corners  east  or  west 
of  the  lost  comer  correspond  with  the  original  field  notes  or  not. 

A  lost  standard  corner  on  a  base-line  or  standard  parallel  or 
other  correction  line  will  be  located  by  proportional  measurements 
to  the  nearest  original  corners  ciast  and  west  of  the  lost  comer,  and 
will  be  located  on  the  true  line  joining  them,  irrespective  of 
whether  the  required  distances  to  corners  north  or  south  would 
tend  to  pull  it  off  this  line  or  not.  In  like  manner,  a  lost  comer 
on  an  interior  latitudinal  township  line  will  be  recovered  by 
proportional  measurements  to  comers  in  place  east  and  west  of  it. 

In  other  words,  a  lost  comer  is  to  be  relocated  by  proportional 
meastirements  from  comers  which  were  established  at  the  same 
time  and  with  the  same  degree  of  care  as  the  lost  comer.  It 
sometimes  happens  that  errors  are  discovered  which  throw  a 
doubt  upon  the  accuracy  of  the  field  notes  of  the  line  upon  which 
the  comer  in  question  was  located,  in  which  case  the  lateral 
measurements  might  prevail  and  the  comer  be  located  in  accord- 
ance with  them;  but  ordinarily  the  rule  as  stated  is  the  one  to  be 
observed. 

A  lost  section  comer  in  the  interior  of  a  township  is  to  be 
located  by  proportional  measurements  from  the  comers  nearest 
to  it  in  all  four  directions.  It  is  sometimes  found,  however,  that 
the  meridional  section  lines  have  been  run  with  greater  care  than 
the  latitudinal  lines,  owing  to  the  operation  of  certain  routine 
methods  in  use  on  some  surveys.  In  case  this  is  found  to  be 
true,  the  measurements  on  the  meridional  section  lines  may  be 
given  a  certain  precedence  over  those  on  the  latitudinal  lines. 

A  lost  closing  comer  on  a  correction  line  should  be  located  at 
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the  intersection  of  the  correction  line  with  the  meridional  line 
closing  uix)n  it,  even  though  the  distance  called  for  would  place 
the  comer  north  or  south  of  the  correction  line.  It  is  even  held 
true  of  a  closing  comer  actually  in  place,  if  it  happens  to  be  a 
little  oflf  the  correction  line,  that  such  comer  is  to  be  construed 
as  establishing  merely  the  direction  and  not  the  termination  of 
the  meridional  line  upon  which  it  is  located.  This  is  one  of  the 
very  few  cases  in  which  the  statutory  provision  quoted  in  the 
early  part  of  this  Article  is  not  rigidly  adhered  to. 

A  lost  quarter-section  comer  is  always  to  be  established  at  the 
middle  point  of  the  section  line  upon  which  it  was  originally 
located,  except  those  next  to  the  west  and  north  boundaries  of 
the  township.  On  correction  lines  the  quarter-section  comers 
referring  to  the  sections  south  of  the  line*  are  to  be  located  mid- 
way between  the  adjacent  closing  section  comers,  except  that 
in  the  north  boundary  of  Section  6,  which  is  to  be  placed  forty 
chains  west  from  the  east  boundary  of  the  section. 

169.  Subdivision  of  Sections.  —  When  the  Public  Lands  were 
parceled  out  to  settlers  the  quarter-section  was  usually  the  unit 
area  granted  as  a  "homestead."  To  locate  the  lines  of  a  ** quar- 
ter," however,  obviously  required  the  establishment  of  the 
quarter-section  comer  at  the  center  of  the  section.  Also,  the 
subsequent  division  of  the  original  "quarters"  into  "eighties," 
"forties,"  or  other  minor  subdivisions  has  necessitated  the  loca- 
tion of  numerous  comers  in  addition  to  those  originally  estab- 
lished by  the  Govemment.  Much  of  the  routine  work  of  the 
present  day  surveyor  is  in  connection  with  subdivisions  of  this 
kind.  In  the  following  paragraphs  a  number  of  typical  examples 
will  be  given,  illustrating  common  practice  in  the  location  of 
subdivisional  comers.  It  will  be  noted  that  the  methods  given 
are  based  upon  those  employed  in  the  original  surveys  of  the 
sections. 

The  interior  quarter-section  comer  of  a  section  is  always  to  be 
located  at  the  intersection  of  straight  lines  joining  the  quarter 
comers  on  opposite  sides  of  the  section.  This  method  holds 
wherever  the  section  may  be  located  within  the  township;  that  is, 

*  It  will  be  remembered  that  these  comers  were  not  established  on  the 
original  survey. 
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it  applies  to  those  in  the  north  and  west  tiers  as  well  as  to  the  other 
sections  of  the  township.  For  example,  the  center  of  Section  19, 
in  Fig.  6 1  a,  would  be  properly  located  at  the  intersection  of 
aft  and  ef.  This  rule  would  still  hold  even  though,  through 
some  error  in  the  original  field  work,  the  comer/,  for  instance,  had 
been  set  too  far  east  by  one  chain-length.  If  the  comer  is  still 
in  the  place  at  which  it  was  actually  set  by  the  Deputy  Surveyor, 
this  location  is  established  for  all  time  as  the  proper  comer  for 
the  northem  quarters  of  the  section,  and  the  line  from  e  will  be 
run  to  it. 


Fig.  61a.    Illustrating  Methods  of  Locating  Interior  Quarter- 
Section  Corners. 


In  case  one  or  more  of  the  exterior  quarter-section  comers  are 
not  accessible,  lines  are  run  through  the  interior  of  the  section 
from  whatever  quarter  comers  are  in  place,  having  as  nearly  as 
possible  the  same  directions  as  they  would  have  were  all  the 
exterior  comers  actually  in  place,  and  the  interior  quarter-section 
comer  is  located  at  their  intersection.  For  example,  in  Fig.  6ia 
the  comer  at  the  center  of  Section  21  would  be  located  by  the 
intersection  of  a  line  run  north  from  d  in  a  direction  which  is  a 
mean  between  that  of  ED  and  that  of  FC,  with  a  line  mn 
east  from  c  having  a  direction  which  is  a  mean  between  those  of 
CD  and  FE.  In  case  only  one  of  the  interior  lines  can  be 
mn,'the  comer  may  be  established  by  proportionate  measurements 
along  that  line.  For  cxarnple,  the  center  of  Section  20  would  be 
located  by  measuring  out  from  c  on  the  line  ch  a  distance  equal 
to  half  the  mean  length  of  CB  and  FG,  A  modification  of 
this  method  is  required  in  the  west  and  north  tiers  of  sections 
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in  a  township.  In  the  case  of  sections  lying  in  the  west  tier  the 
meridional  line  run  from  the  quarter  comer  on  the  north  or  south 
boundary  of  the  section  is  run  parallel  to  the  east  line  of  the  sec- 
tion; and  similariy,  in  the  case  of  sections  lying  in  the  north  tier 
the  latitudinal  interior  line  initiated  at  the  quarter  corner  on  the 
east  or  west  boundary  is  run  parallel  to  the  south  line  of  the  sec- 
tion. The  reasons  for  this  method  of  procedure  in  these  special 
cases  are  easily  apparent  from  a  consideration  of  the  methods 
previously  described  for  the  establishment  of  the  original  quarter- 
section  comers  in  these  sections. 

For  subdivisions  smaller  than  quarter-sections  the  same  general 
methods  are  employed.  For  example,  to  subdivide  the  north- 
east quarter  of  Section  lo  (Fig.  6ib)  into  quarter-quarters  or 


Fig.  61b.     Illustrating  the  Subdivision  of  a  Quarter  of  an  Interior 

Section. 

Note.  —  Figures  on  the  outside  lines  of  the  illustration  are  those  of 
the  original  survey. 

"forties,"  straight  lines  are  run  connecting  the  middle  points  of 
the  opposite  sides  of  the  quarter.  In  case  one  or  more  of  these 
starting  comers  are  inaccessible,  the  quarter  will  be  subdivided 
by  the  application  of  methods  similar  to  those  just  outlined  for 
the  location  of  the  quarter-section  comer  at  the  center  of  a  section. 
In  the  subdivision  of  quarter-sections  adjacent  to  the  west  or 
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north  boundaries  of  the  township  the  excesses  or  deficiences 
originally  thrown  into  these  quarters  are  not  divided  up  between 
the  different  subdivisions,  but  are  carried  forward  into  the  western 
or  northern  tiers  of  forty-acre  lots.  Fig.  6ic  illustrates  this  point 
by  showing  an  ideal  subdivision  of  the  northwest  quarter  of 
Section  6,  in  a  township  not  immediately  south  of  a  correction 
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Fig.  61c.    Showing  the  Subdivision  of  the  North-west  Quarter  of 

Section  6. 

Note.  — Figures  on  the  outside  lines  of  the  illustration  are  those  of 

the  original  survey. 

line.  In  order  to  make  them  apparent  in  the  Figure,  the  original 
excesses  and  deficiences  are  shown  on  an  exaggerated  scale. 
The  tract  marked  4  might  be  properly  described  as  "the  north- 
west quarter  of  the  northwest  quarter  of  Section  6,"  or  simply  as 
"Lot  4,  of  Section  6,"  of  the  appropriate  township  and  range. 
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170.  CONVERGENCE  OF  THE 
MERIDIANS.  —  The  angular  con- 
vergence of  the  meridians,  given 
in  Table  6a,  may  be  computed  as 
follows.  In  Fig.  62  AB  is  an 
arc  of  a  parallel  of  latitude  and 
EQ  the  arc  of  the  equator 
intercepted  by  the  meridians 
through  A  and  B.  A  T  and  BT 
are  lines  tangent  to  the  meri- 
dians at  A  and  B,  meeting  the 
earth's  axis,  prolonged,  at  T,  It 
will  be  seen  that  the  angle 
BTO  equals  the  angle  BOQ, 
which  is  the  latitude  of  points 
A  and  B.  The  angle  AO'B 
is  the  difference  in  longitude 
of  points  A  and  B.     The  angle 


Fig.  02. 

between  the  meridians  at  A  and  B  is  the  angle  A  TB, 
In  the  sector  AO'B,    v 


AB 
BO 


-,=  angle  A  (7  B 


In  the  sector  A  TBy 
AB 


But 


BT 


BT= 


=  angle  A  TB  (approximately) 


BO' 


BO' 


sin  BT(y     sin  BOQ 


.-.  angle  ^77?  =  -^-^-  sin  BOQ 
BO 

=angle  AO^B  sin  BOQ, 
i.e.,  the  angular  convergence  equals  the  difference  in  longitude 
times  the  sine  of  the  latitude. 

The  linear  convergence  of  two  meridians  equals  the  dis- 
tance run  (N.  or  S.)  times  the  sine  of  the  angular  conver- 
gence. 
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Example. — To  find  the  angular  convergence  between  two 
meridians  6  miles  apart  in  latitude  37°  The  length  of  1°  of 
longitude  in  latitude  37°  is  55.30  miles  (Table  7). 


55.30 


X  sin  37°  X  6o  =  3'.9. 


TABLE  7. 
Length  of  a  Degree  of  Longitude. 


Degree  of  Longi- 

Degree of  Longi- 

Degree  of  Longi- 

Lat. 

tude 

Lat. 

tude. 

Lat. 

tude. 

Statute  Miles. 

Statute  Miles. 

Statute  Miles. 

0 

69.160 

30 

59-944 

60 

34.666 

I 

.150 

31 

0^34 

61 

33.615 

2 

.119 

32 

58.706 

62 

32.553 

3 

.066 

ZZ 

.060 

^^ 

31  .481 

4 

68.992 

34 

57.396 

64 

30.399 

5 

68.898 

35 

56.715 

65 

29.308 

6 

.783 

36 

016 

66 

28.208 

7 

.647 

37 

55 

300 

67 

27 .100 

8 

.491 

38 

54 

819 

68 

25.983 

9 

•314 

39 

53 

69 

24.857 

10 

68.116 

40 

53 

053 

70 

23.723 

II 

67.898 

41 

52 

271 

71 

22.582 

12 

.659 

42 

51 

473 

72 

21  .435 

13 

.4C0 

43 

50 

659 

73 

20.282 

14 

.120 

44 

49 

830 

74 

19.122 

'5 

66.820 

45 

48 

986 

75 

17.956 
16.784 

16 

•499 

46 

126 

76 

17 

.158 

47 

^l 

251 

77 

15.607 

18 

65.797 

48 

46 

362 

78 

14.425 
13    238 

19 

.416 

49 

45 

459 

79 

20 

65.015 

50 

44 

542 

80 

12 .047 

2! 

64.594 

5' 

43 

611 

81 

10.853 

22 

.«54 

52 

42 

667 

82 

9.656 

23 

63695 

53 

41 

710 

83 

8.456 

24 

.216 

54 

40 

740 

84 

7.253 

.^1 

62.718 

55 

39 

758 

85 

6.048 

.201 

56 

38 

763 

86 

4.841 

27 

61  .665 

57 

37 

756 

87 

3  632 

28 

.110 

58 

36 

737 

88 

2.422 

29 

60.536         1 

59 

35 

707 

89 

1 .211 

CHAPTER  VI. 

TRAVERSE  LINES.  —  LOCATION  OF    BUILDINGS.  —  MISCEL- 
LANEOUS SURVE7INO  PROBLEMS. 

TRAVERSE  LINES. 

171.  TRAVERSES  WHICH  DO  NOT  FORM  CLOSED  FIGURES.— 

A  great  many  surveys,  such,  for  example,  as  the  preliminary  sur- 
veys for  railroads  or  pipe  lines,  call  for  traverses  which  do  not 
return  to  the  starting  point.  In  this  work  the  line  is  usually 
measured  continuously  from  one  end  to  the  other,  and  the  form 
of  notes  is  commonly  as  follows.  The  starting  point  of  the  tra- 
verse is  called  "Station  o,**  the  next  station  100  ft.  away  is 
"  Station  i,"  the  next  "  Station  2,"  etc.  Every  loo-ft.  length  is 
a/«//  station  and  any  fractional  distance  is  called  the/Zwi*.  The 
distance  from  Station  o  to  any  point,  measured  along  the  traverse 
line,  is  the  station  of  that  point  and  is  recorded  always  by  the 
number  of  the  last  station  with  the  plus  station  in  addition,  e.g., 
the  station  of  a  point  at  872.4  ft.  from  Station  o  is  8  +  72.4. 

At  the  angle  points  it  is  customary  to  measure  the  deflection 
angles  rather  than  the  interior  angles  because  the  former  are 
usually  the  smaller.  These  should  be  checked  in  the  field  by 
"  doubling  *' the  angles.  (See  Arts.  i43-5»  PP-  108-10.) 

The  notes  are  kept  so  as  to  read  up  the  page.  The  left-hand 
page  is  for  the  traverse  notes  and  the  right-hand  page  for  the 
sketch,  the  stations  in  the  sketch  being  opposite  the  same  station 
in  the  notes.  Fig.  63  is  a  set  of  notes  illustrating  this  type  of 
traverse.  Frequently  no  notes  are  kept  in  tabular  form,  all  of 
the  data  being  recorded  on  the  sketch. 

172.  METHODS  OF  CHECKHfG  TRAVERSES  WHICH  DO  NOT 
FORM  CLOSED  FIGURES. — Checking  by  Astronomical  Methods. — 
The  angles  of  any  traverse  can  be  checked  by  determining  the 
azimuth  of  the  first  and  last  lines  by  astronomical  methods. 
(See  Chapter  VII.)    But  since  the  meridians  converge  it  is  neces- 
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sary  to  make  proper  allowance  for  this  convergence,  the  amount 
of  which  can  be  obtained  from  Table  3,  p.  129. 

173.  Checking  by  Cut-Off  Lines.  —  The  angles  may  also  be 
checked  in  some  cases  by  cutting  across  from  one  point  on  the 
traverse  to  another  at  a  considerable  distance  ahead,  and  measur- 
ing^ the  angles  from  the  traverse  line  at  each  end  of  this  cut-off 
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Fig.  63.    Traverse  Notes. 

line,  thereby  obtaining  all  the  angles  of  a  closed  traverse  in  which 
the  length  of  one  side  only  (the  cut-off  line)  is  missing.  Some- 
times the  angle  at  only  one  end  of  the  cut-off  line  can  be  meas- 
ured, in  which  case  the  calculations  for  checking  are  not  so  simple 
as  in  the  former  case.  When  both  angles  have  been  measured 
the  check  consists  in  simply  obtaining  the  algebraic  sum  of  the  de- 
flection angles,  while  in  the  latter  case  the  traverse  must  be 
computed. 
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174.  Checking  by  Angles  to  a  Distant  Object.  —  A  practical 
and  very  useful  method  of  checking  the  azimuth  of  any  line  of  the 
traverse  is  as  follows.  At  intervals  along  theline,measure  carefully 
the  angle  from  the  traverse  line  to  some  well-defined  distant  ob- 
ject, such  as  a  distinct  tree  on  a  hill  or  the  steeple  of  a  church. 
If  the  survey  is  plotted  and  it  is  found  by  laying  off  the  angles 
taken  to  the  distant  object  that  these  lines  do  not  meet  at  one 
point  on  the  plan  there  is  a  mistake  in  the  angles,  and  a  study  of 
the  plot  will  show  the  approximate  location  of  the  mistake.  If 
convenient,  an  angle  to  the  distant  object  should  be  taken  at 
every  transit  point.  When  plotted,  if  these  lines  meet  at  the 
same  point  in  one  section  of  the  traverse  and  in  another  section 
meet  at  another  point,  then  there  is  a  mistake  in  the  line  which 
connects  these  two  parts  of  the  traverse.  Frequently  this  dis- 
tant point  is  so  far  away  that  it  cannot  be  plotted  on  the  plaa 
In  this  case  as  well  as  when  it  is  desired  to  check  more  accu. 
rately  than  by  plotting,  the  location  of  the  distant  point  with 
reference  to  the  traverse  line  can  be  computed  by  using  these 
measured  angles,  as  explained  in  Art.  408,  p.  372.  Plotting  will 
not  disclose  minor  errors  of  a  few  minutes  only. 

175.  Checking  by  Connecting  with  Triangulation  Points. — 
An  accurate  and  practical  method  of  checking  both  the  angles 
and  distances  of  a  traverse  is  to  connect  the  traverse  with  reli- 
able triangulation  points  which  can  be  easily  identified.  (See 
Art.  283,  p.  255.)  The  latitude  and  longitude  of  these  triangula- 
tion points  and  the  distances  between  them  can  be  obtained  from 
the  proper  authorities.  Sometimes  the  distances  between  them 
are  not  known  but  they  can  be  computed.  Then  by  connecting 
the  traverse  lines  with  these  triangulation  points  by  angles  and 
distances  a  closed  traverse  is  obtained,  which  serves  as  a  good 
check. 

Many  surveyors  fail  to  appreciate  the  value  of  this  method  of 
checking  and  do  not  realize  how  many  such  points  are  available. 
The  information  concerning  such  triangulation  points  can  be 
obtained  from  The  U.  S.  Coast  and  Geodetic  Survey,  The  U.  S. 
Geological  Survey,  State  surveys,  and  frequently  from  City  or 
Town  surveys. 
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LOCATION    OF    BUILDmOS    FROM    TRANSIT    LINE. 

176.  METHODS  OF  LOCATING  BUILDINGS.  —  Many  objects, 
such  as  buildings,  are  plotted  directly  from  the  survey  line.  In 
this  case  the  measurements  taken  should  be  such  as  will  permit 
the  most  accurate  and  rapid  plotting.  Sometimes  where  it  is 
desirable  to  shorten  the  amount  of  fieldwork,  the  methods  used 
are  such  as  to  gain  time  at  the  expense  of  accuracy  or  of  sim- 
plicity in  plotting.  The  accuracy  with  which  such  locations  are 
made  will  depend  upon  the  purposa  of  the  survey.  In  city  plans 
the  accurate  location  of  buildings  is  of  great  importance,  while 
in  topographic  maps  a  rough  location  is  often  sufficient.  There 
are  so  many  different  cases  which  will  arise  that  this  work 
requires,  considerable  skill  and  judgment  on  the  part  of  the 
surveyor. 

177.  GEOMETRIC  PRINCIPLES.  —  Whether  the  locations  are 
accurate  or  only  rough,  the  principles  involved  are  the  same. 
In  order  to  make  clear  the  various  methods  used  in  the  location 
of  buildings  it  will  be  well  to  enumerate  the  geometric  principles 
involved  before  giving  particular  cases  occurring  in  practice. 

A  point  may  be  located  :  — 

(i)    By  rectangular  coordinates,  i.e.,  by  its  station 
and  perpendicular  offset. 

(2)  By  two  ties  from  known  points. 

(3)  By  an  angle  and  a  distance  from  a  known  point. 

(4)  By  an  angle  at  each  of  two  known  points. 

(5)  By  a  perpendicular  swing  offset  from  a  known 

line  and  a  tie  from  a  known  point. 

(6)  By  perpendicular  swing  offsets  from  two  known 

lines. 

A  line  may  be  located  :  — 

(i)    By  two  points  on  the  line. 
(2)    By  one  point  on  the  line  and  the  direction  of 
the  line. 

178.  TEES,  OFFSETS,  SWING  OFFSETS,  AND  RANGE  LINES.  — 
In  the  above,  the  word  tie  is  used  as  meaning  a  direct  horizon- 
tal measurement  between  two  points. 
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An  offset  is  the  distance  from  a  line,  usually  at  right  angles. 

A  swing  offset  is  the  perpendicular  distance  to  a  line  and  is 
found  by  trial.  The  zero  end  of  the  tape  is  held  at  the  point  to 
be  located  and  the  tape  is  swung  in  a  short  arc  about  the  point 
as  a  center,  the  tape  being  pulled  taut  and  kept  horizontal. 
The  tape  is  read  from  the  transit  in  various  positions,  and  the 
shortest  reading  obtainable  is  the  perpendicular  distance  desired. 

A  range  line  is  a  line  produced  to  intersect  the  transit  line 
or  some  other  line. 

179.  GENERAL  Suggestions.  —  By  whatever  method  the 
buildings  are  located  the  following  suggestions  should  be  carried 
out. 

(i)  All  the  sides  of  the  building  should  be  measured  and 
checked  by  comparing  the  lengths  of  opposite  sides. 

(2)  Other  things  being  equal,  a  long  side  of  a  building 
should  be  located  in  preference  to  a  short  side. 

(3)  Ties  should  intersect  at  an  angle  as  near  90®  as  practi- 
cable, and  never  less  than  30^ 

(4)  One  or  more  check  measurements  should  be  taken  in 
every  case. 

(5)  In  order  to  secure  the  best  location  the  surveyor  should 
keep  constantly  in  mind  how  the  building  or  other  object  which 
is  being  located  is  to  be  plotted. 

In  most  work  of  this  character  it  is  customary  to  record  the 
measurements  to  tenths  of  a  foot.  How  precisely  the  measure- 
ments should  be  taken,  however,  depends  upon  the  scale  to 
which  they  are  to  be  plotted. 

180.  Typical  Cases.  —  Although  each  case  will  have  to 
be  dealt  with  according  to  circumstances  there  are  certain  typi- 
cal cases  which  will  serve  as  guides.  These  are  illustrated  by 
the  following  examples. 

181.  Example  I.  Building  Near  Transit  Line  and  Nearly 
Parallel  to  it.  —  As  will  be  seen  in  Fig.  64  swing  offsets  are 
taken  at  the  two  front  corners  which,  together  with  the  tie  from 
A  to  station  1  and  the  length  of  the  front  of  the  building  locate 
points  A  and  B,  Then  the  general  dimensions  of  the  building 
are  sufficient  to  plot  and  check  the  remaining  sides.  It  is  as- 
sumed that  the  corners  of  the  building  are  square  unless  it  is 
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obvious  that  they  are  not.     The  tie  from   C  to  station  ^  is  a 
check  against  an  error  in  the  other  measurements. 

Plotting.  —  This  building  would  be  plotted  thus:  —  scale 
the  distance  AX  perpendicular  (estimated)  to  the  transit  line 


and  draw  a  line  with  triangles  parallel  to  the  transit  line ;  then 
scale  Al  from  station  1  to  this  parallel  line.  Point  A  is  then 
located.  Point  B  is  located  in  the  same  way,  AB  being  used  as 
the  tie  from  A.  Then  by  means  of  triangles  and  scale  the 
building  is  completed  and  the  distance  C2  scaled  and  compared 
with  the  notes.  Another  way  to  plot  point  A  would  be  to  set 
on  the  compass  the  distance  lA  and  swing  an  arc  about  i  as  a 
center ;  then,  keeping  the  scale  perpendicular  to  the  transit  line, 
find  where  the  distance  XA  will  cut  this  arc,  thus  locating  point 
A,  Point  B  can  be  similarly  located  after  A  has  been  plotted. 
For  the  same  degree  of  accuracy  distances  can  be  measured 
more  rapidly  with  a  scale  than  they  can  be  laid  off  with  a  com- 
pass, therefore  the  former  method  is  usually  more  practicable. 

This  building  might  have  been  located  by  four  ties  AO,  Alt 
Bl,  and  B^,  The  plotting  in  this  case  would  be  slow  because 
at  least  two  of  the  ties  must  be  swung  by  use  of  a  compass,  and 
inaccurate  because  the  intersections  would  be  bad. 

182.  Example  11.  Building  Near  Transit  Line  and  Mniring 
a  Slight  Angle  with  it.  —  Fig.  65  illustrates  two  ways  of  locating 
a  building  in  such  a  position  that  the  Intersection  of  the  transit 
line  by  the  long  side  (produced)  can  be  readily  obtained. 

The  left-hand  building  is  located  by  the  method  of  Example  I. 
The  tie  Bl  could  have  been  taken  instead  of  B?,  It  would 
have  given  a  better  intersection  at  /?,  but  since  it  is  a  longer  tie 
than  B2  the  fieldwork  necessary  is  slightly  greater.     If  B2  is 
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taken  Bl  might  be  measured  as  a  check  tie  although  A I  would 
make  a  better  check  tie  since  it  will  also  check  the  measurement 
of  the  side  AB. 

The  right-hand  figure  illustrates  another  method  of  locating 
such  a  building.  The  front  and  side  of  the  building  are  ranged 
out  by  eye,  a  method  which  is  thoroughly  practical  and  suffi- 
ciently precise  for  all  ordinary  purposes,  and  the  plus  station  of 
points  E  and  /^are  measured.  The  range  lines  CE  and  DF^xe 
also  measured  and  the  check  tie  C3,  C2  could  have  been  taken 
as  a  check  tie  ;  it  would  have  given  a  better  intersection  at  C 
than  the  tie  C3y  but  it  is  much  longer. 


TRANsrr  UNt 
stui  2  e: 

Fig.  65. 

Plotting.  —  The  left-hand  building  is  plotted  as  described 
in  Example  I.  In  plotting  the  right-hand  building  the  plus  sta- 
tions on  the  transit  line  are  first  scaled.  Then  with  the  com- 
pass set  at  the  distance  EC  an  arc  is  swung  from  £  as  a  center. 
From  F  the  distance  FC  is  scaled  to  intersect  the  arc,  which 
locates  point  C  and  the  direction  of  the  side  CD,  The  building 
is  then  plotted  with  triangles  and  scale.  The  check  tie  C3 
should  scale  to  agree  with  the  notes  and  the  line  GC  produced 
should  strike  point  E. 

There  is  little  difference  between  these  two  methods  in  the 
amount  of  fieldwork,  there  being  only  one  more  measurement  in 
the  right-hand  than  in  the  left-hand  figures,  but  one  extra  check 
is  thereby  obtained.  In  plotting,  the  method  used  in  the  right- 
hand  figure  is  shorter. 

183.  Example  III.  Building  Located  Entirely  by  Direct 
Tics.  —  Any  building  not  far  from  the  transit  line  can  be  located 
and  checked  by  four  ties  as  in  Fig.  66.  This  method  has  the 
advantage  of  being  very  simple  and  direct,  especially  in  the  field, 
but  the  plotting  of  the  building  calls  for  the  use  of  the  compass 
in  two  of  the  ties  and  hence  is  less  rapid  and  accurate  than 
where  swing  offsets  or  ranges  can  be  used.  J^ 
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Plotting.  —  The  plotting  of  this  building  is  done  by  swing- 
ing the  tie  from  one  station  to  a  comer  of  the  building  and  scal- 
ing from  the  other  station  the  tie  to  the  same  comer.     Then  the 
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Fig.  06. 

other  corner  is  plotted  in  the  same  way  or  by  using  the  side  of  the 
building  as  one  of  the  ties  in  case  it  gives  a  better  intersection. 

184.  Example  IV.  Building  Located  at  a  Considerable  Skew 
to  the  Transit  Line.  —  A  building  which  is  at  a  considerable  skew 
to  the  transit  line  can  best  be  located  by  range  ties  as  illus- 
trated in  Fig.  67.     The  range  ties  through  A  are  sufficient  to 


TWANSrr    ^^  ^^ ^2; \  LINE 

Sta2       E  F 

Fig.  67. 

locate  the  building,  provided  AE  and  AF  are  not  too  short  in 
comparison  with  the  sides  of  the  building.  If  these  ranges  are 
long  enough,  then  B3  is  a  check  tie  ;  but  if  the  ranges  are  short, 
B3  must  be  depended  upon  to  determine  the  position  of  point 
B  and  in  this  event  one  of  the  range  ties  becomes  a  check.  But 
•  if  ^  is  within  two  or  three  feet  of  the  transit  line  it  will  be  well 
to  omit  one  of  the  ranges  and  take  the  additional  tie  2C  or  the 
range  tie  DC  produced. 
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Plotting.  —  If  the  ranges  are  of  fair  length  the  building  is 
plotted  as  explained  for  the  right-hand  building  in  Art.  182,  but 
if  the  range  ties  are  short  point  B  is  located  either  by  swinging 
the  arc  with  radius  EB  and  scaling  B3  or  by  arc  SB  and  scaling 
EB,  Then  the  direction  of  AB  is  determined  and  the  building 
is  plotted.  CA  produced  should  strike  at  F^  and  AF  should  scale 
the  measured  distance. 

185.  Example  V.  Buildings  at  a  Long  Distance  froni  the 
Transit  Line. —  It  is  evident  that  in  this  case  (Fig.  68)  the  tape 
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is  not  long  enough  to  allow  the  use  of  swing  offsets.  Range 
ties  may  be  used  provided  the  building  is  not  so  far  away  that 
the  eye  cannot  judge  the  range  line  with  reasonable  accuracy. 
Sometimes  the  only  methods  available  are  long  ties  or  angles  or 
a  combination  of  the  two.  In  any  specific  case  there  may  be 
some  objections  to  any  of  these  methods,  and  the  surveyor  will 
have  to  decide  according  to  circumstances  which  method  he  will 
use.  For  example,  where  there  are  obstacles  to  the  measure- 
ment of  ties,  the  corners  of  the  building  may  have  to  be  located 
entirely  by  angles  from  tw.o  points  on  the  transit  line.  Loca- 
tion by  angles  is  objectionable  because  it  is  difficult  to  plot  an 
angle  quickly  and  at  the  same  time  accurately.  It  often  hap- 
pens, however,  that  when  a  building  is  at  a  considerable  distance 
from  the  transit  line  its  accurate  position  is  not  required,  since 
as  a  rule  the  features  near  the  transit  line  are  the  important 
ones.  This  method  of  "cutting  in  "  the  comers  of  the  building 
by  angle  is  often  used  in  rough  topographic  surveying  and  is 
decidedly  the  quickest  of  all  methods  so  far  as  the  fieldwork  is 
concerned. 

Plotting.  —  The  angles  are  laid  off  from  the  transit  line 
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with  a  protractor  and  the  proper  intersections  determine  the 
corners  of  the  buildings.  If  the  building  is  measured  the  side 
between  the  comers  located  will  be  a  check  tie. 

In  some  cases,  e.g.,  in  making  a  topographic  map  on  a  small 
scale,  the  buildings  are  not  measured  at  all,  their  corners  being 
simply  "cut  in  "  by  several  angles  from  different  transit  points, 
and  the  shape  of  the  building  sketched  in  the  notes. 

i86.  Example  VI.  Buildings  Located  from  Other  Buildings. — 
Buildings  which  cannot  be  conveniently  located  from  the  transit 
line  on  account  of  intervening  buildings  may  be  defined  by  ties 
from  the  ones  already  located.     Fig.  69  shows  several  ways 
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in  which  such  buildings  may  be  located.  Any  of  the  preceding 
methods  are  applicable,  using  the  side  of  the  house  as  a  base-line, 
but  it  will  be  found  that  range  ties  are  almost  always  prefer- 
able. For  example,  the  barn  is  located  by  the  distance  BKy  the 
range  tie  KC  and  the  tie  BC,  and  checked  by  the  tie  BE,  An- 
other location  of  the  barn  is  the  distance  AK  or  BK^  the  range 
tie  KC,  and  the  two  range  ties  4/ and  CJ,  By  this  latter  method 
the  directions  of  both  sides  of  the  barn  are  checked.  Still  an- 
other location  of  the  point  C  would  be  to  substitute  in  the  place 
of  the  range  tie  CK  a  swing  offset  from  C  to  the  house.  The 
shed  is  located  by  the  range  ties  ^/^and  FG  and  by  the  tie  AG, 
The  check  tie  HD  in  general  checks  the  location  of  both  the 
barn  and  the  shed.  If  the  side  HL  is  ranged  out  instead  of 
the  opposite  side  it  will  be  seen  that  the  tie  AL  will  give  a 
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poorer  intersection  at  L.  If  convenient  a  tie  from  Z  to  -^  or 
the  range  G^/^  continued  to  the  transit  line  may  be  measured  as 
a  check. 

187.  Example  VII.  Btiildings  of  Irregular  Shape.  —  Occa- 
sionally a  building  of  irregular  shape  has  to  be  located.  For 
example,  the  shop  in  Fig.  70  is  located  on  the  front  by  ties  and 
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swing  offsets  like  Example  I ;  then  the  direction  of  AB  is  deter- 
mined by  the  range  tie  BC.  The  back  corner  E  is  determined 
by  the  ranges  FH  3x\di  EH^  and  by  the  dimensions  of  the  build- 
ing; FA  is  assumed  parallel  to  GB,  If  the  angle  /^  is  a  right 
angle  the  tie  EF  msiy  be  taken  instead  of  the  range  ties  FHand 
EHy  but  even  when  ^P*  is  a  right  angle  it  will  be  well  if  time  will 
permit  to  take  these  range  distances  as  they  give  valuable  checks 
on  the  other  measurements  which  the  single  tie  EF  does  not 
furnish.  ED  is  scaled  along  HE  produced  and  the  rest  of  the 
building  plotted  by  its  dimensions  and  checked  by  AD. 

The  ties  shown  on  Fig.  70  to  locate  the  factory  chimney 
will  locate  its  sides  even  if  they  do  not  form  a  regular  polygon. 
If  such  a  structure  is  situated  at  a  considerable  distance  from 
the  transit  line  probably  the  best  way  to  locate  it  is  by  angles 
and  distances  to  the  corners,  by  the  measurements  of  the  sides, 
together  with  a  few  such  ranges  as  NJ  or  KJ, 

188.  Example  Vm.  Large  City  Buildings.  —  Fig.  71  illus- 
trates the  location  of  several  buildings  in  a  city  block  where 
the  transit  line  runs  around  the  block.  The  fronts  of  the  build- 
ings are  located  from  the  transit  line  and  the  rear  corners  are 
tied  together.  The  range  ties  are  shown  by  dotted  lines  and 
other  ties  by  dashes.     The  angles  measured  are  marked    by 
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arcs.     At  the  curve  AB,  the  side  lines  of  the  building  are  ranged 
out  to  point  C  which  is  located  from  the  transit  line  by  an  angle 


TRANSIT     LINE 

Fig.  71. 


and  distance  and  checked  by  a  swing  offset ;  CD  is  also  measured 
to  locate  point  D  on  the  curve. 

Frequently  large  buildings  have  their  walls  reinforced  by 
pilasters,  and  care  should  be  taken  in  such  cases  not  to  confuse 
the  neat  line  of  the  wall  with  the  line  of  the  pilasters. 

189.  Example  IX.  Location  of  Buildings  by  Angles  and 
Distances.  —  It  will  be  seen  from  Figs.  71  and  72  that  some  of 
the  buildings  have  l3een  located  by  angles  and  distances  from 
transit  points.  Any  of  the  buildings  in  the  above  examples 
could  be  located  by  this  method,  and  on  account  of  the  rapidity 
with  which  the  work  can  be  done  in  the  field  many  surveyors 
prefer  to  use  it  almost  exclusively. 

190.  Location  of  Buildings  and  Fences  from  Transit  Line. — 
Fig.  72  is  a  sample  page  from  a  note-book  illustrating  the  above 
principles.  It  will  be  noticed  that  in  the  field  notes  the  letter 
R  appears  where  the  lines  are  ranges. 


[Chap.  VI. 


LOCATION   OF  BUILDINGS 


168 


Fig.  72. 


RANDOM   LINE  1 69 

BHSCELLANEOUS  SURVEYING  PROBLEMS. 

191.  RANDOM  Line.  —  Not  infrequently  in  attempting  to 
run  a  straight  line  between  two  points  A  and  B  (Fig.  73)  it  is 
impossible  to  see  one  point  from  the  other  or  to  see  both  points 
A  and  B  from  an  intermediate  set-up  on  a  straight  line  between 
them.  When  this  condition  exists  it  is  necessary  to  start  at  one 
point,  e.g.,  A,  and  run  what  is  called  a  trial,  or  randoniy  line  AC 
by  the  method  explained  in  Art.  64,  p.  52,  in  the  direction  of 
the  other  end  of  the  line  as  nearly  as  can  be  judged. 

Where  the  random  line  passes  the  point  B  the  perpendicular 
offset  YB  is  measured  and  also  the  distance  to  point  Y  along  AC. 
Unless  the  random  line  is  very  close,  say,  within  about  two  feet  of 
the  line  A  B,  the  point  Y  where  a  perpendicular  to  i4  C  will  pass 
through  B  cannot  be  accurately  chosen  by  eye.  The  method 
resorted  to  in  this  case  is  one  which  has  very  general  application 
in  all  kinds  of  surveying  work,  and  is  as  follows. 


Fig.  78. 

With  the  transit  at  A  point  X  is  set  carefully  on  the  line 
AC  and  as  nearly  opposite  point  B  as  possible.  Then  the  instru- 
ment is  set  up  at  Jf  and  90^  turned  off  in  the  direction  XZ,  If 
this  line  does  not  strike  B  (and  it  seldom  will  exactly)  the  dis- 
tance BZ  is  carefully  measured  by  a  swing  offset  as  described  in 
Art.  178,  p.  159.  The  distance  BZ  is  equal  to  the  distance  XY 
which  is  added  to  AX  giving  the  length  of  the  long  leg  ^4  F  of  the 
right  triangle  A  YB-  The  distance  YB  is  then  measured,  and 
AB  and  angle  YAB  are  easily  calculated. 

Angle  DA  Y  has  been  measured  from  some  previous  course 
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such  as  i4/)  and  the  addition  of  the  angle  YAB  together  with 
the  known  distance  AB  makes  the  traverse  complete  to  the 
point  B  without  any  further  fieldwork.  If  the  transit  is  now 
moved  to  B  with  a  view  to  carrying  on  the  survey  it  will  be 
found  that,  since  A  cannot  be  seen  from  B,  there  is  no  point  on  the 
line  BA  to  use  as  a  backsight.     But  any  point  such  as  £  can  be 

readily  set  on  the  line  AB  by  making  the  offset  ME  =  BY—-, 

AY 

Another  point  can  be  similarly  set  on  i4  5  as  a  check  on  the  back- 
sight. 


\ 


Fig.  78. 

This  random  line  method  is  sometimes  employed  when  AB 
is  a  boundary  which  is  covered  with  shrubs.  In  such  cases,  al- 
though the  view  from  A  to  B  may  not  be  obstructed,  it  may  be  so 
difficult  to  measure  the  line  AB  that  its  length  can  be  more 
easily  obtained  by  the  use  of  the  random  line  while  the  angle 
DAB  may  be  measured  directly  at  ^4.  If  it  is  desired  to  mark 
the  line  i4 5  by  several  intermediate  points  these  may  be  estab- 
lished by  means  of  perpendicular  offsets  calculated  as  described 
above. 

192.  Obstacles  on  line.  —  When  an  obstacle  of  limited 
extent,  such  as  a  building  or  a  small  pond,  lies  on  the  transit 
line  various  methods  are  resorted  to  for  prolonging  the  line 
through  such  obstructions;  the  most  useful  of  these  methods 
will  be  explained. 

193.  Offsetting  Transit  Line.  —  This  method  is  illustrated  by 
Fig.  74.  It  is  desired  to  produce  the  line  ^^  beyond  the  house. 
Point  B  is  set  on  line  and  as  near  as  is  practicable  to  the  house. 
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The  instrument  is  then  set  up  at  B  and  a  right  angle  ABF  laid 
off  with  the  transit.  BF\%  made  any  convenient  distance  which 
will  bring  the  auxiliary  line  beyond  the  building.  Similarly 
point  E  is  set  opposite  point  A^  and  sometimes  a  second  point  E' 
opposite-^',  points  A  and  A  being  exactly  on  the  transit  line. 
These  points  E  and  E'  need  not  be  set  by  means  of  a  transit 
set  up  at  A  and  at  A'  unless  AE  is  quite  long. 

The  instrument  is  then  set  up  at  /^and  backsighted  on  E^  the 
sight  is  checked  on  E\  the  telescope  inverted,  and  points  (7,  /T, 
and  H  set  on  line.  Leaving  the  telescope  inverted,  another 
backsight  is  taken  on  £,  and  the  process  repeated  as  described 
in  Art.  64,  p.  5  2.  Then  the  transit  is  moved  to  point  Gy  and  a 
right  angle  turned  off,  and  point  C  set  on  the  right  angle  line, 
the  distance  GC  being  made  equal  to  BF, 


Fig.  74. 

Then  by  setting  up  at  Cand  sighting  ahead  on  D^  (DH^  ^C), 
and  checking  on  point  Z?',  (jyiP  =  GC),  the  transit  line  is  again 
run  forward  in  its  original  location.  The  distance  FG  is  care- 
fully measured  which  gives  the  distance  BC,  and  thus  it  appears 
why  it  is  so  necessary  that  the  lines  BF  and  GC  shall  be  laid  off 
at  rigth  angles  by  means  of  the  transit.  The  other  offsets  AE, 
A'E\  DHf  and  D'H'  are  not  in  any  way  connected  with  the 
measurement  along  the  line ;  jthey  simply  define  the  direction  of 
the  line  so  that  if  convenient  it  is  often  only  necessary  to  show 
these  distances  as  swing  offsets  for  the  transitman  to  sight  on. 
From  what  has  been  said  it  will  be  seen  that  offsets  A'E'  and 
Z>'/r  are  not  absolutely  necessary,  but  they  serve  as  desirable 
checks  on  the  work  and  in  first-class  surveying  they  should  not 
be  omitted.  For  obvious  reasons  the  offsets  AEvind  Z>/f  should 
be  taken  as  far  back  from  the  obstacle  as  is  practicable. 

Should  the  house  be  in  a  hollow  so  that  it  is  possible  to  see 
over  it  with  the  instrument  at  A,  the  point  D,  or  a  foresight  of 
some  sort  (Art.  64,  p.  52)  should  be  set  on  line  beyond  the  house 
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to  be  used  as  a  foresight  when  the  transit  is  set  up  again  on  the 
original  line.  The  distance  may  be  obtained  by  an  offset  line 
around  the  house  or  by  slope  measurements  to  the  ridgepole. 
Sometimes  it  is  possible  to  place  exactly  on  line  on  the  ridgepole 
of  the  house  a  nail  or  a  larger  wooden  sight  which  gives  an 
excellent  backsight  when  extending  the  line  on  the  other  side  of 
the  building. 

If  the  building  has  a  flat  roof  it  may  not  be  out  of  the  ques- 
tion to  set  a  point  on  the  roof  exactly  on  line,  move  the  instru- 
ment to  this  point  on  the  roof,  and  prolong  the  line  in  this  way. 
Under  these  conditions  the  transitman  will  have  to  be  extremely 
careful  in  the  use  of  his  instrument  as  it  will  be  set  up  on  an  in- 
secure foundation.  If  he  walks  around  the  transit  he  will  find  that 
it  affects  the  level  bubbles  and  the  position  of  the  line  of  sight ; 
it  is  therefore  well  for  him  if  possible  to  stand  in  the  same  tracks 
while  he  backsights  and  foresights.  Sometimes  two  men,  one  in 
front  and  one  behind  the  transit,  can  carry  on  the  work  under  these 
conditions  more  accurately  and  conveniently.  This  method  in- 
sures an  accurate  prolongation  of  the  line,  but  the  distance 
through  the  building  must  be  measured  by  an  offset  method, 
unless  it  can  be  done  by  plumbing  from  the  edge  of  the  flat  roof. 

ig4.  Short  Transit  Sights.  —  Sometimes  the  ofifset  BF 
(Fig.  74)  does  not  need  to  be  more  than  2  or  3  feet.  The 
shorter  this  offset  line  can  be  made,  and  still  clear  the  build- 
ing, the  better.  But  to  lay  off  the  short  line  BF  will  require  a 
method  somewhat  different  from  any  that  has  been  hereto- 
fore explained.  As  the  ordinary  transit  instrument  cannot  be 
focused  on  a  point  much  less  than  about  5  ft.  distant  it  is  im- 
possible to  set  point  F  directly.  The  method  employed  is  to 
set  a  temporary  point,  say  10  ft.  distant,  on  which  the  transit 
can  be  focused,  and  on  a  line  perpendicular  to  the  original 
transit  line.  From  the  transit  point  to  this  auxiliary  point  a 
piece  of  string  may  be  stretched  and  the  point  F  set  at  the  re- 
quired distance  from  B  and  directly  under  the  string. 

195.  Bisection  Method.  —  A  method  which  is  economical  in 
field  work  but  not  very  accurate  is  the  following.  In  Fig.  75 
the  instrument  is  set  up  at  A^  backsighted  on  the  transit  line, 
and  equal  angles  turned  off  on  each  side  of  the  transit  line  pro- 
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duced.     Points  B'  and  O  are  carefully  set  on  one  of  these  lines 
and  at  convenient  distances  from  A^  and  on  the  other  line  points 


Fig.  75. 

B"  and  C"  are  set  at  the  same  distances  from  A.  Then  point  B 
is  placed  midway  between  B'  and  B ',  and  similarly  point  C  is 
set  midway  between  C  and  C.  The  line  BC  is  the  prolonga- 
tion of  the  transit  line.  Of  course  the  distance  B'C  should  be 
made  as  long  as  practicable.  The  inaccuracy  in  this  method 
lies  entirely  in  laying  off  the  two  angles.  (See  Art.  61,  p.  50.) 
In  this  case  the  distance  AB  can  be  computed  from  the  formula 

"BjB^^ 
AB'  —  AB  =  (approximately).     (See  foot-note,  p.  13.) 

ig6.   Measuring  Around  a  Small  Obstacle.  —  In  Fig.  76  the 


line  AB  runs  through  a  tree,  and  points  A,  D,  and  B  have  been  set 
on  line.  DE  is  made  equal  to  some  convenient  short  distance  and 
laid  ofif  at  right  angles  to  the  transit  line  by  eye.  Then  AE  and 
EB  are  measured.    The  distance 


AB  =  A£-- 


DE" 


+  EB- 


DE" 


(See  foot-note,  p.  1 3.) 


2AE   '  2EB 

When  DE  is  taken  as  some  whole  number  of  feet  the  compu- 
tation of  the  above  is  extremely  simple. 

This  method  of  measuring  around  a  small  obstacle  might  be 
applied  much  naore  generally  than  it  is  at  present  if  its  accuracy 
and  its  simplicity  were  more  fuUy  realized  by  surveyors. 
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197.  Equilateral  Triangle  Method.  —  While  this  method  re- 
quires  much  less  fieldwork  than  the  offset  method  described 
above  it  is  at  the  same  time  less  accurate.  Point  B  (Fig.  yy)  is  set 
on  the  transit  line  as  near  the  building  as  practicable  but  so  that  a 
line  BC  at  60°  with  the  transit  line  can  be  run  out.  The  instru- 
ment is  set  up  at  B,  backsighted  on  A,  and  an  angle  of  120°  laid 
off ;  the  line  BC  is  made  long  enough  so  that  when  the  instru- 
ment is  set  up  at  Cand  60®  is  laid  off  from  it,  CDvfill  fall  outside 
the  building.  BC  is  measured  and  CD  is  made  equal  to  BC. 
If  the  instrument  is  set  up  at  D  and  angle  CDE  laid  off  equal  to 
1 20®  the  line  D£  is  the  continuation  of  the  original  transit  line; 


and  the  line  BD^BC.  This  method  is  subject  in  three  places 
to  the  errors  incident  to  laying  off  angles  and,  when  BC  and  CD 
are  small,  it  has  in  two  of  its  intermediate  steps  the  disadvan- 
tages due  to  producing  a  short  line. 

198.  INACCESSIBLE  DISTANCES.  —  If  the  obstruction  is  a 
pond,  points  on  the  far  side  of  it  can  be  set  and  these  should  be 
used  in  producing  the  transit  line.  When  the  line  can  be  pro- 
duced across  the  obstacles  the  following  methods  may  be  used. 

199.  Inaccessible  Distance  by  Right  Triangle  Method. — 
In  Fig.  78  the  line  AB  is  made  any  convenient  length  and  at 
any  convenient  angle  to  the  transit  Hne.  The  line  BC  is 
laid  off  at  90*^  to  BA  and  is  intersected  with  the  transit  line  and 
the  distance  ^C  measured.  AC  \s  calculated  from  AB  and  cos 
A  and  checked  by  BC  and  sin  A,  Also  the  angle  ACB  can 
be  measured  which  will  check  the  transit  work. 
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Fig.  78. 

200.  Intersecting  Transit  Lines.  —  In  many  kinds  of 
surveying  work  it  is  necessary  to  put  in  points  at  the  intersection 
of  two  transit  lines.  It  would  be  an  easy  matter  to  set  the 
point  if  two  transits  could  be  used,  one  on  each  line,  and  the 
sight  simultaneously  given  by  each  transitman.  As  it  is  seldom 
practicable  to  use  more  than  one  transit  in  a  surveying  party  the 
following  method  is  resorted  to. 

An  estimate  is  made  by  eye  where  the  lines  will  cross  each 
other  and  temporary  points  not  more  than  10  ft.  apart  are  set  on 
one  of  the  transit  lines  by  means  of  the  instrument,  enough  points 
being  marked  to  make  sure  that  the  second  line  will  cross  some- 
where among  this  set  of  temporary  points.  A  string  is  then 
used  to  connect  two  of  these  temporary  points  and  the  transit 
is  set  up  on  the  other  transit  line  and  the  point  where  the 
second  line  cuts  the  string  is  the  intersection  point.  Some- 
times when  the  lines  cross  each  other  at  nearly  90^  the  intersec- 
tion point  can  be  estimated  so  closely  that  only  two  temporary 
points  need  be  placed  on  the  first  line.  In  other  cases,  where 
the  two  transit  lines  cross  at  a  very  small  angle,  it  is  impossible 
to  tell  by  eye  within  several  feet  where  the  lines  will  intersect 
and  a  number  of  points  must  be  used  because  in  practice  the 
stretching  line  is  seldom  applicable,  for  distances  much  over 
15  ft.  For  short  distances  the  plumb-line  can  be  used  as  a 
stretching  line. 

201.  Inaccessible  Distance  by  Swing  Offset  Method.  —  If  the 
distance  across  a  pond  or  river  is  not  g^eat  the  following  method 
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may  be  used.  It  has  the  advantage  of  requiring  the  min- 
imum amount  of  fieldwork.  With  the  instrument  at  A 
(Fig.  79)  point  C  is  set  on  the  transit  line  on  the  far  side  of  the 
river.  The  instrument  is  then  set  up  at  C  and  the  angle  ACB 
measured  between  the  transit  line  and  a  loo-ft.  swing  offset 
from  point  A, 

A  pencil  is  held  vertically  at  the  lOO-ft.  mark  of  the  tape 
and  while  the  zero  point  is  held  firmly  at  A  the  tape,  which 
is  constantly  kept  horizontal  and  taut,  is  swung  slowly  in 
an  arc  ab.  The  transitman,  using  the  tangent  screw,  can  fol- 
low the  pencil  with  the  vertical  cross-hair  of  the  transit,  stop- 
ping the  cross-hair  when  the  pencil  is  in  its  farthest  position 


Fig.  79. 

from  A,  Then  as  the  tape  is  swung  the  second  time  he  can 
check  his  setting  and  when  this  is  established  the  angle  ACB  is 
read.  The  distance  AC  then  is  very  easily  calculated.  It 
should  be  noted,  however,  that  if  ACv&  several  times  as  long  as 
AB  the  resulting  error  in  AC msiy  be  so  great  as  to  prohibit  the 
use  of  this  method  where  very  precise  results  are  required. 
There  is  no  reason  why  the  swing  offset  could  not  be  made  at 
C  with  the  instrument  at  ./I  if  more  convenient. 

202.  Inaccessible  Distance  by  Tangent  Offset  Method.  —  In  the 
method  described  above  the  distance  across  the  pond  may  be  so 
great  that  100  ft.  will  be  too  short  a  base  to  use,  or  point  A  may  be 
situated  on  ground  sloping  upward  towards  B  so  that  a  swing  offset 
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cannot  be  made.     In  such  cases  the  line  AB  (Fig.  80)  can  be  laid 
off  at  right  angles  to  the  transit  line  and  of  any  convenient  length. 
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Fig.  80. 

Then  the  angle  ACB  is  measured  and  the  line  AC  computed. 
By  another  set-up  of  the  instrument  the  angle  B  can  be  meas- 
ured as  a  check,  and  if  the  line  BC  does  not  cut  across  the  pond 
its  length  can  also  be  measured  as  a  further  check. 

203.   Inaccessible  Distance  by  Oblique  Triangle  Method.  — 
Often  the  shores  of  a  stream  are  covered  with  trees  so  that  none 


of  the  above  methods  are  applicable.  It  may  be  convenient  to 
measure  a  line  AB  (Fig.  81)  in  but  one  direction  along  the  shore. 
In  this  case  the  point  C  is  first  carefully  set  on  the  opposite  side, 
the  line  AB  measured  along  the  shore,  and  the  angles  at  A  and 
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at  C  are  measured.  The  distance  AC  can  then  be  computed. 
It  will  be  well  also  to  set  up  at  B  and  measure  the  angle  5  as  a 
check  on  the  work.  At  the  time  when  point  C  is  set  it  is  also 
good  practice  to  set  a  point  further  ahead  on  the  line,  to  use  as  a 
foresight  to  check  the  transit  line  when  the  instrument  is  moved 
across  the  river. 

204.  To  Obtain  the  Distance  Between  Two  Inaccessible  Points 
by  Observation  from  Two  Accessible  Points. —  In  Fig.  82  the  points 
A  and  B  are  inaccessible  and  it  is  desired  to  obtain  the  distance 
AB  and  the  angle  that  AB  makes  with  the  transit  line.  From 
the  point  D  the  distance  DC  and  the  angles  BDA  and  ADC  are 
measured,  and  similarly  at  C  the  angles  ACB  and  BCD  are  meas- 
ured. ABcsca  then  be  calculated  as  follows:  —  in  the  triangle 
CBD  compute  CB\  in  triangle  ACD  compute  AC\  and  in  the 
triangle  ACB  calculate  ABy  the  inaccessible  distance.     In  the  tri- 
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angle  ACB,  angle  ABC  can  be  computed,  which,  together  with 
the  measured  angle  BCD,  will  give  the  difference  in  direction 
between  AB  and  CD,  It  is  not  at  all  necessary  that  DC  should 
have  been  measured  as  one  straight  line  in  the  traverse  ;  the  trav- 
erse might  have  run  as  indicated  by  the  dotted  lines,  but  in  such 
an  event  the  distance  CD  and  the  necessary  angles  could  have 
been  easily  figured  so  that  it  could  be  reduced  to  the  above  prob- 
lem. 
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This  problem  occurs  when  the  distance  between  two  triang^- 
lation  stations,  A  and  5,  and  the  azimuth  of  AB  are  desired  and 
when  it  is  inconvenient  or  impossible  to  measure  the  line  AB  or 
to  occupy  the  points  with  the  transit. 

205.  To  Obtain  the  Inaccessible  Distance  Between  Two  Ac- 
cessible Points  by  Observations  on  Two  Inaccessible  Points  of 
Elnown  Distance  Apart.  —  In  this  case  (Fig.  82)  A  and  B  are  the 
two  accessible  points  and  C  and  D  are  the  two  inaccessible  points 
but  the  distance  DC  is  known ;  the  distance  AB  is  required. 
With  the  transit  at  A,  the  angles  CAD  and  DAB  are  measured ; 
at  B  the  angle  CBD  and  ABC  are  measured.  The  length  of 
the  line  CD  is  known.  While  it  is  simple  to  obtain  CD  in  terms 
of  ABy  it  is  not  easy  to  directly  determine  AB  in  terms  of  CD ; 
it  will  be  well  therefore  to  use  an  indirect  method.  Assume 
AB  as  unity.  Then  by  the  same  process  as  described  in  the 
preceding  problem  the  length  of  CD  can  be  readily  found. 
This  establishes  a  ratio  between  the  lengths  of  the  lines  AB  and 
CDf  and  the  actual  length  of  CD  being  known  the  distance  AB 
can  be  computed. 

A  problem  of  this  sort  would  occur  under  the  following 
circumstances.  If  the  distance  CD  between  two  church  spires 
were  accuratdy  known  (from  a  triangulation  system)  and  it  is 
desired  to  use  this  line  CD  as  a  base-line  for  a  survey,  two  points 
A  and  B  could  be  assumed,  and  the  distance  between  them  and 
the  azimuth  of  AB  could  be  found  by  this  method. 
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206.  TO  ESTABLISH  A  TRUE  MERIDIAN  LINE  BY  OBSERVA- 
TION ON  POLARIS  WITH  THE  TRANSIT.  —  On  account  of  the 
earth's  daily  rotation  on  its  axis  all  heavenly  bodies  appear  to 
revolve  once  a  day  around  the  earth.  Stars  in  the  south  appear  to 
^^^  revolve  in  large  circles  parallel 

to  the  daily  path .  of  the  sun. 
As  we  look  farther  north  the 
apparent  size  of  the  circles 
grows  smaller.  The  center  of 
these  circles  is  the  north  pole  of 
the  celestial  sphere^  a  point  in 
the  sky  in  the  prolongation  of 
the  earth's  axis.  The  pole-star 
(Polaris)  revolves  about  the 
pole  in  a  small  circle  whose 
radius  is  Iqss  than  a  degree  and 
a  quarter  (Fig.  83).  This  an- 
gular distance  from  the  pole  to 
a  star  is  called  \\.2>  polar  distance. 
When  the  star  is  directly 
above  the  pole  its  bearing  is 
the  same  as  that  of  the  pole 
itself  and  the  star  is  said  to  be 
at  upper  culmination.  At  this 
instant  it  is  in  the  true  meri- 
dian. About  twelve  hours  later 
it  will  be  below  the  pole  at 
lower  culmitiation  and  will  be 
again  in  the  true  meridian.  About  half-way  between  these 
two  positions  the  star  reaches  its  greatest  east  or  west  bearing, 

♦  See  also  Chapter  II,  Volume  II. 
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and  at  such  times  is  said  to  be  at  its  greatest  elongation.  At 
either  eastern  or  western  elongation  the  star's  bearing  is  not 
changing  perceptibly  because  it  is  moving  almost  vertically,  a 
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Fig.  84 


Position  of  the  Constellations  when 
Polaris  IS  AT  UPPER  CULMINATION. 

Relative    Position   of  the   Constellations  near   the 
North  Pole. 
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condition  which  is  most  favorable  for  an  accurate  observation. 
At  culmination  the  star  is  changing  its  bearing  at  the  maximum 
rate,  and  therefore  this  is  not  as  good  a  time  to  make  an  accurate 
observation  as  at  elongation.  This  star  moves  so  slowly,  how- 
ever, that  even  at  culmination  its  bearing  can  be  obtained  with 
sufficient  accuracy  for  determining  the  decMnation  of  the  needle. 
Polaris  can  be  easily  found  by  means  of  two  conspicuous  con- 
stellations near  it,  Cassiopeia  and  Ursa  Major,  The  seven  most 
conspicuous  stars  of  the  latter  form  what  is  commonly  known  as 
the  "  Great  Dipper''  (Fig.  84).  The  two  stars  forming  the  part 
of  the  bowl  of  the  Dipper  farthest  from  the  handle  are  called  the 
^^ pointers  "  because  a  line  through  them  points  almost  directly 
at  the  pole.  On  the  opposite  side  of  Polaris  is  Cassiopeia,  shaped 
like  the  letter  W.  A  line  drawn  from  S  *  Cassiopeice,  the  lower 
left-hand  star  of  the  W,  to  f  Ursa  Majoris,  the  middle  star  of  the 
Dipper  handle,  passes  very  close  to  Polaris  and  also  to  the  pole 
itself. 

207.  OBSERVATION  FOR  MERIDIAN  ON  POLARIS  AT 
ELONGATION.  —  When  the  Dipper  is  on  the  right  and  Cassiopeia 
on  the  left,  Polaris  is  near  its  western  elongation ;  when  the  dipper  is 
on  the  left  Polaris  is  near  eastern  elongation.  When  the  constella- 
tions are  approaching  one  of  these  positions  the  transit  should  be 
set  over  a  stake  and  leveled,  and  the  telescope  focused  upon  the 
star.f  Unless  the  observation  occurs  at  about  sunrise  or  sunset 
it  will  be  necessary  to  use  an  artificial  light  to  make  the  cross-hairs 
visible.  If  the  transit  is  not  provided  with  a  special  reflector  for 
throwing  light  down  the  tube  a  good  substitute  may  be  made  by 
cutting  a  small  hole  in  a  piece  of  tracing  cloth  or  oiled  paper  and 
then  fastening  it  over  the  end  of  the  telescope  tube  by  a  rubber 
band.  If  a  lantern  is  then  held  in  front  and  a  little  to  one 
side  of  the  telescope  the  cross-hairs  can  be  plainly  seen.  The 
star  should  be  bisected  by  the  vertical  wire  and  followed  by 
means  of  the  tangent  screw  in  its  horizontal  motion  until  it  no 


*  The  Greek  Alphabet  will  be  found  on  p.  519. 

t  It  is  difficult  to  find  a  star  in  the  field  of  view  unless  the  telescop>e  is  focused 
for  a  very  distant  object.  The  surveyor  will  find  it  a  convenience  if  he  marks  on 
the  telescope  lube  the  position  of  the  objective  tube  when  it  is  focused  for  a  distant 
object. 
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longer  changes  its  bearing  but  moves  vertically:  (It  will  be  seen 
from  Fig.  83  that  when  the  star  is  approaching  eastern  elonga- 
tion it  is  moving  eastward  and  upward ;  when  approaching  western 
elongation  it  is  moving  westward  and  downward.)  As  soon  as 
this  position  is  reached  the  telescope  should  be  lowered  and  a 
point  set  in  line  with  the  vertical  cross-hair  at  a  distance  of  sev- 
eral hundred  feet  from  the  transit.  Everything  should  be  ar- 
ranged beforehand  so  that  this  can  be  done  quickly.  Immediately 
after  setting  this  point  the  instrument  should  be  reversed  and 
again  pointed  on  the  star.  A  second  point  is  then  set  at  one 
side  of  the  first.  The  mean  of  these  two  points  is  free  from  the 
errors  of  adjustment  of  the  transit.  If  the  instrument  is  in  ad- 
justment, of  course,  the  first  and  second  points  coincide.  On 
account  of  the  great  difference  in  altitude  between  the  star  and 
the  mark  the  elimination  of  instrumental  errors  is  of  unusual 
importance  (Art.  79,  p.  61).  For  10  minutes  of  time  on  either 
side  of  elongation  the  bearing  of  the  star  does  not  change  more 
than  5  seconds  of  arc  and  therefore  there  is  sufficient  time  to 
make  these  two  pointings  accurately. 

After  the  direction  of  the  star  at  elongation  has  been  found, 
the  meridian  may  be  established  by  laying  off  an  angle  equal  to 
the  azimuth,  or  true  bearing  of  the  star.  Since  this  angle  to  be 
laid  off  is  the  horizontal  angle  between  the  star  and  the  pole,  it 
is  not  equal  to  the  polar  distance  but  may  be  found  from  the 
equation  :  — 

c*'    c^^    *    ^       -n  Sin  Polar  Distance  of  Star     * 

Sm  Stars  True  Bearmg= ^ — - — ; — . 

Cos  Latitude 

The  mean  polar  distances  for  the  years   1906  to  1920  may  be 

*  This  equation  may  be  derived  as  follows ;  in  Fig.  83,  let  P  represent  the 
pole,  Z  the  zenith,  and  £  the  position  of  the  star  at  elongation.  Then  by  spherical 
trigonometry, 

sin  PZ£     sin  P£ 

sin  ZEP"  sin  ZP ' 

But  PZ£  is  the  angle  between  the  two  vertical  circles  and  equals  the  bearing. 

ZEP=<)0°  because  Z£  is  tangent  to  the  circle  WUEL^  which  represents  the  path 

of  Polaris.     PE  is  the  polar  distance  and  ZP  may  be  shown  to  be  equal  to 

90°  —  latitude. 

u  D-^c     sin  P£ 

Hence.  sm  PZE  = 

'  cos  lat. 
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TABLE   8. 
Mean  Polar  bisiANCES  of  Polaris* 


Year. 

Mean  Polar  Distance. 

Year. 

Mean  Polar  Distance. 

0            #                 // 

0          1                 0f 

1906 

I           II          41.05 

1914 

I           09          12.07 

1907 

I           II           22.37 

1915 

1          of         535' 

1908 

I           II          03.71 

1916 

I          08          34.97 

1909 

I           10          45-07 
I       .    10          26.44 

1917 

I          08          16.45 

1910 

1918 

I          07          57.94 

1911 

I           10          07.82 

1919 

I          07          39.45 
I          07          20.98 

1912 

I          09          49.22 

1920 

1913 

I          09          30.64 

.     . 

found  in  Table  8.     The  latitude  may  be  obtained  from  a  reliable 

map  or  by  observation  (Arts.  216-17,  p.  196). 

When  the  transit  is  set  up  at  the  south  end  of  the  line  the 
p^j^j^ft  angle  thus  computed  must  be  laid  off  to  the  right  if 

the  elongation  is  west,  to  the  left  if  the  elongation  is 
east.  A  convenient  and  accurate  way  of  laying  off 
the  angle  is  by  measuring  the  distance  between  the 
two  stakes  A  and  B  (Fig.  85),  and  calculating  the  per- 
pendicular distance  BC  which  must  be  laid  off  at  the 
north  stake  B  to  give  a  meridian  AC. 


Fici. 


*  The  above  table  was  derived  from  data  furnished  by  the  Sup- 
erintendent of  the  United  States  Coast  and  Geodetic  Survey.  The 
Mean  Polar  Distance  is  the  polar  distance  the  star  would  have  if 
unafifected  by  small  periodic  variations. 

In  taking  the  {x>lar  distance  from  the  table  for  the  purpose  of 
looking  up  its  sine  the  student  should  keep  in  mind  the  degree  of 
precision  desired  in  the  computed  azimuth.  If  the  azimuth  is  to  be 
within  about  one  minute  of  the  true  value  the  polar  distance  need  be 
taken  only  to 'the  nearest  minute,  but  if  the  azimuth  is  to  be  correct 
within  a  few  seconds  the  polar  distance  should  be  taken  to  the  nearest 
second.  It  should  be  noted  however  that  since  the  values  given  in 
the  table  are  only  the  average  values  for  the  year  there  will  in  genera) 
be  an  error  of  a  few  seconds  due  to  neglecting  the  variation  of  the 
polar  distance  during  the  year.  The  exact  value  for  every  day  in  the 
year  may  be  found  in  the  **  American  Ephemeris  and  Nautical 
Almanac,"  published  by  the  Bureau  of  Equipment,  Navy  Depart- 
ment. 


OBSERVATIONS  AT  CULMINATION  1 85 

208.  OBSERVATION  FOR  MERIDIAlf  ON  POLARIS  AT  CULMI- 
NATION.—  At  the  instant  when  Polaris  is  above  the  pole  the 
star  ?  Ursce  Majoris  will  be  almost  exactly  underneath  Polaris. 
When  Polaris  is  below  the  pole  S  Cassiopeia  will  be  almost  di- 
rectly below  Polaris  (Fig.  84).  In  order  to  know  the  instant 
when  Polaris  is  exactly  on  the  meridian  it  is  necessary  first  to 
observe  the  instant  when  one  of  these  two  stars  is  vertically 
below  Polaris.  From  this  the  time  when  Polaris  will  be  on  the 
meridian  can  be  calculated  by  adding  a  certain  interval  of  time, 
and  the  meridian  line  can  thus  be  directly  established.  This 
interval  of  time  was,  for  ?  UrscB  Majoris^  about  2^36*  in  the  year 
1900,  and  it  increases  about  2 1»  per  year.  The  intervals  computed 
by  this  rule  are  only  approximate,  but  are  sufficiently  accurate  for 
many  purposes  and,  as  the  change  is  very  slow,  the  rule  is  good  for 
many  years.  It  may  also  be  used  for  any  latitude  in  the  United 
States.  When  f  UrscB  Majoris  cannot  be  used,  as  is  the  case  in 
the  spring  of  the  year,  especially  in  northern  latitudes,  a  sim- 
ilar observation  can  be  made  on  S  Cassiopeia,  The  interval 
for  this  star  was  3^24*  for  igcx),  with  an  annual  increase  of 
about  2C^. 

The  observation  to  determine  when  the  two  stars  are  in  the 
same  vertical  plane  is  at  best  only  approximate,  since  the  instru- 
ment must  be  pointed  first  at  one  star  and  then  at  the  other ; 
but  since  Polaris  changes  its  azimuth  only  about  i  minute  of 
angle  in  2  minutes  of  time,  there  is  no  difficulty  in  getting  fair 
results  by  this  method.  The  vertical  hair  should  first  be  set 
on  Polaris,  then  the  telescope  lowered  to  the  approximate 
altitude  of  the  other  star  to  be  used.  As  soon  as  this  star 
comes  into  the  field  the  vertical  hair  is  again  set  carefully  on 
Polaris.  As  it  will  take  the  other  star  about  2  minutes  to  reach 
the  center  of  the  field  there  will  be  ample  time  for  this  pointing. 
Then  the  telescope  is  lowered  and  the  instant  when  the  star 
passes  the  vertical  hair  is  observed  by  a  watch.  This  will  be  the 
time  desired,  with  an  error  of  only  a  very  few  seconds.  The  time 
of  culmination  should  then  be  computed  as  described  above  and 
the  vertical  hair  set  on  Polaris  when  this  computed  time  arrives. 
The  telescope  is  then  in  the  meridian  which  may  be  marked  on 
the  ground. 
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It  will  be  seen  that  in  this  method  the  actual  error  of  the 
watch  has  no  effect  on  the  result  since  it  is  used  only  for  meas- 
uring the  interval  of  a  few  minutes.  The  error  in  the  meridian 
obtained  by  this  method  will  seldom  exceed  one  minute  of  angle. 

209.  To  Find  the  Standard  Time  of  Culmination  and  Elonga- 
tion. —  The  approximate  times  of  culmination  and  elongation  of 
Polaris  for  the  ist  and  15th  of  each  month  in  the  year  1907  may 
be  found  in  Table  9. 

TABLE  9. 

Approximate  Times  of  Culmination  and  Elongation  of  Poi^ris 

Computed  for  the  90TH  Meridian  West  of  Greenwich, 

for  the  Year  1907. 


Date. 


Jan. 

Feb. 

Mar. 
ti 

Apr. 

a 

May 
Jun. 
Jul. 

u 

Aug 

Sep. 
(« 

Oct. 
it 

Nov, 
Dec. 


1907 
I    .  . 

15  •  • 
I    .  . 

15  •• 

I  .  . 

15  .. 

1  . . 

15  .. 

I  .  . 

15  .. 

I  .  . 

.15  .. 

I  .  . 

15  .. 

,   I  . . 

15  .. 

I  . . 

15  •• 
I    .  . 

15  .. 

I  .  . 

15  .. 

I  .  . 

15  .. 


Upper 
Culmination. 


6  44 

5  49 

4  41 

3  46 

2  51 

I  56 

O  4Q 

23  50 

22  47 

21  52 

20  45 

19  51 

18  48 

17  53 

16  47 

15  52 

H  45 

13  50 

12  47 

10  46 

9  51 


47 
52 


Western 
Elongation. 


A  m 

12  39 

II  44 

10  36 

0  41 

8   46 

7  51 
6 

5 
4 

3 
2 

I 
o 


44 
40 
46 
51 
44 
50 
47 
23  48 
22  42 
21  47 
20  40 

19  45 
18  42 

17  48 
16  41 

15  46 
14  42 

13  47 


Lower 
Culmination. 


A  m 

18  42 

17  47 

16  39 

15  44 

14  49 

13  54 

12  47 

II  52 

10  49 

9  54 

8  47 


53 
50 
55 
49 
S4 
47 
52 
49 

51 
22  44 
21  49 

20  45 
19  50 


23 


Eastern 
Elongation. 


A  m 

o  49 

23  50 

22  42 

21  #47 

20  52 

19  57 

18  50 

16  52 

'5  57 

14  50 

13  56 

12  53 

II  58 

10  52 

9  57 

8  50 

7  55 

6  52 

5  58 
51 


3  56 
2  52 

I  57 


To  find   the  time  for  any  other  date  interpolate  between  the 
values  given  in  the  table,  the  daily  change  being  about  4  min- 
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In  order  to  find  the  exact  time  of  culmination  or  elongation 
for  any  observation  it  would  be  necessary  to  take  into  account 
the  latitude  and  longitude  of  the  place  and  the  exact  date  of  the 
observation.  The  times  given  in  Table  9  are  only  approximate 
in  any  case  and  are  to  be  regarded  merely  as  a  guide  so  that  the 
S'l.rveyor  may  know  when  to  prepare  for  his  observations. 

The  times  are  computed  for  mean  local  astronomical  time  at 
the  90th  meridian  west  of.  Greenwich  and  for  the  year  1907. 
These  numbers  increase  about  J  minute  per  year  on  the  aver- 
age, so  that  this  table  will  give  approximate  results  for  other 
years.  Astronomical  time  begins  at  noon  of  the  civil  day  of  the 
same  date  and  is  reckoned  from  o*  to  24^  e.g.,  18**  would  mean 
6^  A.M.  The  tabular  numbers  are  nearly  correct  for  the  Stand- 
ard Meridians,  i.e.,  the  75th,  90th,  105th,  and  120th  west  of 
Greenwich.  All  watches  keeping  "railroad  time,**  or  "standard 
time,'*  are  set  to  the  local  mean  time  of  one  of  these  four  meri- 
dians (Art.  86,  p.  68).  To  find  the  watch  time  of  culmination 
or  elongation  for  any  other  meridian,  first  find  the  difference 
in  longitude  in  degrees  between  the  place  of  observation  and 
the  standard  meridian,  and  then  convert  this  into  minutes  and 
seconds  of  time  by  dividing  by  15,  since  15®  of  longitude  are 
equivalent  to  one  hour  of  time.  The  standard,  or  watch,  time 
of  the  observation  is  then  obtained  by  adding  this  correction  to 
the  time  taken  from  the  table  if  the  place  is  west  or  by  sub- 
tracting it  if  the  place  is  east  of  the  standard  meridian. 

210.  MERIDIAN  OBSERVATIONS  ON  POLARIS  WITH  THE 
COMPASS.  —  In  determining  a  meridian  with  the  compass  the 
observations  are  made  as  described  for  the  transit  except  that 
the  following  modifications  will  be  necessary.  Suspend  a  long 
plumb-line  a  few  feet  away  from  the  point  where  the  instru- 
ment is  to  be  set.  Since  the  rear  sight  is  the  only  part  of  the 
compass  to  be  used  in  the  observation  it  may  be  unscrewed 
from  the  compass  and  fastened  to  a  piece  of  board.  This  board 
should  be  placed  on  a  table.  The  compass  sight  may  then  be 
shifted  to  the  right  or  left  to  bring  it  in  line  with  the  star  and 
the  plumb-line.  The  plumb-line  should  be  illuminated  by  means 
of  a  lantern.  The  direction  of  the  star  may  be  marked  by  set- 
ting stakes  in  line.    If  the  observation  is  made  at  elongation  the 
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meridian  should  be  laid  out  as  described  in  Art.  207.  In  finding 
the  declination  of  the  needle  the  compass  is  set  up  over  one  of 
the  meridian  stakes  and  sighted  at  the  other,  when  the  declina- 
tion  can  be  read  off  directly.  In  order  to  obtain  as  nearly  as 
possible  the  mean  value  of  the  declination  this  should  be  done 
at  about  10  A.M.  or  5  to  6  P.M.  because  at  these  times  the 
needle  is  in  its  mean  position  for  the  day. 

211.     Meridian  Observation  on  Polaris  at  any  Time 

WITH  THE  Transit.  —  in  order  to  make  this  observation,  it  is  necessary  to 
know  the  local  time  very  closely.  As  in  most  cases  the  time  which  the  surveyor 
carries  is  **  standard  time  **  it  is  assumed  that  such  is  the  case  here.  The  observa- 
tion itself  consists  in  either  marking  the  direction  of  the  star,  as  previously  de- 
scribed, and  noting  the  time  by  the  watch  when  the  star  is  sighted ;  or  in  repeating 
the  angle  between  the  star  and  some  reference  mark,  the  time  of  each  pointing  on 
the  star  being  noted.  In  the  latter  case,  take  the  average  of  the  obser\'ed 
times  and  assume  that  it  corresponds  to  the  average  angle.  This  is  very  nearly 
true  if  the  observations  extend  over  a  few  minutes  of  time  only. 

After  finding  the  standard  time  of  the  observation,  the  next  step  is  to  compute 
the  hour  angle  of  the  star  at  the  time  of  the  observation.  Take  from  the  Nautical 
Almanac:  (i)  the  right  ascension  of  Polaris  for  the  date;  (2)  the  right  ascension 
of  the  "  mean  sun  "  for  the  date ;  (3)  the  increase  in  the  sun^s  right  ascension  since 
Greenwich  noon,  which  is  found  in  Table  III  in  the  Appendix  to  the  Nautical 
Almanac.  Remember  that  the  dates  in  the  Almanac  are  in  Astronomical  time 
(Art.  209,  p.  186).  Reduce  the  standard  time  to  local  time  by  adding  or  subtract- 
ing the  difference  in  longitude  expressed  in  hours,  minutes,  and  seconds,  remem- 
bering that  if  the  place  is  west  of  the  standard  meridian  the  local  time  is  earlier 
than  standard  time  and  vice  versa.  To  the  local  time  add  the  sun's  right  ascen- 
sion and  the  correction  from  Table  III,  Appendix,  Nautical  Almanac  The  result 
is  the  sidereal  time.  From  this  subtract  the  star's  right  ascension,  and  the  result 
is  the  hour  angle  of  the  star  reckoned  from  the  meridian  from  oh  to  24h  in  the  di- 
rection of  the  star's  apparent  motion.  Convert  this  angle  into  degrees,  minutes^ 
and  seconds.    The  azimuth  of  the  star  may  now  be  computed  from  the  formula, 

*  ^  sin  / 

*  tan  Z  = 


cos  L  tan  Z>  —  sin  Z  cos  / 


where  Z  «  the  azimuth,  or  true  bearing ;  /  a  the  hour  angle ;  L  «  the  latitude ; 
D  =  the  declination  =  90®  —  the  polar  distance.  If  the  hour  angle  is  between  oh 
and  1 2h  the  star  is  west  of  the  meridian  ;  if  between  1 2h  and  24h  it  is  east  of  the 
meridian  (see  Example  below). 

In  the  **  Manual  of  Surveying  Instruction  "  issued  by  the  General  Land  Office 
a  set  of  tables  is  given  which  will  enable  the  surveyor  to  perfonn  all  of  the  above 
work  by  simple  inspection  and  without  the  aid  of  the  Nautical  Almanac. 

*  Sm  Hayford's  Geodetic  Aetronomy,  p.  an,  Art.  193. 
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Example. 

Observation  on  Polaris  for  azimuth  April  15,  1908.  Latitude  38°  58'.  Long^. 
tude  92°  25'.  Angle  between  a  mark  (approximately  N.W.)  and  Polaris  is 
repeated  6  times.     Watch  !"»  13s  fast.     The  times  are 


8h 

35" 

40» 

8 

37 

20 

8 

38 

50 

8 

39 

59 

8 

41 

30 

8 

43 

00 

Mean  of  6  readings 

8 

39 

26.2 

Watch  fast 

I 

13 

True  Central  time 

8 

38 

13 

;itude  of  Standard  Meridian 

6 

Greenwich  time 

U^ 

38™ 

'3* 

From  Nautical  Almanac,  Right  Ascension  of  "^  Mean  ^un '*  at /Greenwich  Mean 
Noon  «=  ih  32m  578.82 ;  Right  Ascension  of  Polaris  =»  ih  25m  ot>^47  ;  Declination 
of  Polaris  «=-  +  88*48'  52'';  Correction  from  Table  III  (Nautical  Almanac)  for 
Greenwich  Time  —  I4h  38™  «-  2™  24S.2 


92° 

25'  = 

6h  09»T-  40» 

,\  longitude  correction  «= 

09m  4o« 

Mean  of  observed  times 

8h  38m  i3» 

Longitude  correction 

9     40 

Local  time 

8     28     33 

Right  Ascension  "  Mean  Sun 

»» 

I     32     58 

Correction  (Table  III) 

2     24 

Sidereal  time 

10    03     55 

Right  Ascension  Polaris 

I     25     OI 

Hour  Angle  Polaris 

- 

8h   38m  54s 

/» 

129°  43'  30" 

log  cosZ  —  9.89071 

log  i 

Bin  L  «  9.79856 

log  tan  />  -i  1.68413 

log( 

cos  /  —  9.80558  (n)  * 

1.57484 

9.60414  (n) 

37.570 

-  .4019 

.402 

37.972 

log  sin  /  « 

9.88600 

log  denominator  — 

1.57946 

log  tan  Z  » 

8.30654 

Z- 

i°09' 

37"  W.  of  N. 

*  Th«  M  after  the  logarithm  indicates  that  the  number  correeponding  is  negatiTOk 
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212.  SOLAR  OBSERVATIONS.  —  Where  great  accuracy  is  not 
required  many  surveyors  prefer  solar  observations  because 
they  can  be  made  without  much  additional  work,  while  star 
observations  have  to  be  made  at  night  and  require  special 
arrangements  for  illuminating  the  field  of  view  and  the  mark. 
If  it  is  sufficient  for  the  purpose  in  view  to  obtain  the  azimuth 
within  i  minute  of  angle  solar  observations  will  answer.  In 
making  these  observations  with  the  ordinary  transit  it  is  neces- 
sary to  have  some  means  of  cutting  down  the  sun's  light  so 
that  it  will  not  be  too  bright  for  the  eye  while  making  point- 
ings. This  is  usually  effected  by  placing  a  dark  glass  over  the 
eyepiece.  A  dark  glass  in  front  of  the  objective  will  introduce 
error  into  the  pointings  unless  the  faces  of  this  glass  have  been 
made  plane  and  exactly  parallel.  If  the  instrument  is  hot  pro- 
vided with  a  dark  glass  the  observation  may  be  made  by  hold- 
ing a  white  card  back  of  the  eyepiece  while  the  telescope  is 
pointing  at  the  sun.  If  the  eyepiece  tube  is  drawn  out  the 
sun's  disc  and  the  cross-hairs  can  both  be  sharply  focused  on  the 
card.  By  this  means  pointings  can  be  made  almost  as  well  as 
by  direct  observation.  It  is  also  well  to  cut  down  the  amount 
of  light  entering  the  objective  by  having  a  cap  with  a  hole  in 
the  center  or  by  using  a  piece  of  tracing  cloth  as  explained  in 
Art.  207,  p.  182. 

213.  OBSERVATION  FOR  MERIDIAN  BY  EQUAL  ALTTrUDES 
OF  THE  SUN  IN  THE  FORENOON  AND  AFTERNOON.  —  This  obser- 
vation consists  in  measuring  in  the  forenoon  the  horizontal  angle 
between  the  sun  and  some  reference  mark  at  the  instant  when 
the  sun  has  a  certain  altitude,  and  again  measuring  the  angle 
when  the  sun  has  an  equal  altitude  in  the  afternoon.  If  the 
distance  of  the  sun  from  the  equator  were  the  same  in  the  two 
cases  the  horizontal  angles  between  the  sun  and  the  meridian 
would  be  the  same  in  both  observations,  hence  the  mean  of  the 
two  readings  of  the  horizontal  circle  would  be  the  reading  for 
the  meridian.  But  since  the  sun  is  changing  its  distance  from  the 
equator  the  measured  angles  must  be  corrected  accordingly. 
The  correction  is  computed  by  the  equation 

x^       f  . 

COS  L  sm  / 
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in  which  X  =  the  correction  to  the  mean  vernier  reading, 
d  a=  the  hourly  change  in  declination  of  the  sun  taken  from 
Table  10  and  multiplied  by  half  the  number  of  hours  between 
the  two  observations,  L  =  the  latitude,  and  /  =  half  the  elapsed 
time  converted  into  degrees,  minutes,  and  seconds.  Since  the 
hourly  change  for  any  given  day  is  nearly  the  same  year  after 
year  an  almanac  is  not  necessary  but  the  table  given  below  is 
sufficient. 

TABLE   10. 

Hourly  Change  in  the  Sun*s  Declination. 

ist.  loth.  20th.  30th. 

January +12"  +  22"  +  32"  +  41" 

February +43  +49  +54  

March 4-57  +59  +59  +5^ 

April +58  +54  +49  +46 

May +45  +39  +39  +23 

June +21  +12  +02  —09 

July —10  —19  —28  —36 

August -38  -44  -49  -54 

September —54  —57  —58  —59 

October —58  —57  —54  —49 

November —48  —42  —34  —25 

December —23  —14  —02  +10 

The  observation  is  made  as  follows:  —  *at  some  time  in  the 
forenoon,  preferably  not  later  than  9  o'clock,  the  instrument  is 
set  up  at  one  end  of  the  line  the  azimuth  of  which  is  to  be 
found,  and  one  vernier  is  set  at  o®.  The  vertical  cross-hair  is 
then  sighted  at  the  other  end  of  the  line  and  the  lower  plate 
clamped.  The  upper  clamp  is  loosened  and  the  telescope  turned 
until  the  sun  can  be  seen  in  the  field  of  view.  The  horizontal 
cross-hair  is  to  be  set  on  the  lower  edge  of  the  sun  and  the 
vertical  cross-hair  on  the  left  edge.  Since  the  sun  is  rising  and 
also  changing  its  bearing  it  is  difficult  to  set  both  of  the  cross- 
hairs at  once  and  it  will  be  found  easier  to  set  the  horizontal 
hair  so  that  it  will  cut  across  the  sun's  disc  leaving  it  clamped 
in  this  position  while  the  vertical  hair  is  kept  tangent  to  the  left 
edge  of  the  sun  by  means  of  the  upper  tangent  screw.  When 
the  sun  has  risen  until  the  lower  edge  is  on  the  horizontal  hair 

*  The  nearer  the  sun  is  due  East  or  due  West,  the  better  the  result. 
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the  instrument  is  in  the  desired  position  and  after  this  position 
is  reached  the  upper  tangent  screw  should  not  be  moved.  As 
soon  as  this  position  is  reached  the  time  is  noted.  Both  the 
vertical  and  the  horizontal  circles  should  now  be  read  and  the 
angles  recorded. 

In  the  afternoon,  when  the  sun  is  found  to  be  nearly  at  the 
same  altitude  as  at  the  forenoon  observation,  the  instrument 
should  be  set  up  at  the  same  point  and  again  sighted  on  the 
mark. .  The  observation  described  above  is  repeated,  the  point- 
ings now  being  made  on  the  lower  and  right  edges  of  the  disc. 
The  telescope  is  inclined  until  the  vernier  of  the  vertical  cu-cle 
reads  the  same  as  it  did  at  the  forenoon  observation.  When  the 
sun  comes  into  the  field  the  vertical  hair  is  set  on  the  right  edge 
and  kept  there  until  the  lower  edge  is  in  contact  with  the  hori- 
zontal hair.  The  time  is  again  noted  and  the  verniers  are  read. 
If  desired,  the  accuracy  may  be  increased  by  taking  several  pau-s 
of  observations.  The  mean  of  the  two  circle  readings  (suppos- 
ing the  graduations  to  be  numbered  from  o®  to  360®  in  a  clock- 
wise direction)  is  now  to  be  corrected  for  the  sun's  change  in 
declination.  The  correction  as  obtained  by  the  formula  given  on 
p.  190  is  to  be  added  to  the  mean  vernier  reading  if  d  is  minus, 
and  subtracted  if  d  is  plus,  i.e.,  if  the  sun  is  going  south  the  mean 
vernier  reading  is  east  of  the  south  point,  and  vice  versa. 
When  the  circle  reading  of  the  south  point  is  known  the  true 
bearing  of  the  mark  becomes  known  and  the  bearings  of  other 
points  may  be  found  (see  Example  below). 

The  disadvantage  of  this  method  is  that  it  is  necessary  to  be 
at  the  same  place  both  in  the  forenoon  and  afternoon,  whereas  in 
many  cases  the  surveyor  might  in  the  afternoon  be  a  long  distance 
from  where  he  was  working  in  the  forenoon. 

Example. 

Latitude  42°  18'  N.     April  19,  1906. 

A.M.  Observation.  P.M.  Observation. 

Reading  on  Mark,  o^oo'oo"  Reading  on  Mark,  o°oo'oo'' 

Pointings  on  Upper  and  Left  Limbs.  Pointings  on  Upper  and  Right  Limbs. 

Vertical  Arc,  24^58'  Vertical  Arc,  24*58' 

Horizontal  Circle,  357°i4'i5"  Horizontal  Circle,  i62°28'oo" 

Time  i^i^^y^f^  Time  4b 1 2»w  1 58 
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A  elapsed  time  =«  4b26«»228 
-  66°35'3o" 
log  sin   /       9.96270 
log  cos  L      9.86902 

"9-83172 
log  23o".9     2.36342 
2.53170 
correction      340".  2  =  5''4o''.2 


Increase  in  declination  in  4^26^2 2«=» 
52''  X  4.44  =  23o".9 


Mean  circle  reading  -=  79*5 1 '08" 
540 


S  79°45'28"  E 


Azimuth  of  mark  =  28o°i4''32^ 

214.  OBSERVATION  FOR  MERIDIAN  BY  A  SINGLE  ALTI- 
TUDE OF  THE  SUN. — The  azimuth  of  a  line  may  be  obtained 
by  measuring  a  single  altitude  of  the  sun  with  the  transit  and 
computing  the  azimuth  by  spherical  trigonometry.  The  instru- 
ment is  set  at  o®  and  pointed  at  a  mark.  The  upper  clamp  is 
loosened  and  pointings  made  as  follows.  First,  the  cross-hairs 
are  set  on  the  left  and  lower  limbs  of  the  sun  and  both  circles 
are  read  ;  the  time  is  also  noted.  If  desired  several  sets  of 
observations  may  be  made.  Second,  the  cross-hairs  are  set  on 
the  right  and  upper  limbs,  and  the  reading  of  the  circles  and 
the  time  are  again  recorded.  The  mean  of  the  vertical  circle 
readings  is  taken,  and  corrected  for  atmospheric  refraction  by 
subtracting  the  correction  given  in  Table  ii.  This  corrected 
mean  is  called  h  in  the  formula  given  below. 

TABLE  11. 
Refraction  Correci'Ion. 


Altitude. 

Refraction. 

Altitude. 

Refraction. 

10° 

5'        '9" 

20° 

2'          39" 

II 

4          51 

25 

2             04 

12 

4          27 

30 

I             41 

13 

4         07 

35 

J             23 

14 

3          49 

40 

I             09 

15 

3         34 

45 

0          58 

16 

3         20 

50 

0             49 

17 

3         08 

60 

0          34 

18 

2         57 

70 

0         21 

19 

2         48 

80 

0          10 
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In  order  to  compute  the  azimuth  it  is  necessary  to  know  the 
latitude  of  the  place.  This  may  be  obtained  from  a  reliable  map 
or  from  an  observation  as  described  in  Art.  216,  p.  196.  It  is 
also  necessary  to  know  the  declination  of  the  sun  at  the  instant 
of  the  observation ;  this  is  found  as  described  in  Art.  86,  p.  68. 
If  Z  represents  the  azimuth  of  the  sun's  center  from  the  south ; 
Ly  the  latitude ;  A,  the  altitude ;  /,  the  distance  from  the  north 
pole  to  the  sun  (or  QO^-declination) ;  and  j  =  ^  (Z,  +  A  +/) ; 
then 

cot'  i  Z  =  sin  {s  -  L)  sin  {s  -  K) 

^  cos  S     COS  (s  —  /) 

Five  place  logarithms  will  give  the  value  of  Z  within  10  seconds 
of  angle,  which  is  amply  accurate  for  this  observation. 

When  the  true  bearing  of  the  sun  is  known  the  bearing  of 
the  mark  from  the  instrument  can  be  found. 
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Example. 

Observation  on  Sun  for  Azimuth. 

Latitude  42®  21'  N.  Longitude  4^  44™  i8«  W 

Time,  Nov.  28,  1905,  A.M. 


Horizontal  Circle 

Vertical  Circle 

Vernier  A      B 

Afark                                    2380  14'     14' 

Right  and  Lower  Limbs    311    48      48.5 

14%!' 

»*       «*        ««          "          312    20      20 

15  00 

T-he  inst.  reversed 

Left  and  Upper  Limbs       312    27   26.5 

15  55 

**     "        "          "             3"    52   51.5 

16  08 

Mark                                    238    14   14 

Watch 


A.M. 

8h 

39™ 

42i 

8 

42 

>9 

8 

45 

34 

8 

47 

34 

Mean  reading  on  Mark  «  238** 

"  "        •*     Sun  —  312 

Mark  N.  of  Sun  =  ~^ 

Observed  Altitude     15°  26'.o 


14.0 
21  .7 


07.7 


Refraction 
True  Altitude 

Z  «- 

h  « 
/  = 

s  -i 

s  -L  = 
s  ~h^ 


3.5 


1 5*»  22'.5  —  h 


42^ 
'5° 

11!^ 


2r.o 

22'.5 

•5'7 


84°  29'.6 

42^o8'.6 

69°  07'.  I 

-26*^46'.! 


Mean  -  15°  26' 


Mean  —  8*^  43^  47«» 

7 

ih  43m  47s 


--  2i*'i5'40".8 
-    iii°i5'4o".8 


Greenwich  Mean  Time  * 
Sun's  apparent  declination  at 
Greenwich  Mean  Noon  —  —21°  14'  54".4 
Difference  for  i  hour     «■  —  26" .81 

-  26".8i  X  ih.73  -  o^  46"^  4 

Declination 

Polar  Distance  — 

log  sin  (j  —  Z)=  9.82671 
log  sin  (j  -  /4)  -  9-97049 
log  sec  J  »  1. 01 791 

log  sec  (j  —  /)  -=  o  04923 
2)  0.86434 
log  cot  \Z  ^  0.43217 
i  Z  =  20*»  I7'.3 
-2r-4o°34'.6 
Mark  N.  of  Sun  =»  74°  07'.7 


Mark 


1 14°  42'.3 
N.65**i7'.7  E. 


215.  Observation  for  Meridian  by  Means  of  the 
Solar  Attachbcent.  —  This  observation  has  been  described 
in  detail  in  Art.  85,  p.  66. 


See  Art.  86,  p.  68. 
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2x6.  ( I )  BY  THE  Altitude  of  Polaris  at  upper  or  lower 
Culmination.  —  When  Polaris  is  approaching  either  culmination 
(see  Art.  206,  p.  180,  and  Fig.  83)  set  up  the  transit  and  point  the 
horizontal  hair  on  the  star.  Keep  the  cross-hair  pointed  on  the 
star  until  the  culmination  is  reached.  Read  the  vertical  arc  and 
determine  the  index  correction.  The  altitude  is  to  be  corrected 
for  refraction  by  Table  1 1,  p.  193.  This  gives  the  true  altitude. 
If  Polaris  is  at  upper  culmination  subtract  from  the  true  altitude 
the  polar  distance  of  the  star  at  the  date  of  the  observation'(Table 
8,  p.  184).  If  the  star  is  at  lower  culmination  the  polar  distance 
is  to  be  added.  The  result  is  the  latitude  of  the  place  of  obser- 
vation. 

217.  (2).  BY  THE  ALTITUDE  OF  THE  SUN  AT  NOON.— The  ob- 
servation consists  in  finding  the  greatest  altitude  of  the  sun's 
lower  limb.  This  will  occur  when  the  sun  is  on  the  meridian 
(very  nearly).  Begin  the  observation  a  little  before  apparent 
noon,  remembering  that  this  differs  sometimes  more  than  16™ 
from  mean  noon.*  Furthermore  it  should  be  remembered  that 
standard  time  may  differ  a  half  hour  or  so  from  mean  time. 
When  the  maximum  altitude  is  found  the  following  corrections 
are  to  be  made :  first,  the  refraction  correction  is  to  be  sub- 
tracted (Table  11,  p.  193);  second,  tte  sun's  semi-diameter 
(found  in  the  Nautical  Almanac)  is  to  be  added;  third,  the 
sun*s  declination  is  to  be  subtracted  if  plus  or  added  if  minus. 
The  result,  subtracted  from  90°,  is  the  latitude. 


•  Apparent  noon  occurs  when  the  sun  is  on  the  meridian.  Mean  noon  is  the 
instant  when  the  sun  would  be  on  the  meridian  if  it  moved  at  a  uniform  rate  along 
the  equator.  The  difference  between  the  two  is  known  as  the  Equation  of  time 
and  may  be  found  in  the  Nautical  Almanac.  For  example,  on  November  ist,  the 
sun  passes  the  meridian  i6in  i8s  before  mean  noon,  i.e.,  when  it  is  I2h  oom  oos 
apparent  time  it  is  i  ih  43m  428  mean  time. 
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Example. 

Observed  maximum  altitude  of  the  sun's  lower  limb  on 


Jan.  8,  1906.  = 
Observed  altitude 
Index  Correction 

Refraction 

25°  06' 
25°  o6'.o 

I'.O 

25°  07'.o 

2'.0 

25?  os'.o 
i6'.3 

25°2I'.3 

22°  i8'.o 
47°  39'.3 

42°  20'.7 

Index  Corr 

DeclinatioT 
Greenwich 

ection  —  +  i' 

1  of  sun  at 

app.  noon  =  —  ai^ig'^s"  (S) 
-f  I   33 

Sun*s  semi-diameter 
Altitude  of  sun's  center 
Declination                     — 

latitude 

-  22°  i8'oo''  (S) 
Longitude  —  4h  44m  igs  W. 

-  4*>.74 
Diff.  ih  «  +  ,9''.  59 

+  i9"-59  X  4*».74  -  +  i'  33" 

PROBLEMS. 

1 .  (a)  What  was  the  azimuth  of  Polaris  at  its  greatest  western  elongation  at 
Boston  when  the  polar  distance  of  the  star  was  1°  14'  12^'?  The  latitude  of  Boston 
is  42°  21' N. 

(b)  In  making  an  observation  for  meridian  two  stakes  were  set  329  feet  apart, 
marking  the  direction  of  the  star  at  elongation.  Compute  the  length  of  the  per- 
pendicular offset  to  be  laid  off  at  one  end  of  the  line  to  obtain  the  true  meridian. 

2.  What  is  the  approximate  Eastern  Standard  Time  of  the  eastern  elongation 
of  Polaris  on  August  loth  at  a  place  in  longitude  72°  56'  West } 

3.  Observation  on  May  15,  1906,  for  determining  the  azimuth  of  a  line  from 
an  altitude  of  the  sun.  Reading  of  vernier  A  of  the  horizontal  circle  while  point- 
ing on  the  azimuth  mark  =>  0°  00'.  At  first  pointing  on  sun,  lower  and  right  limbs, 
vernier  A,  horizontal  circle  read  168°  59';  vertical  arc  read  43°  36';  the  Eastern 
Standard  Time  was  2h  52m  45s  P.M.  At  second  pointing  on  the  sun,  upper  and 
left  limbs,  vernier  A,  read  168°  52';  vertical  arc,  42°  33';  time,  2l»  55m  37s  P.M. 
The  second  pointing  on  the  mark  »  0°  oo^  the  mark  being  to  the  left  of  the  sun. 
The  sun's  declination  at  Greenwich  Mean  Noon  was  +  i8°  42'  43".6  (North).  The 
change  for  i  hour  was  +  35"-94  (sun  going  north).  The  latitude  of  the  place  was 
42°  17'  N. ;  The  longitude  was  7 1**  05'  W.     Find  the  azimuth  of  the  mark. 

4.  Observation  for  latitude.  The  observed  altitude  of  Polaris  at  upper  cul- 
mination  was  43°  27^  The  polar  distance  of  the  star  was  1°  I2^  What  was  the 
latitude  of  the  place  ? 

5.  Observation  for  latitude.  The  observed  maximum  altitude  of  the  sun's 
lower  limb  on  August  loth,  1906,  was  66^  29^.  The  Eastern  Standard  Time  was 
approximately  1 1"^  50™  A.M.  The  semi-diameter  of  the  sun  was  15'  48'''.7.  The 
declination  of  the  sun  at  Greenwich  Mean  Noon  was  North  I5°46''  I3''.3  (-f ).  The 
difference  for  i  hour  was— 43^^.46  (sun  going  south).  What  was  the  latitude  of 
the  place  ? 


CHAPTER  VIII. 

IiEVELZNO. 

2i8.  Definitions.  —  Leveling  consists  in  ascertaining  diflfer- 
ences  in  elevation;  there  are  two  kinds,  Direct  Leveling^  and 
Trigonometric  Leveling,  The  former  alone  will  be  considered 
in  this  book,  as  trigonometric  leveling  is  used  only  in  advanced 
surveying  work. 

Wherever  extensive  leveling  operations  are  to  be  carried  on 
it  is  necessary  to  have  a  system  of  reference  points  called  bench 
i«^ri'j'(5.M5.)>  the  relative  heights  of  which  are  accurately  known. 
These  heights  are  usually  referred  to  some  definite  zero  plane, 
such,  for  instance,  as  meaft  sea-level  or  mean  low  water,  and  the 
height  of  a  point  above  this  plane  is  called  its  elevation.  This 
plane  is  called  the  datum,  (See  Art.  237,  p.  211,  and  Art.  250, 
p.  226.)  Strictly  speaking  it  is  not  a  plane  but  a  level  surface,  Le., 
it  is  at  every  point  perpendicular  to  the  direction  of  gravity.  If 
mean  sea-level  is  not  known  a  datum  can  be  arbitrarily  assumed. 

219.  LEVELING  TO  ESTABLISH  BENCH  MARKS.  —  When  it  is 
necessary  to  run  a  line  of  levels  to  establish  new  bench  marks 
the  rod  is  first  held  on  some  bench  mark  the  elevation  of  which 
is  accurately  known,  and  a  backsight  taken  (Art.  1 16,  p.  85).  If 
this  backsight  is  added  to  the  known  elevation  of  the  bench 
mark  it  gives  the  height  of  the  instrument  {H.  I.)  above  the 
datum.  A  turning  point  is  then  selected  ahead  on  the  route  (to 
be  traversed),  and  a  foresight  taken  on  it.  (See  Art.  224,  p.  202.) 
If  the  foresight  is  subtracted  from  the  height  of  the  instrument 
the  elevation  of  the  turning  point  is  obtained.  When  a  target 
rod  is  used  it  is  customary  to  take  readings  on  bench  marks  and 
turning  points  to  thousandths  of  a  foot,  and  in  this  case  often 
more  than  one  rod-reading  is  taken  on  each  point.  If  the  first 
and  second  readings  agree  within  0.002  ft.  it  is  unnecessary  to 
take  more  readings  ;  if  they  differ  by  a  greater  amount  it  may 
be  necessary  to  take  three  or  four  or  even  more  readings  to 
properly  determine  the  correct  value.     The  object   of   taking 
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more  than  one  reading  is  not  so  much  to  increase  the  precision 
as  to  check  the  former  readings. 

When  it  is  desired  to  establish  a  bench  mark  a  suitable  point 
is  selected  and  used  as  a  turning  point.  The  elevation  of  this 
bench  mark  could  be  obtained  by  simply  taking  a  foresight  upon 
it  and  not  using  it  as  a  turning  point,  but  by  making  the  bench 
mark  also  a  turning  point  it  becomes  a  part  of  the  line  of  levels 
and  if  the  levels  check,  the  elevation  of  the  bench  mark  is  also 
checked.  Each  bench  mark  established  should  be  carefully  re- 
corded  by  a  description  or  a  sketch,  or  both.  The  elevations 
of  the  remaining  turning  points  are  as  accurate  as  the  elevations 
of  the  bench  marks  themselves,  so  that  any  of  the  turning 
points  might  be  used  as  a  bench  mark.  Consequently  it  is 
advisable  to  describe  those  turning  points  which  can  be  readily 
identified  so  that  they  may  be  used  when  it  is  not  convenient  or 
possible  to  use  one  of  the  established  bench  marks. 

In  leveling  up  or  down  slopes  the  levelman  should  be  able  to 
judge  quickly  where  to  set  his  instrument  in  order  to  have  it  the 
desired  height  above  the  turning  point.  In  going  downhill  the 
rod-reading  of  the  backsight  should  be  as  small  as  possible  in  order 
to  overcome  the  height  with  the  minimum  number  of  set-ups  of 
the  level.  But  while  the  levelman  may  waste  much  time  by 
having  large  backsights  necessitating  additional  set-ups,  it  is 
also  possible  for  him  to  waste  quite  as  much  time  in  attempting 
to  place  his  instrument  so  as  to  get  very  small  backsights.  The 
proper  way  to  handle  the  instrument  is  as  follows.  Set  up 
roughly  (without  pressing  the  tripod  legs  into  the  ground),  turn 
the  telescope  toward  the  rod  and  then  level  it,  approximately, 
in  that  direction.  By  sighting  along  the  outside  of  the  telescope, 
the  approximate  place  where  the  line  of  sight  will  strike  the  rod 
can  be  noted  and  the  distance  the  instrument  should  be  moved 
up  or  down  the  slope  can  readily  be  estimated.  Then  move  to 
the  new  position,  level  up  carefully,  and  proceed  to  take  the  back- 
sight. This  general  procedure  should  be  followed  whether  level- 
ing up  or  down  a  slope. 

220.  In  this  work  it  is  very  important  to  eliminate  as  far  as 
possible  errors  of  adjustment  in  the  instrument.  If  at  every  set- 
up of  the  level  the  foresight  and  its  corresponding  backsight  are 
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taken  at  points  which  are  equally  distant  from  the  instrument  such 
errors  will  be  eliminated.  If  the  level  is  not  in  perfect  adjustment 
the  resulting  error  in  any  reading  is  proportional  to  the  distance. 
At  equal  distances  from  the  instrument  the  errors  are  equal,  and, 
since  it  is  the  difference  of  the  rod-readings  that  gives  the  dif- 
ference in  elevation,  the  error  is  eliminated  from  the  final  result 
by  this  method.  By  making  the  length  of  foresights  and  back- 
sights equal  on  turning  points  it  is  possible  to  eliminate  not  only 
the  error  due  to  non-adjustment  of  the  bubble  but  also  any  error 
due  to  non-adjustment  of  the  objective  tube,  since  this  will  occupy 
the  same  position  in  the  telescope  in  each  sight.  The  distance 
to  the  backsight  is  determined  by  the  place  where  the  instrument 
is  set  up,  and  the  rodman,  as  he  passes  from  one  turning  point  to 
the  next,  can  by  pacing  make  the  foresight  distance  approximately 
equal  to  that  of  the  backsight.  The  line  of  levels  should  be  "closed" 
by  continuing  the  leveling  until  the  original  bench  mark,  or  some 
other  bench  mark  whose  elevation  is  well  established,  is  reached. 
221.  The  notes  for  this  work  may  consist  of  five  columns,  as 
shown  in  Fig.  86.  The  height  of  instrument  is  obtained  by  add- 
ing the  backsight  to  the  elevation  of  the  point  on  which  it  is  taken. 
The  elevation  of  any  point  is  found  by  subtracting  the  foresight 
for  that  point  from  the  height  of  the  instrument.     Notice  that  the 
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calculations  maybe  checked  by  adding  the  foresights  and  the  back- 
sights. The  difference  of  these  sums  should  be  the  same  as  the 
difference  in  elevation  between  the  first  and  last  points. 

222.  Double  Redded  Lines.  —  A  good  check  on  the  line  of 
levels  may  be  secured  by  running  a  double  line  of  turning  points. 
Instead  of  taking  a  foresight  on  a  single  turning  point,  foresights 
may  be  taken  on  two  different  points  near  together,  from  the 
same  set-up  of  the  instrument.  When  the  level  is  set  up  again 
a  backsight  is  taken  on  each  turning  point  and  two  independent 
values  of  the  new  height  of  instrument  are  obtained.  In 
ordinary  bench  mark  leveling  thesCtwo  values  should  not  differ 
by  more  than  o.cx)2  or  0.003  ft.  from  the  previous  difference, 
i.e.,  if  the  two  heights  of  instrument  differed  by  0.013  at  a 
certain  set-up  they  should  not  differ  by  more  than  0.016  nor 
less  than  0.0 10  at  the  next  set-up.  If  the  two  turning  points 
of  a  pair  are  so  chosen  that  their  difference  in  elevation  is  more 
than  a  foot  then  any  mistake  of  a  foot  in  the  computations  or 
in  reading  the  rod  will  be  immediately  detected. 

In  this  way,  by  little  additional  work  the  accuracy  of  the  levels 
may  be  checked  as  the  work  progresses.  This  method  of  using 
double  turning  points  is  particularly  useful  in  running  long  lines  of 
levels  where  no  established  bench  marks  are  available  for  checking. 

223.  A  set  of  notes  illustrating  double  turning  points  is 
shown  in  Fig.  Sy.     It  will  be  noticed  that  the  higher  and  lower 
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turning  points  of  a  pair  are  arranged  in  a  systematic  order.  The 
readings  in  this  case  have  been  taken  on  the  lower  turning  point 
first  at  each  set-up.  It  is  very  important  that  some  definite 
system  shall  be  followed  so  that  the  two  lines  of  levels  will  not 
be  confused. 

224.  Bench  Marks  and  Turning  Points.  —  Both  the  bench 
marks  and  the  turning  points  should  be  such  that  their  elevations 
will  not  change  during  the  time  they  are  needed.  The  only 
difference  between  the  two  is  that  turning  points  may  be  of  use 
for  only  a  few  minutes  while  bench  marks  may  be  needed  for 
many  years.  Bench  marks  should  be  very  carefully  and  accu- 
rately described,  and  their  heights  should  be  checked  before 
being  accepted  as  correct.  They  are  frequently  taken  on  such 
points  as  these :  —  stone  bounds,  tops  of  boulders,  spikes  in 
trees,  and  on  sills,  stone  steps,  or  underpinning  of  buildings. 
Curb  stones  or  tops  of  hydrants  are  also  used  but  are  not  so 
permanent.  As  it  is  often  impossible  in  a  new  country  to  find 
existing  points  where  bench  marks  can  be  established,  it  is  usual 
in  such  cases  to  set  stone  monuments  or  iron  rods  and  to  care- 
fully determine  their  elevation.  The  U.  S.  Geological  Survey, 
for  example,  sets  an  iron  pipe  with  a  cap  on  the  top  of  it ;  or  in 
some  cases  a  plate  with  a  horizontal  line  across  it  in  the  masonry 
wall  of  a  building.  Some  of  the  bench  marks  of  the  U.  S. 
Coast  and  Geodetic  Survey  and  of  the  Missouri  River  Com- 
mission consist  of  stones  buried  3  or  4  ft.  under  ground.  The 
exact  bench  is  the  top  of  a  spherical  headed  bolt  set  in  the  top 
of  the  stone.  This  is  reached  by  lowering  the  rod  through  an 
iron  pipe  which  extends  to  the  surface  of  the  ground. 

Bench  marks  should  be  established  at  frequent  intervals  for 
convenience  in  dependent  work.  Some  surveyors  consider  it 
advisable  to  have  two  bench  marks  in  the  same  locality  to  serve 
as  checks  on  each  other.  In  choosing  a  bench  or  a  turning 
point  it  is  best  to  select  a  point  which  is  slightly  raised  so  that 
the  rod  will  always  rest  on  exactly  the  same  point.  A  rounded 
surface  is  better  than  a  sharp  point,  especially  when  it  is  on  a 
rock,  as  the  rod  may  chip  off  a  small  piece  and  alter  the  eleva- 
tion. If  a  turning  point  is  taken  on  a  flat  surface  it  is  difficult 
to  get  the  rod  at  exactly  the  same  height  each  time.     Bench 
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marks  are,  however,  sometimes  established  on  flat  level  surfaces 
such  as  the  coping  stone  of  a  masonry  structure,  because  per- 
manence is  of  more  importance  than  great  precision.  Bench 
marks  are  not  only  described  in  the  notes,  but  are  themselves  fre- 
quently marked  by  red  chalk,  by  chisel  marks,  or  drill-holes. 

225.  LEVELING  FOR  PROFILE.  —  Profile  leveling  is  for  the 
purpose  of  determining  the  changes  in  elevation  of  the  surface  of 
the  ground  along  some  definite  line.  The  line  is  first  "  stationed," 
i.e.,  marked  at  every  hundred  feet  or  such  other  interval  as  is 
desired.  The  level  is  set  up  and  a  backsight  taken  on  a  bench 
mark  to  determine  the  height  of  the  instrument.  Foresights 
are  then  read  on  as  many  station  points  on  the  line  as  can  be 
conveniently  taken  from  the  position  of  the  instrument.  Inter- 
mediate sights  are  taken  at  any  points  where  marked  changes 
of  slope  occur,  and  the  plus  stations  of  these  intermediate  points 
are  recorded  with  the  rod-readings.  It  will  be  noticed  that  here 
the  terms  foresight  and  backsight  do  not  refer  to  the  forward 
and  backward  directions.  A  backsight  is  a  reading  taken  on  a 
point  of  known  elevation  for  the  purpose  of  obtaining  the  height 
of  the  instrument.  A  foresight  is  a  reading  taken  on  a  new  point 
to  determine  its  elevation.  For  this  reason  backsights  are  fre- 
quently called  plus  sights  ( +  5),  and  foresights  are  called  minus 
sights  (—  S),  When  it  is  necessary  to  move  the  level  to  a  new 
position  in  order  to  take  readings  on  stations  ahead,  a  turning 
point  is  selected  and  its  elevation  determined.  The  level  is 
then  taken  forward  and  its  new  height  of  instrument  determined 
by  taking  a  backsight  on  the  turning  point.  This  general  pro- 
cess is  continued  until  the  end  of  the  line  is  reached. 

A  line  of  levels  should  be  checked  by  connecting  with  some 
reliable  bench  mark  if  possible.  If  there  are  any  bench  marks 
along  the  line  of  levels  they  should  be  used  as  turning  points  if 
convenient,  or  at  least  check  readings  should  be  taken  on  them 
in  order  to  detect  mistakes.  In  such  a  case  it  is  evident  that 
the  reading  taken  on  the  bench  mark  is  really  a  foresight  since 
its  elevation  is  being  found  anew  from  the  height  of  instru- 
ment. Readings  on  bench  marks  and  turning  points  should  be 
taken  to  thousandths  or  to  hundredths  of  a  foot,  depending  upon 
the  accuracy  desired.     If  the  elevations  of  the  profile  are  de- 
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sired  to  the  nearest  hundredth  of  a  foot,  as  in  the  case  of  a 
railroad  track,  the  turning  points  should  be  taken  to  thousandths 
of  a  foot.  Elevations  on  the  surface  of  the  ground  will  not  usu- 
ally be  needed  closer  than  to  tenths  in  which  case  the  T.  Ps.  are 
taken  only  to  hundredths.  In  calculating  the  elevations  the  re- 
sults should  not  be  carried  to  more  decimal  places  than  the  rod- 
readings  themselves,  otherwise  the  results  will  appear  to  be  more 
accurate  than  they  really  are. 
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Fig.  88.    Profile  Level  Notes. 

226.  Profile  notes  are  kept  as  shown  in  Fig.  88.  In  this 
case  also  the  heights  of  instrument  and  the  elevations  of  turn- 
ing points  may  be  checked  by  means  of  the  sums  of  the  fore- 
sights and  backsights,  provided  only  the  sights  on  turning  points 
and  the  initial  and  final  benches  are  included.  If  it  seems 
desirable  the  elevations  of  stations  may  be  checked  by  means  of 
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differences  in  foresights.  The  difference  between  the  eleva- 
tions of  any  two  points,  which  are  obtained  at  the  same  set-up 
of  the  instrument,  is  equal  to  the  difference  between  the  fore- 
sights taken  on  these  points.  For  example,  if  the  difference  be- 
tween the  foresights  on  stations  4  and  5  is  3  ft.  this  should  also 
be  the  difference  between  their  elevations.  In  these  notes  the 
elevations  of  B.  Ms.  and  T.  Ps.  are  put  in  a  different  column 
from  the  surface  elevations  simply  for  the  sake  of  clearness,  but 
many  surveyors  prefer  to  put  all  the  elevations  in  the  same 
column.  Another  arrangement  of  columns  which  will  be  found 
convenient  when  plotting  the  notes  is  to  place  the  station  col- 
umn immediately  to  the  right  of  the  elevation  column. 
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Fig.  89  represents  a  rough  plan  and  profile  of  the  line  of 
levels  shown  by  the  notes  in  Fig.  88.  Angle  points  in  the 
transit  line  are  shown  in  the  plan,  but  they  do  not  appear  in  the 
profile  of  the  line.  It  will  be  noticed  that  the  T.  Ps.  and  B.  Ms. 
are  not  on  the  transit  line  in  plan,  and  that  they  consequently 
do  not  appear  on  the  profile.     It  is  not  customary  to  introduce 
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any  sketches  into  the  profile  notes  except  those  used  in  describ- 
ing bench  marks  or  turning  points. 

227.  Cross-Sectioning.  —  If  it  is  desired  to  know  the  shape 
of  the  surface  of  a  piece  of  ground,  the  area  may  be  divided 
into  squares  and  the  elevation  taken  at  each  corner  of  these 
squares  and  at  as  many  intermediate  points  as  seem  necessary 
to  determine  the  changes  of  slope.  These  surface  ele\'ations 
are  obtained  to  tenths  of  a  foot.  The  squares  which  may  be 
anywhere  from  10  ft.  to  100  ft.  on  a  side  are  laid  out  with  the 
transit  and  tape,  stakes  being  driven  at  the  comers.  It  is  well 
to  choose  some  long  line  of  the  traverse  as  the  primary  line 
from  which  the  cross-section  system  is  to  be  laid  out.  The 
points  are  usually  designated  by  a  system  of  rectangular  coor- 
dinates, one  set  of  parallel  lines  being  marked  by  letters  and  the 
other   by  numbers,  as   shown   in    Fig.  90.     For  example,  the 
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Fig.  90.    Cross-Section  Level  Notes. 

point  /  would  be  called  (C,  7) ;  the  point  Sy  (/?,  5)  ;  the  point 
r,  (5  f  80,  4  -h  35) ;  etc.  The  notes  are  kept  as  in  profile  leveling 
except  as  to  designation  of  points. 

228.  Use  of  the  Tape  Rod  in  Cross-Section  Work.  —  In  this 
work,  where  there  are  a  large  number  of  elevations  to  be  cal- 
culated, it  will  save  much  time  to  use  a  tape  rod  (Art.  106, 
p.  81),  which  is  so  arranged  that  no  elaborate  figuring  is  re- 
quired. In  this  rod  the  numbers  increase  from  the  top  toward 
tJic  bottom,  the  opposite  way  from  ordinary  rods.     The  level  is 
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set  up  at  a  convenient  point  and  the  rod  held  on  a  bench  mark. 
The  tape,  or  band,  on  the  rod  is  then  moved  up  or  down  as  di- 
rected by  the  levelman  until  he  reads  the  feet,  tenths,  and  hun- 
dredths which  are  the  same  as  those  of  the  elevation  of  the  bench 
mark,  e.g.,  if  the  elevation  of  the  B.  M.  is  195.62,  the  tape  will  be 
moved  until  it  reads  5.62.  If  the  rod  is  then  held  on  a  point 
1. 6 1  ft.  lower  than  the  bench,  the  rod-reading  will  be  4.01,  since 
with  this  rod  the  readings  decrease  as  the  rod  is  lowered.  The 
elevation  of  the  point  is  then  194.01  ft.,  or  sufficiently  precise  for 
topographic  work,  194.0  ft.  In  this  way  the  elevations  are  read 
directly  on  the  rod  to  feet  and  decimals  of  feet,  the  tens  and  hun- 
dreds of  feet  being  supplied  mentally.  Obviously  the  only  notes 
kept  are  the  columns  of  stations  and  elevations. 

229.  CROSS-SECnONING  FOR  EARTHWORK.  —  Whenever  it 
is  desired  to  ascertain  the  quantity  of  earthwork  in  an  excava- 
tion or  an  embankment,  it  is  necessary  to  take  levels  to  determine 
the  vertical  dimensions,  and  to  obtain  the  horizontal  dimensions 
by  means  of  the  transit  and  tape.  The  three  general  cases  where 
the  quantity  of  earthwork  is  to  be  estimated  by  the  engineer 
are  :  (i)  an  excavation  or  embankment  having  a  known  base  and 
side  slopes  as  in  the  construction  of  a  railroad  or  a  highway,  (2) 
an  irregular  excavation  from  a  bank  of  earth  called  a  borrow-pit, 
(3)  a  trench  excavation  such  as  is  used  for  sewer  construction. 

230.  (i)  Road  Cross-Sections. — Cross-sections  for  estimating 
the  earthwork  in  highways  or  railroads  are  usually  taken  at  full 
station  points  (sometimes  oftener)  and  at  right  angles  to  the 
center  line  of  the  road.*  By  this  method  is  obtained  a  section 
of  the  general  shape  shown  in  Figs.  91  and  92.  These  cross- 
sections  are  taken  in  the  field  before  the  construction  begins  so 
that  a  proper  record  of  the  surface  heights  can  be  obtained  be- 
fore the  ground  is  disturbed. 

From  the  plan  of  the  proposed  road  its  alignment  is  staked 
out  and  a  profile  is  taken  along  the  center  line,  which  is  subse- 
quently plotted  (Art.  225,  p.  203).  On  this  profile  the  grade  line 
is  drawn,  which  corresponds  to  the  finished  surface  of  the  road. 
Roads  are  usually  first  finished  to  sub-grade ^  which  is  below  the 

*  For  a  more  complete  treatment  of  this  subject  see  **  Railroad  Curves  and 
Earthwork,"  by  Professor  C.  F.  Allen,  published  by  Spon  &  Chamberlain, 
New  York. 
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completed  surface  by  an  amount  equal  to  the  thickness  of  the 
road  covering,  Le.,  the  pavement  of  a  highway  or  the  ballast  in 
the  case  of  a  railroad  The  width  of  the  base  of  the  road  and 
the  inclination  of  the  side  slopes  are  known.  For  ordinary 
gravel  the  slope  is  usually  i^  ft.  horizontal  to  i  ft.  vertical,  called 
"a  slope  of  I J  to  i." 

For  construction  work  the  engineer  sets  grade  stakes  at 
every  full  station  or  oftener  on  the  center  line  and  at  both  sides 
where  the  finished  slope  intersects  the  surface  of  the  ground, 
e.g.,  at  points  A,  B  and  C  on  Figs.  91  and  92.     All  of  these 


^ 


Fig.  91.     Excavation.  Fig.  92.    Embankment. 

stakes  are  marked,  giving  the  amount  of  "cut"  or  "fill"  to  be 
made  at  these  points.  The  cut  or  fill  marked  on  the  stakes  at 
B  and  C  is  the  vertical  distance  from  the  base  of  the  road  to  the 
surface  of  the  ground  at  these  points,  e.g.,  the  distance  6C, 

These  cuts  and  fills  are  determined  in  the  field  by  the  follow- 
ing method.  The  level  is  set  up  and  the  height  of  instru- 
ment obtained  from  some  convenient  bench  mark.  Then,  the 
elevation  of  the  finished  grade  being  known  (from  the  profile 
prepared  in  the  office),  the  difference  between  the  height  of 
instrument  and  the  elevation  of  the  finished  road  will  give  what 
is  called  the  rod-reading  for  grade,  i.e.,  the  rod-reading  which 
would  be  obtained  if  the  foot  of  the  rod  could  be  held  on  the 
finished  surface  of  the  road.  Then  the  rod  is  held  on  the  surface 
of  the  ground  at  the  center  stake  and  a  reading  is  taken  (to  the 
nearest  tenth  of  a  foot),  and  the  difference  between  the  rod- 
reading  for  grade  and  the  rod-reading  on  the  surface  will  give 
the  cut  or  fill  at  that  point,  and  this  is  marked  on  the  center 
grade  stake  thus,  C5.2  or  F4.7. 

231.  Setting  Slope  Stakes. — The  points  where  the 
side  slopes  intersect  the  surface  of  the  ground  are  found  by 
trial  as  follows.  Hold  the  rod  at  a  point  where  it  is  estimated 
that  the  side  slope  will  cut  the  surface,  and  take  a  rod-reading. 
kTbedJl^rence  between  this  rod-reading  and  the  rod-reading  for 
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grade  will  give  the  cut  or  fill  at  this  point,  from  which  the 
distance  out  from  the  center  of  the  section  to  the  point  on  the 
side  slope  having  this  cut  can  be  computed.  This  distance  out 
equals  (\  base  +  cut  x  slope).  Then  the  distance  is  measured 
from  the  center  to  the  rod,  and  if  the  measured  distance 
equals  the  computed  distance  the  rod  was  held  at  the  right 
place  and  the  stake  should  be  driven  and  marked  with  the  cut 
or  fill  at  that  point  (distance  bC^  Fig.  92).  If  the  measured 
distance  does  not  agree  with  the  calculated  distance  a  second 
trial  must  be  made  by  holding  the  rod  at  another  point  and 
repeating  the  operation.  The  difference  between  the  measured 
and  calculated  distances  is  an  aid  in  judging  where  the  rod 
should  be  held  at  the  second  trial.  After  a  little  practice  it 
will  be  possible  to  set  the  slope  stake  at  the  second  or  third  trial. 
232.  Earthwork  Notes  for  Road  Cross-Sections. — 
The  notes  for  this  work  will  contain  the  cut  or  fill  at  the 
center,  the  cut  or  fill  at  either  side,  and  the  corresponding 
distances  out.  A  cut  is  usually  Written  in  the  notes  as  a  plus 
(  +  )  height  and  a  fill  as  a  minus  (-r-)  height;  but  the  stakes 

Lkft-Hand  Pagb. 


Cross-SecHon  forJhmesfomJfoad. 


Woocf 


Sta. 


Surface 


*so 

II 

10 


aas 

SZ6 
37S 


Grade 


96» 
S62S 

96J00 
3S.S) 


Cras5'Sec/7o/xs.  6cBe4o'-5kpe^L 


29.0  izx>  .^Q  fs:o  ^4 
*4.e  ^4,0  ^^^  ^to  ^z 


2B.0 
23,0 


H.6 


*3.6 

^t.o 


Fig.  93.    Cross-Section  Notes  for  a  Road. 

are  marked  C  or  F  rather  than  +  or  — .  If  the  surface  is 
irregular  levels  are  taken  at  intermediate  points  and  are  recorded 
as  shown  opposite  Sta.  11+50,  and  Sta.  12  in  the  notes. 
Fig.  93.     Where  the  surface  of  the  ground  is  parallel  to  the 
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base  of  the  road,  as  in  Sta.  lo,  the  section  is  called  a  Level 
Section,  Where  the  surface  of  the  ground  is  not  parallel  to 
the  base  and  where  three  cuts  or  fills  only  are  recorded,  as  at 
Sta.  1 1,  the  section  is  called  a  Three  Level  Section.  If,  besides 
the  three  readings  which  are  taken  for  a  three  level  section,  two 
more  intermediate  readings  are  taken  one  directly  over  each  end 
of  the  base,  as  at  Sta.  1 1  +  50,  the  section  is  called  a  Five 
Level  Section,  If  interrfiediate  readings  (one  or  more  of  them) 
are  taken  anywhere  except  over  the  ends  of  the  base,  as  in  Sta. 
1 2,  the  section  is  called  an  Irregular  Section.  For  methods  of 
computing  the  amount  of  earthwork  see  Chapter  XII. 

It  will  be  noticed  that  in  the  column  of  the  notes  headed 
"  Cross-Sections  "  the  distances  out  appear  above  and  the  corre- 
sponding cuts  below  the  lines.  Besides  this  set  of  notes  there  is 
a  simple  set  of  level  notes  similar  to  Fig.  86,  p.  200,  from  which 
the  height  of  instrument  is  determined.  This  is  conveniently  kept 
in  another  part  of  the  note-book,  often  at  the  back  of  the  book. 

233.  (2)  Cross-Sections  fq^  Borrow-Pits.  —  The  ground  is 
first  staked  out  in  squares  or  rectangles  and  the  elevation  at  each 
comer  and  at  every  change  in  slope  is  determined  as  explained 
in  Art.  227,  p.  206.  Then  the  work  of  excavating  is  carried  on, 
and  when  it  is  desired  to  determine  the  amount  that  has  been 
excavated,  the  same  system  of  cross-sections  is  again  run  out 
and  the  new  elevations  at  the  corners  and  at  the  necessary 
intermediate  points  are  determined. 

The  notes  are  kept  as  shown  in  Fig.  90,  p.  206.  For  methods 
of  computing  the  earthwork  in  borrow-pits  see  Art.  373,  p.  342. 

234.  (3)  Cross-Sections  for  Trench  Excavation.  —  The  sur- 
face elevations  are  determined  by  making  a  profile  of  the 
line.  The  grade  of  the  bottom  of  the  trench  is  obtained  either 
from  the  plan  or  by  direct  leveling.  The  width  of  the  trench  is 
measured  wherever  it  changes  and  the  stations  of  these  places 
noted.  For  methods  of  computing  the  quantity  of  earthwork 
see  Chapter  XII. 

235.  LEVELING  TO  ESTABLISH  A  GRADE  LINE.  —  The  level 
may  be  used  for  setting  points  at  desired  elevations  as,  for 
example,  in  establishing  the  grade  line  of  a  sewer.  To  set  any 
point  at  a  given  elevation,  set  up  the  level  and  take  a  backsight 
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on  a  bench  mark,  thus  determining  the  height  of  instrument. 
Subtract  the  given  elevation  from  the  height  of  instrument  and 
the  result  is  the  rod-reading  for  grade.  Raise  or  lower  the  rod 
until  the  horizontal  cross-hair  indicates  this  reading.  The  foot 
of  the  rod  is  then  at  grade.  This  is  usually  Set  for  construction 
work  to  hundredths  of  a  foot ;  for  some  purposes  tenths  of  a 
foot  will  be  sufficiently  exact.  If  a  target  rod  is  used  the  target 
is  set  at  the  proper  reading,  and  the  bottom  of  the  rod  is  at 
grade  when  the  cross-hair  bisects  the  target. 

If  the  grade  line  comes  beneath  the  surface  of  the  ground 
and  cannot  be  reached  a  point  may  be  set  a  convenient  whole 
number  of  feet  above  grade  and  the  depth  marked  on  a  stake, 
or  vice  versa  if  the  grade  line  comes  far  above  the  surface. 

236.  "  Shooting  in  "  a  Grade  Line.  —  To  save  time  and  to 
diminish  the  liability  of  mistakes,  grades  are  often  set  by  a 
method  known  as  "  shooting  in  "  the  grade.  First  set  a  point 
at  the  proper  elevation  at  each  end  of  the  straight  grade  line. 
The  instrument  (usually  a  transit  with  a  telescope  bubble)  is 
set  up  6  or  8  inches  to  one  side  of  the  first  point,  and  the  dis- 
tance from  the  top  of  the  first  stake  to  the  axis  of  the  telescope 
is  measured  with  the  tape  or  rod.*  Then  the  rod,  which  is  set  at 
this  reading,  is  carried  to  the  last  point  on  the  straight  grade  line, 
and,  while  it  is  held  vertical  on  this  point,  the  instrument  man 
raises  or  lowers  the  telescope  until  the  horizontal  cross-hair  is  on 
the  target,  clamping  the  instrument  in  this  position.  If  a  level 
is  used  the  horizontal  cross-hair  is  set  by  means  of  the  leveling 
screws ;  but  if  the  transit  is  used  the  cross-hair  is  set  by  means 
of  the  clamp  and  tangent  screw  of  the  vertical  motion.  The 
line  of  sight  is  then  along  an  inclined  line  parallel  to  the  grade 
line.  All  intermediate  points  on  the  grade  line  are  then  set  by 
raising  or  lowering  the  rod  until  the  target  coincides  with  the 
horizontal  cross-hair. 

237.  To  ESTABLISH  A  DATUM  PLANE  BY  MEANS  OF  TIDAL 
Observations.  —  Whenever  it  is  necessary  to  establish  a  datum 
from  tidal  observations  it  may  be  determined  as  follows.     Set  up 

•  Where  the  grade  is  flat  some  surveyors  prefer  to  set  the  instrument  iust 
behind  the  point  instead  of  to  one  side  of  it. 
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a  vertical  staff,  graduated  to  feet  and  tenths,  in  such  a  manner 
that  the  high  and  low  water  can  be  read.  Read  the  positions 
of  high  and  low  water  for  each  day  for  as  long  a  period  as  prac- 
ticable. The  mean  value  obtained  from  an  equal  number  of 
high  and  low  water  observations  will  give  the  approximate  value 
of  mean  sea-level.  If  the  observations  extend  over  just  one  lunar 
month  the  result  will  be  fairly  good,  whereas  in  less  than  one 
month  a  satisfactory  result  cannot  be  obtained ;  to  determine  this 
accurately  will  require  observations  extending  over  several  years. 
The  proper  location  of  the  gauge  is  an  important  factor  in 
obtaining  the  true  mean  sea-level.  The  place  chosen  for  setting 
up  the  gauge  should  be  near  the  open  sea,  so  that  local  conditions 
will  not  influence  the  tide.  It  should  be  somewhat  sheltered 
against  bad  weather.  The  water  should  be  deep  so  that  at  the 
lowest  tide  the  water  will  stand  at  some  height  on  the  gauge. 

At  the  beginning  of  the  series  the  zero  of 
the  staff  and  some  permanent  bench  marks 
should  be  connected  by  a  line  of  levels.  This 
should  be  tested  occasionally  to  see  if  the  staff 
is  moved.  After  the  reading  of  the  rod  for 
mean  sea-level  is  found  the  elevation  of  the 
bench  mark  can  be  computed. 

238.  The  Staff  Gauge.  —  This  is  a  form 
of  gauge  (Fig.  94)  which  can  be  easily  con- 

/l  1^^  structed,  and  which  is  sufficient  where  only  a 
I  ^^M  short  series  of  observations  is  to  be  made.  If 
!l  ^?  made  in  sections  not  over  3  feet  long,  as  de- 
I  ^S  scribed  below,  it  can  easily  be  packed  in  a  box 
II  ^^  for  transportation.  Each  section  consists  of 
I  two  strips  of  wood  about   ij  inches  square, 

I  and    3   feet   long,   fastened  together  at  the 

I  ends    by   strips    of    brass,   leaving   a   space 

I  between    them    of  about    i    inch.      In    this 

I  space  is  placed  a  glass  tube  of  about  J  inch 

n  ^Ililil  diameter  and  held  in  place  by  brass  hooks. 
ffl/^  On  one  side  of  the  tube  is  a  red  strip  blown 
into  the  glass.  When  the  gauge  is  set  up 
for  observations  the  sections  are  screwed  to 


Fig. 


94.      Staff 
Gauge. 
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a  long  vertical  piece  of  joist.  The  ends  of  the  tube  are  nearly 
closed  by  corks,  in  which  small  glass  tubes  of  approximately  I 
mm.  (inside)  diameter  have  been  inserted.  When  the  water  rises 
in  the  main  tube,  the  red  strip  appears  to  be  much  wider  than  it 
really  is  on  account  of  the  refraction  of  light  by  the  water.  Above 
the  water  surface  the  strip  appears  its  true  width.  By  observing 
the  position  of  the  wide  strip  the  height  of  the  water  surface  can  be 
read  within  a  hundredth  of  a  foot.  The  heights  are  read  on  a  scale 
of  feet  painted  on  the  wooden  strips.  If  the  size  of  the  small 
glass  tube  is  properly  chosen,  the  fluctuations  of  the  water  sur- 
face outside  will  not  disturb  the  water  in  the  tube,  so  that  the 
reading  is  a  fair  average  of  the  water  surface.  A  gauge  of  this 
sort  may  be  read  by  means  of  a  transit  telescope  or  field  glass 
at  a  distance  of  several  hundred  feet. 

When  a  long  series  of  observations  is  to  be  made  a  self-regis- 
tering tide  gauge  should  be  used.  A  description  of  such  a  gauge 
may  be  found  in  the  Reports  of  the  U.  S.  Coast  and  Geodetic 
Survey.*     (See  Volume  II,  Arts.  258-9,  p.  288-91.) 

239.  LEVELING  Across  a  river.  —  While  the  effect  of  cur- 
vature  and  refraction  (Art.  118,  p.  87)  is  usually  negligible  in 
leveling  operations,  it  may  in  certain  special  cases  become  of 
great  importance  to  eliminate  this  error.  For  example,  it  is 
sometimes  necessary  to  carry  a  line  of  levels  across  a  river  of 
considerable  width,  say,  half  a  mile.  In  this  distance  the  correc- 
tion for  curvature  and  refraction  amounts  to  about  0.143  ft.  un- 
der normal  conditions,  which  in  a  line  of  bench  levels  is  too  large 
a  quantity  to  neglect.  If  the  correction  as  derived  from  formu- 
las could  be  depended  upon  under  all  circumstances  it  would  be 
sufficient  to  compute  and  apply  it  to  the  rod-reading.  But  the 
amount  of  the  refraction  correction  is  so  variable  that  the  actual 
value  often  differs  considerably  from  the  computed  value. 

If  it  is  desired  to  obtain  the  difference  in  elevation  between 
two  distant  points  with  great  accuracy  it  will  be  necessary  to  use 
a  method  which  will  eliminate  the  effects  of  curvature  and  re- 
fraction no  matter  what  their  actual  amount  may  be.  In  Fig. 
95  suppose  a  backsight  were  taken  on  T.  P.^  with  the  instrument 

•  Report  for  1897,  pp.  315-320  and  pp.  480-489. 
Report  for  1853,  pp.  94-96. 
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at  A  and  then  a  foresight  taken  on  T.  P.,  The  elevation  of  T.  P., 
as  computed  from  T.  P.j  will  be  too  low  by  the  amount  ad, 
since  the  foresight  on  T.  P.^  is  too  great  by  this  amount.  If 
the  difference  in  elevation  is  determined  by  the  instrument  at 
B  the  backsight  on  T.  P.^  is  too  large  by  the  amount  cd.  Hence 
the  H.  I.  of  the  instrument  at  B  is  too  great,  and  consequently 


Fig.  05.     Leveling  Across  a  River. 

the  elevation  of  T.  P.,  too  great  by  the  amount  cd  The  mean 
of  the  two  determinations  would  give  the  true  elevation  of  T.  P.^ 
if  ab  =  cdy  but  this  occurs  only  when  the  two  sights  are  taken 
under  the  same  atmospheric  conditions.  Therefore  it  will  be 
seen  that  the  two  sights  must  be  taken  simultaneously.  In 
order  to  eliminate  the  errors  of  adjustment  *  in  the  instrument 
it  is  necessary  to  use  the  same  instrument  at  both  ends  of  the 
line.  To  accomplish  both  of  these  results  at  once  it  is  neces- 
sary to  take  simultaneous  readings  with  two  instruments  and  then 
to  repeat  the  operation  with  the  instruments  interchanged.  The 
magnifying  powers  of  the  two  telescopes  and  the  sensitiveness  of 
the  two  spirit  levels  should  be  about  equal  in  order  to  give  the 
best  results.  It  will  be  noticed  that  this  process  is  similar  to 
that  of  the  peg  adjustment  (Art.  128,  p.  91). 

*  Errors  due  to  non-adjustment  are  of  unusual  importance  because  the  sight  is 
iDuch  longer  than  that  used  in  adjusting  the  instrument. 
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PROBLEMS. 

I.    Compute  the  following  set  of  level  notes. 


Sta. 

+  s. 

H.  L 

-  s. 

Kiev. 

B.  M., 

4.702 

16.427 

B.  M., 

11.846 

6.727 

T.P., 

7.276 

9.C89 

B.  M.3 

8.760 

4.726 

•  T.  P., 

0.687 

11.000 

B.  M., 

1.607 

8.496 

2.   Compute  the  elevations  in  the  following  set  of  level  notes. 


Sta. 

B.  S. 

H.  L 

F.  S. 

Elev. 

B.  M.„ 

6.427 

4273 

62.473 

20 

6.2 

21 

7.4 

+  42 

5-2 

22 

4.7 

T.  P,, 

4.724 

9.976 

23 

II. 2 

+  63 

10.4 

B.M.„ 

0.409 

7.482 

24 

II. 2 

3.   Compute  the  elevations  in  the  following  set  of  level  notes. 


Sta. 

+s. 

H.L 

-S. 

Elev. 

B.  M.„ 

6.214 

84.238 

T.  P.,  L. 

3515 

9.280 

T.  P-i  H. 

2.152 

7.919 

T.  P.,  L. 

2.971 

8.263 

B.  M„H. 

^'33^ 

7.629 

T.  P.3  L. 

4.278 

7-529 

T.  P.,  H. 

2.646 

5.894 

B.  M.2.  L. 

5.721 

6.072 

T.  P.,  H. 

4.837 

5.187 

B.M.„ 

5.817 

4.  Make  up  a  set  of  cross-section  notes  for  road  construction  which  shall  be 
consistent  with  the  following  data :  width  of  road,  50  ft.,  slopes  i )  to  i ;  grade 
elevation  of  Sta.  o  =  107.20;  grade,  +  1.4.  Show  complete  notes  from  Sta.  o  to 
Sta.  3  inclusive  as  follows:  Sta.  o,  a  level  section;  Sta.  i,  a  three  level  section; 
Sta.  2,  a  five  level  section ;  Sta.  3,  an  irregular  section. 


CHAPTER     IX. 

CITY     SURVETINO. 

240.  IlfSTRUMENTS  USED.  —  Owing  to  the  comparatively 
high  value  of  land  in  cities  and  to  the  fact  that  a  large  propor- 
tion of  city  surveying  is  the  establishing  of  lines  and  grades  for 
construction  work,  the  chain  and  compass  are  discarded  entirely 
and  the  steel  tape  and  transit  are  used. 

241.  Tapes  and  Tape  Measurements.  — The  tape  most  com- 
monly employed  is  the  light  loo-ft.  steel  tape,  graduated  to 
hundredths  of  a  foot,  described  in  Art.  7,  p.  5.  All  ordinary 
measurements  are  taken  in  the  usual  manner,  the  pull  and  the 
horizontal  position  of  the  tape  being  judged  by  the  men  taking 
the  measurements.  But  frequently  it  is  necessary  to  obtain 
results  with  a  greater  degree  of  accuracy  than  is  afforded  by 
the  ordinary  method  of  measurement.  For  example,  in  measur- 
ing the  base-line  for  triangulation  work  or  in  the  survey  of  the 
valuable  portions  of  large  cities,  there  is  call  for  an  accuracy  of 
measurements  which  can  only  be  obtained  by  using  a  method 
which  will  insure  a  uniform  pull  on  the  tape,  a  careful  align- 
ment, little  or  no  sag  in  the  tape,  and  some  means  by  which  the 
temperature  of  the  tape  can  be  taken  and  its  correction  applied 
to  the  results.  In  such  cases  the  pull  is  measured  by  use  of  a 
tension  handle  (ordinary  spring  balance)  which  can  be  attached 
by  a  clamp  to  any  part  of  the  tape,  the  alignment  is  given  with 
the  transit,  and,  where  feasible,  just  enough  pull  is  given  so  that 
the  stretch  in  the  tape  equals  the  shortage  due  to  sag.  The 
correction  for  temperature  can  be  computed  from  the  difference 
between  the  temperature  of  the  tape  taken  in  the  field  and  the 
temperature  at  which  it  is  standardized  (Art.  19,  p.  13).  The 
tape  should  be  compared  with  the  City  Standard  (Art.  243,  p. 
218),  at  a  definite  tension,  and  the  temperature  noted  at  the 
time.     From  this  information  all  of  the  field  measurements  can 
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be  reduced  to  agree  with  the  City  Standard  and  very  accurate 
results  may  be  obtained. 

Where  the  ground  is  not  level  and  there  is  call  for  frequent 
plumbing  it  is  impossible  to  obtain  accurate  results  unless  the 
plumbing  is  carefully  done  by  experienced  tapemen.  For  very 
accurate  work  it  may  be  desirable  to  entirely  eliminate  the 
plumbing.  This  is  sometimes  done  by  measuring  directly  on 
the  surface  (on  the  slope)  from  point  to  point,  and  by  means  of 
the  level  instrument  and  rod  the  relative  elevations  of  these 
points  are  obtained  and  the  horizontal  projection  of  the  slope 
distances  computed.  Instead  of  measuring  the  difference  in 
elevation  between  the  two  ends  of  the  line,  the  angle  of  inclina- 
tion of  the  slope  line  is  often  measured  on  the  vertical  arc  of  a 
transit  which  is  set  up  over  one  of  the  end  points. 

The  government  Bureau  of  Standards  at  Washington  will, 
for  a  nominal  charge,  standardize  tapes ;  and  city  and  private 
engineers  frequently  avail  themselves  of  this  opportunity.  This 
Bureau  will  give  the  exact  length  of  the  tape  at  a  given  temper- 
ature or  the  temperature  at  which  the  tape  is  of  standard  length, 
whichever  is  desired  by  the  engineer.  It  is  well  to  have  the 
tape  also  tested  at  a  few  intermediate  points,  e.g.,  the  25  ft.,  50 
ft.,  and  75  ft.  marks.  One  tape  which  has  been  standardized 
should  be  kept  in  reserve,  with  which  tapes  in  service  can  be 
compared  both  when  new  and  after  being  mended. 

Besides  the  ordinary  steel  tape,  steel  or  metallic  tapes 
reading  to  tenths  of  a  foot  are  used  in  taking  measurements  for 
making  approximate  estimates  of  construction  and  for  measuring 
earthwork,  paving,  and  the  like. 

242.  Transits  and  Levels.  —  The  transits  usually  employed 
in  city  work  read  to  30"  or  to  20"  ;  and  for  most  city  work  no 
finer  graduation  is  necessary.  With  these  instruments  the  re- 
quired precision  in  reading  angles  on  triangulation  work 
can  be  obtained  by  repeating  the  angles  as  explained  in  Art. 
59,  p.  48.  Jn  such  work,  however,  it  will  be  of  advantage  to 
have  an  instrument  reading  to  10".  It  is  well  also  to  have 
one  or  more  transits  equipped  with  stadia  hairs  for  use  on 
rough  surveys. 

Much  of  the  city  work,  such  as  the  staking  out  of  new  streets, 
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paving,  sewers,  or  curbs,  requires  the  establishment  of  both  lines 
and  grades.  Since  this  class  of  work  does  not  as  a  rule  call  for 
very  precise  results,  the  measurements  and  rod-readings  are  usually 
taken  to  hundredths  of  a  foot.  It  is  not  convenient,  for  the  ordi- 
nary surveying  party  of  three  men,  to  carry  both  a  transit  and  a 
level  instrument  in  addition  to  the  ordinary  equipment  of  sight- 
ing-rods, level-rod,  stakes,  tape,  etc.,  so  the  engineer's  transit, 
with  a  level  attached  to  the  telescope,  is  extensively  used  in  set- 
ting grades  as  well  as  in  establishing  lines.  For  this  reason  sev- 
eral of  the  transits  in  a  city  office  should  be  equipped  with  telescope 
levels  and  some  of  them  with  vertical  arcs.  The  degree  of  pre- 
cision possible  with  an  engineer's  transit  is  entirely  satisfactory 
for  all  ordinary  leveling. 

Where  leveling  work  alone  is  to  be  done  the  ordinary  wye  or 
dumpy  level  instrument  is  used  together  with  target  or  self -reading 
rods.  (See  Chapter  IV.)  For  bench  leveling  it  is  customary,  in 
large  cities  at  least,  to  use  a  precise  levels  an  instrument  which  is 
similar  in  principle  to  the  ordinary  level  but  which  has  a  more 
delicate  bubble  and  a  telescope  of  higher  power,  and  is  therefore 
capable  of  yielding  more  accurate  results. 

243.  City  Standard.*  —  It  is  customary  in  all  large  cities  to 
have  a  standard  of  length,  usually  100  ft.  long,  established  in 
some  convenient  place,  often  near  the  office  of  the  City  Engineer. 
It  sometimes  consists  of  two  brass  plugs  set  in  a  stone  pavement, 
or  it  may  be  a  long  steel  rod  supported  on  rollers  on  the  side  of 
a  wall  or  building  in  such  a  way  that  the  rod  can  expand  or  con- 
tract freely.  The  end  points  and  the  50-ft.  point  are  so  marked 
that  they  can  be  readily  found  and  used  by  any  surveyor  who 
desires  to  test  his  tape. 

A  city  standard  is  often  established  by  carefully  transferring 
the  length  of  some  other  standard,  by  means  of  different  tapes 
and  under  different  weather  conditions ;  or  it  can  be  established 
by  means  of  a  tape  which  has  been  standardized  by  the  U.  S. 
Bureau  of  Standards  (Art.  241,  p.  216).     The  City  .Standard  is 


♦  See  a  paper  entitled  "The  loo-foot  Standard  of  Length  of  the  Boston 
Water  Works  at  Chestnut  Hill  Reservoir,"  by  Charles  W.  Sherman,  published  in 
the  Jour.  Assoc.  Eng.  Soc.,  Vol.  XVIII,  No.  4,  April,  1897. 
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generally  placed  where  it  will  not  be  exposed  to  the  direct  rays 
of  the  sun,  and  with  this  end  in  view  it  is  sometimes  covered  with 
a  wooden  box. 

When  a  tape  is  tested  it  should  be  stretched  out  at  full  length 
beside  the  standard  and  left  there  until  it  acquires  the  same 
temperature  as  the  standard  before  the  comparison  is  made,  to 
avoid  the  necessity  of  applying  a  temperature  correction. 


CITY  LAYOUTS, 

244.  In  laying  out  or  extending  a  city  it  is  the  duty  of  the 
surveyor  to  consider  the  future  needs  of  its  population  and  to 
design  the  general  plan  of  the  city  accordingly.  Nearly  all  of 
our  large  cities  show  examples  of  lack  of  forethought  relative 
to  future  growth,  which  have  necessitated  the  outlay  of  millions 
of  dollars  for  revision  of  street  lines,  sewer  systems,  water 
works,  and  the  like. 

Occasionally  the  engineer  is  called  upon  to  plan  a  new  city 
or  to  design  the  general  layout  of  the  suburbs  of  an  existing 
city.  The  basis  for  such  work  should  be  a  topographic  map  of 
the  entire  area,  for  the  topographic  features  of  a  locality  will 
influence  its  development  to  a  marked  degree. 

245.  Streets.  —  In  planning  the  arrangement  of  the  streets 
for  a  city  such  features  as  a  water  front,  a  river  or  lake,  the  loca- 
tion of  an  existing  railroad,  or  the  probable  location  of  some 
projected  railroad  line  will  determine  to  a  large  degree  where 
the  business  section  of  the  city  will  be  located.  This  section 
should  then  be  so  divided  as  to  yield  the  greatest  convenience 
for  business  purposes.  Other  sections  will  be  reserved  for 
residential  districts,  and  their  design  will  be  of  a  different 
character.  Easy  access  should  be  provided  from  the  business 
to  the  residential  districts  and  to  outlying  towns  or  adjacent 
cities. 

The  streets  must  be  of  the  proper  width  to  accommodate 
the  traffic  they  are  to  carry,  and  their  alignment  and  grades 
must  be  carefully  studied  with  the  topographic  map  as  a  guide. 
Adequate  drainage  of  the  streets  is,  of  course,  one  of  the  most 
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important  features,  for  which  ample  provision  must  be  made 
in  establishing  the  alignments  and  grades. 

In  the  business  section  the  traffic  will  move  in  certain 
directions,  e.g.,  to  and  from  important  points  such  as  a  river, 
railroad  station,  or  freight  yard,  and  this  traffic  must  be  pro- 
vided for  by  wide  streets  with  easy  grades.  In  the  residential 
portions,  narrower  streets  and  steeper  grades  are  permissible 
when  made  necessary  by  the  topography  of  the  district. 

246.  Location  of  Streets.  —  In  establishing  the  location  of 
city  streets  in  hilly  districts  it  is  probable  that  to  obtain  the 
essential  requisites  of  easy  grades  and  good  drainage  the  topog- 
raphy will  govern  the  street  layout.  Whereas  in  a  practically 
level  country,  with  no  steep  grades  in  any  direction,  the  street 
layout  can  be  such  that  the  most  direct  communication  between 
different  parts  of  the  city  is  secured. 

Hg.  96  shows  the  location  of  a  rectangular  system,  of  streets 
laid  out  without  reference  to  the  topographic  features.  The 
lower  portion  is  on  rolling  ground  where  this  system  may  be 
properly  applied ;  but  from  a  study  of  the  contours  it  will  be 
seen  that  in  the  upper  portion  this  method  introduces  very  steep 
grades  on  all  of  the  streets  which  cross  the  valley  and  also  leaves 
a  hollow  in  these  streets  which  is  difficult  to  drain.  Fig.  97 
shows  a  layout  which  will  obviate  this  difficulty  to  some  extent, 
the  diagonal  streets  being  located  in  the  valleys  to  take  the  sur- 
face  drainage  of  surrounding  property.  It  is  obvious  that  the 
construction  of  a  sewer  through  these  diagonal  streets  will  be 
much  more  economical  than  through  the  streets  as  laid  out  in 
Fig.  96,  for  a  sewer  must  have  a  continual  drop  toward  its  out- 
let, and  cannot  be  laid  uphill  and  downhill  like  a  water  pipe. 

With  reference  to  directness  of  communication  between 
different  parts  of  a  city  the  two  general  systems  which  have 
been  used  in  this  country  are  the  rectangular  block  system  and 
a  combination  of  rectangular  blocks  with  diagonal  streets,  run- 
ning in  the  direction  of  the  greatest  traffic. 

The  rectangular  system  gives  the  maximum  area  for  private 
occupation  and  is  consistent  with  the  general  style  of  rectangu- 
lar building  construction.  Where  the  topography  admits  of  it, 
this  system  of  streets  is  advisable.     Many  of  our  large  cities, 


LOCATION  OF  STREETS 


221 


Fig.  9(5.  Layout  of  Streets  without  Regard  to  Topography. 


Fig.  71,    Layout  of  Streets  with  Regard  to  Topography. 


222  CITY  SURVEYING  [Chap.  IX. 

like  Philadelphia,  for  example,  have  been  laid  out  in  this  manner. 
The  streets  frequently  run  parallel  and  perpendicular  to  the 
shore  of  a  lake  or  river.  More  often,  however,  they  are  laid  out 
in  north  and  south,  and  east  and  west  directions.  When  diagonal 
streets  also  are  introduced  they  should  connect  the  points  be- 
tween which  the  traffic  is  the  heaviest.  Indianapolis  is  planned 
in  this  manner,  having  four  broad  diagonal  avenues  running  from 
a  central  park ;  but  the  city  of  Washington  (Fig.  98)  is  the  best 
example  of  this  system  in  the  United  States. 

247.  Size  of  Blocks  and  Lots.  —  No  definite  size  of  blocks 
and  lots  can  be  prescribed  which  will  fit  all  conditions.  Experi- 
ence has  shown  that  the  depth  of  lot  most  convenient  for  both 
business  and  residential  districts  is  from  100  to  150  feet.  In 
business  districts  particularly,  it  is  well  to  provide  an  alley  from 
15  to  25  ft.  wide  running  lengthwise  through  the  block.  This 
makes  the  width  of  blocks  from  215  to  325  feet,  which  is  about 
the  range  in  existing  cities. 

The  length  of  the  blocks  should  be  in  the  direction  of  great- 
est travel,  and  this  dimension  will  therefore  depend  upon  the 
necessity  for  cross-streets  to  accommodate  the  traffic  which 
moves  at  right  angles  to  the  principal  line  of  traffic.  In  busi- 
ness districts  then  the  cross-streets  should  be  much  more  fre- 
quent than  in  residential  portions  of  the  same  city.  The  length 
of  blocks  therefore  varies  considerably  in  different  cities  and  in 
different  parts  of  the  same  city ;  ranging  all  the  way  from  400 
to  900  feet.  In  New  York  the  typical  blocks  are  200  X  900 
ft.,  and  200  X  400  ft. ;  in  Boston  they  vary  in  width  from  125 
to  252  ft.  and  in  length  from  200  to  700  ft.,  depending  upon  the 
locality. 

The  frontage  of  lots  is  frequently  25  ft.  in  business  and 
congested  residential  districts  and  50  feet  or  more  in  sub- 
urban districts,  but  these  dimensions  are  by  no  means 
universal. 

248.  Width  of  Streets.  —  The  widest  streets  should  in  gen- 
eral be  the  ones  which  have  the  greatest  traffic.  Important 
business  streets  should  be  from  100  to  150  ft.  in  width,  while 
streets  of  secondary  importance  in  business  districts  may  be 
from  60  to  80  ft.  wide.     In  residential  districts  the  main  streets 
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should  be  60  to  80  ft.  wide,  but  those  of  lesser  importance  are 
often  made  50  ft.  These  widths,  however,  are  more  liberal  than 
have  been  used  in  many  of  our  older  cities,  e.g.,  such  cities  as 
Boston,  Baltimore,  and  New  York  which  are  especially  afflicted 
with  narrow  streets. 

The  alleys  which  are  run  through  the  middle  of  city  blocks 
should  be  made  from  15  to  20  ft.  wide.  If  they  are  made  nar- 
rower than  1 5  ft.  two  teams  cannot  pass  each  other  unless  cer- 
tain parts  of  the  alley  are  widened  for  this  purpose.  Alleys 
furnish  a  convenient  place  for  the  location  of  water  pipes  and 
sewers. 

The  width  of  sidewalks  varies  greatly  with  the  locality.  In 
business  districts,  where  there  is  usually  a  necessity  for  ample 
width,  some  cities  devote  two-fifths  of  the  entire  width  of  the 
street  to  sidewalks;  while  in  residential  districts,  the  sidewalks 
are  frequently  much  narrower  in  proportion  to  the  width  of  the 
street.  In  Boston  the  general  rule  is  to  make  each  sidewalk 
one-sixth  the  width  of  the  street.  Sidewalks  8  ft.  wide  are 
ample  for  most  residential  districts.  In  some  localities  walks 
as  narrow  as  4  ft.  are  laid  out  with  a  liberal  grass-plot  between 
the  sidewalk  and  the  roadway,  which  not  only  gives  a  pleasing 
appearance  to  the  street,  but  also  lessens  the  width  of  sidewalk 
and  of  roadway  to  be  paved  and  maintained,  thereby  decreasing 
the  burden  of  taxation  and  leaving  room  for  an  increase  in  width 
of  roading  if  afterwards  needed. 

249.  Street  Grades.  —  In  connection  with  the  layout  of 
a  new  city  or  suburb  the  grade  of  the  streets  is  of  quite  as 
much  importance  as  the  street  alignment.  While,  in  the 
residential  districts  of  some  cities,  street  grades  as  steep  as  10 
and  15  per  cent,  are  not  uncommon,  still  it  is  considered 
advisable,  if  possible  without  excessive  cost,  to  keep  the  grades 
down  to  about  5  or  6  jDer  cent.,  especially  those  which  extend 
for  any  considerable  distance.  In  business  districts,  where 
heavy  loads  are  to  be  hauled,  it  is  desirable  that  the  grades 
should  not  exceed  3.5  or  4  per  cent.  In  any  case  where  one 
street  crosses  another  the  grade  should  be  flattened  between 
curb  lines  to  3  or  4  per  cent,  if  the  grade  of  either  street  is 
greater  than  this  amount. 
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On  account  of  drainage  it  is  well  to  build  a  street  with  a 
slight  grade  rather  than  level.  A  grade  of  6  inches  in  loo  feet 
is  a  good  working  minimum  for  proper  drainage,  and  if  the 
street  does  not  have  this  gradient  the  gutters  must  be  made  of 
varying  depth  so  as  to  properly  carry  off  the  water.  Other 
elements  which  govern  the  rate  of  grades  are  the  cost  of  earth- 
work and  the  proper  balancing  of  the  excavation  and  embank- 
ment in  the  construction,  the  effect  on  abutting  property,  and 
the  general  appearance  of  the  street. 

At  points  where  there  is  a  decided  change  in  grade  it  is 
customary  to  introduce  a  parabolic  vertical  curve.  (Art.  268, 
p.  242.; 

For  the  purpose  of  establishing  the  grades,  profiles  are 
made  of  each  street.  Levels  taken  for  the  purpose  of  making 
a  profile  should  include  elevations  at  the  center  of  the  street  and 
along  both  side  lines,  and  it  is  often  desirable  to  have  a  cross- 
section  plan  of  the  entire  area  of  the  vicinity  where  the  street  is 
to  be  located.  A  description  of  the  street  grade  is  written  up 
for  acceptance  by  the  proper  municipal  authorities.  When  this 
description  has  been  formally  accepted  by  an  order  of  the  City 
Government  the  grade  is  said  to  have  been  "established." 
Such  an  order  may  refer  to  the  profile  by  title  or  recorded 
number,  instead  of  a  description  of  the  grade.  The  profile  of 
each  street  should  contain  one  or  more  cross-sections  on  which 
is  indicated  to  what  part  of  the  cross-section  the  profile  refers, 
i.e.,  whether  the  profile  grade  is  the  grade  of  the  center  of  the 
street,  the  curb,  or  the  sidewalk  at  the  property  line. 

The  following  is  an  example  of  a  description  of  an  estab- 
lished street  grade :  — 

"Beginning  at  Station  146  (Maple  St.)  at  the  junction  of 
the  center  lines  of  Maple  St.  and  Ocean  Ave.,  at  grade  *  5^.00, 
the  grade  line  falls  6.50  per  100  for  726  ft.  to  grade  48.37 — 
thence  rises  0.82  per  100  for  322  ft.  to  grade  51.01  — thence 


♦  The  word  grade  is  frequently  used  to  mean  the  elevation  of  a  point.  In 
such  a  case  care  should  be  taken  not  to  confuse,  the  meaning  oi  grade  with  rate  oj 
grade.  The  latter  is  sometimes  called  gradient^  a  word  which  has  some  advan- 
tages but  is  not  entirely  satisfactory. 
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falls  0.50  per  icx)  for  122  ft.  to  grade  50.40  —  thence  falls  by  a 
vertical  curve  for  100  ft.  as  follows  : 

Sta.  Elev. 

157  4-60 50.40 

157  +  85 49.90 

158+10 49.30 

158  +  35 48.55 

158  +  60 47.70 

thence   falls    3.60  per  100  for    239   ft.  to    Station    160  +  99 
(Maple  St.),  grade  39.10." 

250.  The  datum  plane.  —  One  of  the  first  tasks  of  the 
surveyor  in  laying  out  a  town  site  is  to  establish  a  datum  plane  to 
which  all  elevations  may  be  referred.  It  is  customary  to  choose 
a  datum  that  bears  an  intimate  relation  to  the  topography  of  the 
locality.  For  example,  if  the  town  is  located  on  the  seashore  a 
series  of  tidal  observations  may  be  taken  to  determine  the  mean 
sea-level  or  mean  low  water  either  of  which  is  often  used  as  a 
datum  (Art.  237,  p.  211).  The  mean  level  of  lakes  is  used  as 
a  datum  for  many  inland  cities.  Frequently  the  elevation  of 
some  point  not  far  from  the  town  site  has  been  established  by 
the  U.  S.  Geological  Survey,  the  U.  S.  Coast  and  Geodetic  Sur- 
vey, or  by  the  line  of  levels  of  a  railroad  ;  and  by  careful  level- 
ing the  elevation  of  some  permanent  point  in  the  town  site  can 
be  established  which  will  serve  as  the  starting  point  for  all  the 
elevations  in  the  town.  Where  nothing  of  this  sort  is  available, 
the  elevation  of  some  point  is  found  by  barometer  so  that  the 
recorded  elevation  may  approximate  the  actual  height  above  sea- 
level. 

251.  ESTABLISHING  BENCH  MARKS.  —  When  the  datum  has 
been  determined,  bench  marks  are  established  by  the  method 
explained  in  Art.  219,  p.  198.  The  establishment,  at  the  start, 
of  a  reliable  system  of  bench  marks  is  of 'utmost  importance,  in 
order  that  the  elevations  of  all  parts  of  the  city  shall  refer  to  the 
same  datum.  In  laying  out  construction  work  it  is  absolutely 
necessary  that  bench  marks  which  can  be  relied  upon  shall  be 
available  and  sufficiently  numerous  to  be  of  use  in  any  section 
of  the  city  without  requiring  several  set-ups  of  the  level  to  con- 
nect a  bench  mark  with -the    level  work  that   is  to  be  done. 
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Another  advantage  in  having  them  close  together  is  that  they  may 
serve  as  ready  checks  on  each  other  as  well  as  on  the  work  at 
hand.  It  is  not  imcommon  for  a  bench  mark  to  be  disturbed, 
and,  if  the  level  work  is  not  occasionally  checked  on  some  other 
bench  mark,  an  error  will  surely  enter  into  all  of  the  level  work 
which  was  started  from  that  bench. 

252.  WATER  AND  SEWER  SYSTEMS.  —  The  water  and  sewer 
systems  of  any  community  are  of  vital  importance  and  provis- 
ion for  them  must  be  made  in  the  layout  of  every  town  site. 
The  location  of  the  water  supply  and  the  storage  and  distributing 
reservoirs  is  a  matter  of  such  magnitude  that  it  cannot  be  dis- 
cussed in  this  short  treatise.*  The  conditions  essential  to  an 
economical  water  or  sewer  system  will  sometimes  radically  affect 
the  alignment  and  grades  of  many  of  the  streets.  The  gradi- 
ents of  water  pipes  are  of  little  importance  since  the  water  is 
working  under  pressure,  and  the  pipes  can  be  laid  uphill  and 
downhill  so  long  as  there  is  sufficient  "  head  *'  to  force  the  water 
through  the  pipes. 

In  a  sewer  system  the  problem  is  far  different ;  every  sewer 
must  have  proper  gradients,  and  the  entire  system  must  fall 
gradually  from  the  most  remote  points  to  the  main  sewer  outlet. 
The  topographic  map  therefore  is  of  utmost  importance  as  a  basis 
for  a  study  of  this  problem,  f 

STAKING  OUT  CITY  WORK. 

253.  STAKING  OUT  A  NEW  DISTRICT.  —  In  staking  out 
a  new  district  the  information  at  hand  is  usually  a  plan  of  the 
proposed  layout  of  the  streets  which  has  been  studied  out  in 
the  office  from  a  map  of  the  district.  If  this  layout  has  beeji 
approved  by  the  municipal  authorities  the  street  lines  as  they 
appear  on  the  plan  are  the  "established  lines.*' 

It  is  the  surveyor's  duty  to  stake  out  these  lines  on  the 
ground,  connecting  them  properly  with  the  street  lines  of  the 

♦  See  Public  Water  Supplies  by  Toumeaure  and  Russell,  published  by  John 
Wiley  &  Sons,  New  York. 

t  See  Sewerage,  by  Professor  A.  P.  Folwell,  published  by  John  Wiley  & 
Sons,  New  York. 
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older  portion  of  the  city,  and  in  short,  to  produce  on  the  ground 
a  layout  exactly  like  that  on  the  plan.  Sometimes  the  angles 
and  distances  necessary  for  the  layout  have  been  computed  in 
the  office,  but  more  frequently  these  are  not  determined  until 
the  lines  are  laid  out  on  the  ground.  In  reproducing  these  lines 
on  the  ground  the  surveyor  will  often  find  that  the  exact  dimen- 
sions given  on  the  plan  do  not  correspond  with  his  fieldwork 
owing  probably  to  the  fact  that  his  tape  differs  in  length  from 
that  used  by  the  surveyor  who  made  the  original  plan.  In  such 
a  case  he  must  distribute  the  discrepancies  (unless  they  are  large 
enough  to  indicate  that  a  mistake  has  been  made)  in  the  proper 
manner  in  his  work. 

Not  infrequently  the  entire  work  is  staked  out  from  a  plan 
which  has  been  made  in  the  office,  and  the  exact  angles  and 
distances  as  determined  in  the  field  are  recorded  on  this  plan 
which  then  goes  to  the  proper  authorities  to  be  put  in  the  form 
of  a  city  order.  As  soon  as  the  plan  is  accepted  the  street  lines 
should  be  marked  by  monuments  (Art.  254),  so  that  there  may 
be  no  difficulty  in  retracing  the  lines  as  they  were  originally  laid 
out  and  accepted.  If  considerable  grading  work  is  to  be  done 
in  building  the  new  streets  it  may  not  be  practicable  to  set 
many  of  the  corner  bounds  at  first  on  account  of  the  likelihood 
of  their  being  disturbed.  In  such  cases  it  is  the  duty  of  the 
surveyor  to  properly  reference  the  points  by  cross  transit  lines 
or  otherwise  before  construction  work  begins  ;  for  it  is  important 
that  the  layout,  as  recorded  in  the  city  order,  shall  be  accurately 
and  definitely  defined  so  that  when  the  streets  are  brought  to 
the  proper  grade  and  the  monuments  are  finally  set  they  will 
mark  the  exact  position  of  the  original  layout. 
-  254.  MONUMEirrs.  —  It  is  important  and  at  the  same  time 
customary  to  define  street  lines  by  setting  stone  bounds,  often 
called  monuments^  at  the  street  corners  and  at  angles  in  the 
street  lines.  The  bounds  are  set  sometimes  on  the  side  lines, 
sometimes  on  the  center  lines,  and  sometimes  in  the  sidewalks. 

At  street  intersections,  one  monument  at  the  intersection  of 
the  center  lines  will  suffice  to  mark  both  street  lines,  but  since 
this  point  will  come  in  the  center  of  the  road  pavement  where  it 
is  likely  to  be  disturbed  by  traffic  or  by  street  repairing  it  is  set 
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dom  placed  there.  The  more  practicable  method  is  to  define 
the  street  lines  by  marking  the  side  lines  at  the  angles  or,  in 
the  case  of  rounded  corners,  at  the  beginning  and  end  of  the 
curves.  It  is  not  necessary  that  all  four  comers  of  a  street 
intersection  shall  be  marked,  as  a  bound  on  one  corner  will  define 
the  side  lines  of  the  two  streets  and,  the  width  of  the  streets 
being  known,  the  other  sides  can  easily  be  determined.  Nor 
is  it  necessary  to  place  a  bound  at  one  of  the  corners  of  every 
street  intersection,  provided  a  street  is  straight  for  several  blocks, 
although  it  is  good  practice  to  do  so.  On  account  of  the  liability 
of  bounds  which  are  placed  on  the  side  lines  of  the  street  being 
disturbed  by  building  operations,  some  surveyors  prefer  to  place 
them  on  an  offset  line,  say  2  ft.  from  the  street  line.  All  mon- 
uments should  be  placed  with  extreme  care  as  regards  both 
their  accuracy  of  position  and  their  stability.  If  any  bounds 
are  set  with  more  care  than  others,  they  should  be  the  ones 
which  occur  at  angle  points  in  the  street  lines  rather  than  the 
intermediate  bounds  which  are  set  along  a  straight  line. 

Monuments  are  usually  roughly  squared  stone  posts  about  4 
to  8  inches  square  and  3  to  4  feet  long,  the  length  depending 
upon  the  severity  of  the  climate,  e.g.,  in  New  England  a  monu- 
ment less  than  4  ft.  long  is  likely  to  be  disturbed  by  frost  action. 
They  are  carefully  squared  on  top  and  a  drill-hole  in  this  end 
marks  the  exact  point.  This  drill-hole  may  be  made  before  the 
stone  is  set  in  place,  or  after  it  has  been  placed  so  that  its 
center  is  about  in  position  the  exact  point  may  be  defined  by 
drilling  a  hole  in  the  top  of  the  bound.  Frequently  the  hole  is 
filled  with  lead  and  a  copper  nail  set  in  the  lead  is  used  to  mark 
the  exact  point.  For  nice  definition  of  the  point,  a  copper  bolt 
is  inserted  and  two  lines  scratched  across  it ;  the  intersection 
marks  the  exact  point.  When  the  stone  bound  is  placed  at  the 
intersection  of  the  side  lines  of  the  streets  it  is  sometimes 
located  entirely  in  the  sidewalk  in  such  a  way  that  its  inside 
corner  is  exactly  on  the  intersection  of  the  street  lines.  In  such 
a  case  the  three  other  corners  of  the  bound  are  usually  chipped 
off  so  that  there  may  be  no  mistake  as  to  which  comer  defines 
the  line,  but  the  line  corner  frequently  becomes  worn  off  and 
this  practice  is  therefore  not  recommended.      Some  surveyors 
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use,  in  the  place  of  stone  bounds,  a  piece  of  iron  pipe  or  iron 
plug  with  a  punch-hole  in  the  top  of  it,  driven  into  the  ground 
or  embedded  in  cement  concrete.  Long  heavy  stakes  are 
employed  to  temporarily  define  intermediate  points  or  points  of 
secondary  importance. 

255.  Setting  Stone  Bounds.  —  When  the  street  lines  are 
laid  out  the  corners  are  marked  by  tacks  in  the  top  of  ordinary 
wooden  stakes.  The  monuments  which  are  to  take  the  place  of 
the  stakes  should  be  set  before  the  frost  has  entered  the  ground 
or  before  any  other  disturbance  of  the  stakes  has  taken  place. 
When  the  bound  is  ready  to  be  set  the  first  thing  to  do  is  to 
drive  four  temporary  stakes  around  the  corner  stake  about  two 
feet  from  it  and  in  such  a  way  that  a  line  stretched  from  two 
opposite  stakes  will  pass  over  the  tack  in  the  head  of  the  comer 
stake  (Fig.  99).     Then  tacks  are  carefully  set  in  the  tops  of 

these  temporary  stakes  in 
such  positions  that  a  stretch- 
ing line  running  from  the 
tack  on  one  stake  to  the 
tack  on  the  opposite  stake 
will  pass  exactly  over  the 
tack  in  the  corner  stake. 

Then  the  corner  stake  is 
removed  and  the  hole  dug 
for  the  stone  bound.  Care 
should  be  taken  not  to 
dig  the  hole  any  deeper 
than  is  necessary  so  that  the 
bound  may  be  set  on  firm 
earth.  As  to  the  position  of  the  top  of  the  bound  with  refer- 
ence to  the  surrounding  ground,  surveyors  disagree.  Some 
prefer  that  the  monument  should  stick  out  of  the  ground  so 
that  it  can  be  readily  found ;  while  others  claim  that  if  it  pro- 
jects above  the  surface  the  bound  is  likely  to  become  misplaced 
by  traflfic,  and  therefore  that  it  is  better  to  set  it  just  flush  with 
the  ground  or  slightly  below  the  natural  surface.  If  any  grad- 
ing is  to  be  done  in  the  vicinity  the  bound  should  be  set  so  that 
it  will  conform  to  the  proposed  grade.     When  the  hole  for  the 
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Fig.    99.    Setting  a  Stone  Bound. 
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bound  has  been  dug  to  the  proper  depth  it  is  well  to  stretch  the 
strings  across  between  the  temporary  stakes  and  plumb  down 
roughly  into  the  hole  to  determine  where  the  center  of  the 
bound  will  come,  so  that  when  the  monument  is  dropped  into 
the  hole  it  can  be  placed  so  that  it  will  set  plumb. 

The  bound  having  been  set  in  the  hole,  the  next  operation  is 
to  fill  around  it.  This  should  be  done  with  considerable  care, 
the  material  being  properly  rammed  as  the  filling  proceeds  and 
the  bound  kept  in  such  a  position  that  the  drill-hole  in  the  top 
of  it,  if  there  is  one,  shall  be  exactly  under  the  intersection  of 
the  strings.  It  is  sometimes  desirable  to  put  in  a  foundation 
of  concrete  and  to  fill  with  concrete  around  the  monument  to 
within  a  foot  of  the  surface,  as  shown  in  Fig.  100,  where  a 
very  substantial  bound  is  re- 
quired, or  where  the  ground  is 
so  soft  as  to  furnish  an  insecure 
foundation.  If  the  top  of  the 
bound  is  plain  and  the  hole  is 
to  be  drilled  after  the  bound 
is  in  place,  care  should  be  taken 
to  place  the  monument  so  that 
this  hole  will  come  practically 
in  the  center  of  the  top  in  order 
that  it  may  present  a  workman- 
like appearance.  After  the 
bound  is  set  exactly  in  place  the 
temporary  stakes  are  removed. 

Some  surveyors  prefer  to  use  only  two  opposite  stakes  and 
one  stretching  line,  the  position  of  the  monument  being  deter- 
mined by  a  measurement  along  the  stretching  line  from  one  or 
both  of  the  temporary  stakes.  Still  another  method  of  tempo- 
rarily tying  in  the  stone  bound,  and  one  wliich  many  surveyors 
use,  is  to  set  two  stakes  such  as  A  and  B  in  Fig.  99,  and 
either  measure  the  distance  from  them  to  the  bound  or  set 
them  at  some  even  distance  from  the  bound.  This  process 
of  using  temporary  stakes  and  the  stretching  line  is  employed 
also  in  setting  other  types  of  bounds  such  as  gas  pipes  or 
iron  rods. 


Fig.  100.    Stone  Bound  with 
Concrete  Foundation. 
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In  the  construction  of  buildings  or  fences,  monuments  are 
frequently  disturbed  and  too  often  they  are  reset  by  the  owner 
of  the  property  without  the  services  of  a  surveyor.  In  rerunning 
a  street  line,  therefore,  a  surveyor  should  be  on  the  lookout 
for  such  conditions,  and  he  should  be  cautious  in  the  use  of 
any  monument  which  he  has  any  reason  to  suspect  may  have 
been  misplaced. 

256.  CURVED  LAYOUTS.  —  It  is  not  unusual  for  streets  to 
be  laid  out  with  curved  lines.  In  the  design  of  boulevards, 
parks,  and  residential  sections  a  landscape  architect  is  often 
called  in  and  the  plan  he  presents  is  sometimes  almost  devoid  of 
any  straight  street  lines.     (See  Fig.  loi.)     The  surveyor  must 


Fig.  101.    Curved  Layout  for  Residential  Part  of  a  City. 

take  this  plan  and  from  the  design  there  given  stake  out  the 
layout  and  obtain  the  necessary  dimensions  to  definitely  locate 
all  parts  of  it. 

As  a  rule  the  landscape  architect  simply  draws  on  the  topo- 
graphic map  his  scheme  of  layout  with  very  few  dimensions  and 
leaves  the  rest  to  be  worked  out  by  the  surveyor.     Occasionally 
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the  radii  of  the  curves  are  noted  on  the  plan,  but  the  street 
widths  are  often  the  only  dimensions  given.  If  the  radii  are 
not  given  the  surveyor  must  determine  from  the  plan  either 
these  radii  or  some  other  distances,  such  as  the  tangent  lengths, 
so  that  he  can  go  into  the  field,  and,  beginning  with  some  known 
street  line,  run  out  the  new  street  lines  in  such  a  way  that  when 
the  data  he  determines  are  plotted  the  lines  will  coincide  with 
those  on  the  plan  prepared  by  the  landscape  architect.  As  a 
rule  these  curved  lines  can  be  made  up  of  a  combmation  of  cir- 
cular curves. 

257.  ELEMENTS  OF  A  CIRCULAR  CURVE. —  Before  consider- 
ing how  to  stake  out  a  curve  it  will  be  well  first  to  refer  to  the 
elements  of  a  simple  circular  curve.  In  Fig.  102  which  repre- 
sents a  simple  circular  curve 

0B=-  Radius  =R 

AHB  =      Length  of  Arc    =1^ 

AB=       Long  Chord      =C 

VA=^VB  =  Tangent  Distance  =  T 

VII  =  External  Distance  =  E 

HF=   Middle  Ordinate  =M 

I  =  Intersection  Angle,  or 

Central  Angle 
V  =  Vertex 

P.C.  =  Point  of  Curvature 
P.r.  =  Point  of  Tangency  Fig.  102.    Circular  Curve. 

From  simple  geometric  and  trigonometric  relations. 


-IT 
Tan^=-. 

r  =  i?tan- 
2 

^xsec    -  =  _. 
2       R 

E  =  R  exsec- 
2 

2         R 

M  =   R   vers- 
2 

2        2R 

C=2/?sin  I 
2 

Lc=  Rx Circular  measure  of  /.* 


*  The  curves  used  in  railroad  engineering  are  usually  very  flat,  so  that  there  is 
little   difference   between   the   chords   and   their   corresponding  arcs.     This  fact 
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258.  STAKING  OUT  CIRCULAR  CURVES.  —  In  Fig.  I02  the 
two  lines  BC  and  EA  are  produced  in  the  field  and  a  point  is  set 
at  their  intersection  V,  as  described  in  Art.  200,  p.  175.     The 

instrument  is  then  set  up  at  V 
and  the  central  angle  /  carefully 
measured,  or  if  point  V  is  inacces- 
sible other  angles  such  as  VEC 
and  VCE  may  be  measured  from 
which  /  can  be  easily  computed. 
Then  the  radius  R  which  is  deter- 
mined from  the  plan  being  known, 
the  tangent  distance  T  is  obtained 
by  the  formula,  T  =  R  tan  ^  /. 
Points  P.T,  and  P.C,  are  then  set 
and  the  curve  is  usually  laid  out 

by  the  method  of  deflection  angles  as  explained  in  the  following 

article. 

259.  DEFLECTION  ANGLES.  —  A  deflection  angle  is  usually 
referred  to  as  an  angle  between  a  tangent  and  a  chord,  e.g.,  in 
Fig.   103  angles  VAh,  VAc,  etc.,  are  deflection  angles.     Since 


Fig.  102.    Circular  Curve. 


Fig.  103.     Deflection  Angles. 


makes  it  possible  to  compute  the  length  of  curve  by  a  ."dimple  approximate  method, 
which,  however,  is  sufficiently  exact  for  most  railroad  work. 

The  Def^ree  0/  Curve,  which  is  the  angle  at  ihe  center  subtended  by  a  chord  of 
100  ft.,  is  an  element  of  the  circular  curve  which  is  used  extenoively  in  railroad  en- 
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the  angle  between  a  tangent  and  a  chord  is  measured  by  half  the 
included  arc  these  deflection  angles  must  be  equal  to  half  the 
angle  at  the  center  subtended  by  the  same  chord  or  arc. 

If  the  total  length  of  the  curve  is  divided  into  an  even  num- 
ber of  parts,  «,  the  angle  at  the  center  under  each  of  these  arcs 

will  be  - ,  and  the  deflection  angle  for  one  chord  will  be  — , 
n  2n 

.  which  in  Fig.  103  is  the  angle  VAh,     Angle  hAc  =  angle  VAh, 

both  being  measured  by  one-half  of  equal  arcs.     It  follows  then 

that  the  deflection  angle  to  point 

/       / 
r  =  2  X  —  =  - 

2n       n 

2n       2n 

I        2/ 

^  =  4  X  =  — 

2n        n 

etc. 

Evidently,    after    the    first    deflection    VAb    is    found,    the 
other  deflections  can  be  obtained  by  simply  adding  the  incre- 
ment —  to  the  preceding   deflection   angle,   and   this   is   the 
2n 

method  which  should  be  used.     The  deflection  angle  from  the 

P.  C,  to  the  P,  T.  should  be  equal  to  - ,  and  this  check  should 

always  be  applied  to  the  computations  before  they  are  used  in 
laying  out  the  curve. 

The  chords  Ab^  be,  cd,  etc.  are  equal  since  their  arcs  are 

equal.    With  the  radius  and  the  central  angle  [  -  for  one  chord) 

given,  the  chord  length  can  readily  be  found  from  the  formula, 

gineering.  The  central  angle  divided  by  the  degree  of  curve  will  give  the  number 
of  loo-ft.  chords  in  the  length  of  the  curve,  ^e.,-^   —    L   (in  loo-ft.    stations). 

Therefore  L  (in  feet)  —  -jr-  •  For  a  complete  discussion  of  railroad  curves  see 

**  Railroad  Curves  and  Earthwork,"  by  Professor  C.  F.  Allen,  published  by  Spon 
&  Chamberlain,  New  York. 
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^  =  2  sin Since  the  angle  at  the  center  is  usually  small 

and  the  radius  large  the  angle  will  have  to  be  carried  out  in 
some  instances  much  closer  than  to  the  nearest  minute  in  order 
that  the  length  of  the  chord  may  be  obtained  to  hundredths  of 
a  foot  (Art.  371,  p.  341).  An  approximate  value  for  the  chord 
length  corresponding  to  a  given  arc  may  be  obtained  by  the 
approximate  formula,  \'^x>  /tlirtTjk^^^Jly 

in  which  ^  is  the  length  of  the  arc,  c  is  the  chord  length,  and  -jj 
R  the  radius.  ^^ 

The  fieldbooks  in  use  by  most  surveyors  contain  tables  of  \J 
chords  and  corresponding  arcs  for  curves  of  different  radii,  ^^^j 
which  assist  greatly  in  shortening  these  computations.  ^^,         r 

When  the  deflection  angles  have  been  computed  and  checked    *  W 
and  the  chord   length   found,  the  instrument  is  set  up  at  ^4,    JItf  i 
(Fig.  103)  a   foresight    taken  on  the  vertex  with  the   vernier     C^ 
reading  0°,  and  the  point  b  set  by  measuring  Ah  and  placing  b  *fj^ 
on  line  by  means  of  the  transit  on  which  the  first  deflection 
angle    VAh  has  been  laid  off.     Point  c  is  set  by  measuring  be 
and  placing  c  on  line  with  the  transit  on  which  the  second 
deflection  angle  has  been  laid  off,  and  so  on,  until  the  last  point 
(P.  T,)  has  been  set. 

It  is  evident  that  with  the  transit  at  the  P.C.  the  curve 
could  have  been  laid  out  just  as  well  by  taking  the  measurements 
from  the  P,  T,  end,  and  some  surveyors  prefer  to  do  it  this  way. 
Similarly  the  instrument  might  just  as  well  have  been  set  up  at 
the  P.  T.  instead  of  the  P.C.  and  the  measurements  started  from 
the  P.C.  if  it  were  found  to  be  more  convenient. 

*  The  following  will  give  some  idea  of  the  accuracy  of  this  formula. 

With  R  =  100  and  c  =  25,  the  formula  gives  Ic  =  25.065,  (correct  value 

is  25.066). 
With  -R  =  100  and  c  =»  50,  the   formula  gives  Ic  =»  50.521,  (correct  value 

is  50-536). 
With  R  —  1000  and  c  =»  100,  the  formula  gives  Ic  =  100.042,  (correct  value 

is  100.042). 
This  formula  will  be  found  very  useful  if  a  slide  rule  is  employed  for  the 
computation. 
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It  is  sometimes  necessary  to  set  definite  station  points  on  the 
curve  rather  than  to  cut  the  curve  up  into  several  equal  parts  as 
suggested  above.  The  principle  is  exactly  the  same  as  described 
above  ;  but  in  figuring  the  deflection  angles  and  the  chord  lengths 
to  be  used  the  computations  are  not  quite  so  simple.  No  trouble 
will  be  experienced,  however,  if  it  is  borne  in  mind  that  the  total 
deflection  angle  to  any  point  is  equal  to  half  the  central  angle  to 
that  point  from  the  P,C,^  and  that  the  central  angle  for  any  arc 
bears  the  same  relation  to  the  entire  central  angle  that  the  arc 
does  to  the  entire  length  of  curve. 

260,  Keeping  the  Notes.  —  In  a  curved  street  the  notes  of 
alignment  generally  refer  to  the  center  line,  the  two  side  lines 
being  parallel  to  the  center  line.  All  three  of  these  lines  have 
to  be  run  out  by  the  use  of  chords  and  deflection  angles ;  Fig. 
104  is  an  example  of  a  concise  form  of  notes  for  this  work.     In 
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Fig.  104.    Notes  of  a  Circular  Curve. 


the  first  column  is  a  description  of  the  curve,  which  refers  to 
the  center  line  of  the  street.  This  particular  curve  is  marked 
"To  Right"  meaning  that  it  deflects  to  the  right  while  passing 
around  it  in  the  direction  in  which  the  stations  run.  In  the 
third  column  are  the  distances  measured  on  the  actual  arc  along 
the  center  line.  The  next  three  columns  headed  "  Chords  "  are 
the  chord  measurements  across  the  curve  from  station  to  station 
on  the  left  side  line,  the  center  line,  and  the  right  side  line  of 
the  street,  the  terms  left  and  right  meaning  left  and  right  look- 
ing  in  the  direction  in  which  the  stations  run.  In  the  column 
headed  "  Deflection  Angles  "  are  the  total  deflections  to  be  laid 
off  with  the  instrument  set  up  at  the  P.C>   These  same  deflection 
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angles  are  used  in  running  out  the  side  lines  for  the  chords  which 
have  been  computed  for  the  side  lines  run  between  points  which 
are  radially  opposite  the  corresponding  points  on  the  center  line. 
The  computation  of  these  notes  will  be  found  in  Art.  371,  p.  341. 

261.  When  the  Entire  Curve  Cannot  be  Laid  Out  from  One 
End. —  It  is  often  impossible  to  see  from  the  P,C.  to  the  P,T, 
of  a  curve  on  account  of  intervening  obstructions.  In  such  a 
case  the  curve  is  run  from  the  P.C.  as  far  as  is  practicable  and  a 
point  is  carefully  set  on  the  curve ;  then  the  transit  is  brought 
forward  and  set  up  at  the  point  thus  fixed,  and  the  curve  extended 
beyond.     There  are  two  different  methods  employed  in  this  case. 

262.  First  Method. — Assume  the  circular  curve  in  Fig. 
105  to  be  laid  out  from  A  to  ^  as  described  above.     Point  d  is 


Fig.  106.     Intermediate  Set-up  on  Curve. 

carefully  set  and  the  instrument  then  taken  to  that  point  and 
set  up.  The  vernier  is  turned  back  to  0°  and  beyond  oP  by  the 
value  of  the  deflection  angle  VAd.  Then  by  using  the  lower 
clamp  and  tangent  screw  the  telescope  is  sighted  on  point  A. 
The  upper  plate  is  then  undamped  and,  if  the  telescope  is  turned 
so  that  the  arc  reads  0°  the  instrument  will  be  pointing,  along 
the  direction  of  an  auxiliary  tangent  df,  for  angles  VAd  and  Adf 
are  equal.  It  is  well  to  note  whether  the  instrument  appears 
to  point  in  the  direction  of  the  tangent.  Then  reverse  the  tele- 
scope, set  off  on  the  vernier  the  angle  gde  =  — ,  and  lay  out  the 

2fl 
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curve  from  d  to  B  just  as  though  it  were  an  independent  curve 
beginning  at  d  and  ending  at  B. 

263.  Second  Method.  —  When  the  transit  has  been  set 
up  at  dy  the  vernier  is  set  at  0°  and  a  backsight  taken  on  A. 
Then  an  angle  equal  to  the  deflection  angle  VAe  \s  laid  off  on 
the  arc  ;•  this  will  cause  the  telescope  to  point  in  some  such 
direction  as  dh.  The  line  of  sight  is  reversed  and  point  e  set  on 
//^produced,  making  the  chord  de  of  the  proper  length.  Then 
point  B  is  set  by  laying  off  on  the  vernier  an  angle  equal  to  VAB 
and  measuring  the  chord  eB,     This  method  is  correct  for 

VAe=  VAd+dAe 

=^fdA  +  hdfy  being  measured  by  half  of  equal  arcs. 

This  second  method  is  sometimes  to  be  preferred  since  the 
original  deflection  angles  figured  can  be  used  throughout  the 
curv^e.  The  first  method  calls  for  the  calculation  of  a  few  more 
angles ;  but  this  is  so  simple  a  process  that  there  is  probably 
little  choice  between  the  two  methods. 

264.  Curved  street  Corners.  —  It  is  the  practice  in  many 
cities  to  curve  the  corners  of  the  streets  by  introducing  a  cir- 
cular curve  of  short  radius.  Where  both  street  lines  are  straight 
the  problem  is  handled  as  explained  in  Art.  258,  p.  234. 

265.  *  One  Street 
Line  Straight,  the  Other 
Curved.  —  In  Fig.  1 06 
the  curved  street  line 
DEF  intersects  the 
straight  street  line 
A  V  and  at  this  point 
the  circular  curve  whose 
center  is  C  and  with  a 
given  radius  r  is  to  be  in- 
troduced to  round  off  the 
comer.  It  is  required 
to  stake  out  the  curve 
GE  on  the  ground.     In 


Fig.  IOC. 


*  The  authors  are  indebted  to  I.  T.  Farnham,  City  Engineer  of   Newton. 
Mass.,  for  the  solution  of  the  problems  given  in  Arts.  265-6. 
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the  field  any  tangent  line,  such  as  FV,  is  run  off  from  some 
known  point  on  the  curve  and  intersected  with  A  V,  and  the 
angle  fi  and  the  distance  FFare  measured.  In  the  right  triangle 
CFVm  which  R  and  T'are  known,  compute  angle  a  and  distance 
CV.  In  the  right  triangle  CA  Vy  CFand  y  =  fi^a  being  known, 
compute  CA  and  AV.  CA'  =  CA  -r;  CC  =  R  ^  r.  In  the 
right  triangle  CA'C,  CA'  and  CC  being  known,  compute  A'C 

and  A'CC  =  GCE. 
Angle  ^CF=  i8o°— /S. 
Angle  ECF  =  ACF  — 
A'CC,  from  which  the 
length  of  the  arc  FE 
can  be  readily  com- 
puted, which  locates  the 
point  E.  VG=  A  V— 
A'C,  which  locates  point 
G  of  the  curve  GFi,  and 
any  intermediate  points 
can  be  located  as  ex- 
plained in  the  previous 
Fi«-  1^-  articles. 

As  the  radius  CE  is  often  quite  short  the  center  of  the 
curve  can  be  located  from  either  its  P.C,  or  P.T.  or  both,  and 
any  intermediate  points  on  the  curve  can  be  easily  swung  in 
from  its  center. 

266.  Both  Street  Lines  Curved. — In  Fig.  107  the  two  curved 
street  lines  ABD  and  A'B'iy  intersect  each  other  and  the  curve 
whose  center  is  E  and  with  a  given  radius  r  is  introduced  at  the 
intersection  of  the  two  street  lines.  It  is  required  to  locate  the 
curve  B'B  on  the  ground.  In  the  field  the  tangent  .DV 
is  run  off  from  some  known  point  D  on  the  curve  ABD  and 
intersected  with  a  tangent  lyVixom  the  curve  A'B'IV  and  angle 
a  and  distances  T  and  T'  are  measured.  In  the  right  triangle 
CDYi  R  and  T  being  known,  compute  angle  CFDand  distance 
CV.  Similarly  in  the  triangle  C'VD'  compute  angle  CVTV  and 
distance  CV,  In  the  oblique  triangle  CVC\  CV,  CV  and 
angle  CVC  =  360°  —  {a-^CVD  +  CVU)  being  known,  com- 
pute CC  and  the  angle  CCV  and  CCV.     In  the  oblique  tri- 
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angle  CCE,  CE  =  R  +  r,  CE  ^  R'  —  r,  and  CC  being  known, 
compute  the  angle  CCE,  CCE  and  C'JSC,  which  is  the  sup- 
plement of  the  central  angle  of  the  curve  B'B.  Angle 
DCB  =  DCV+  VCC  —  CCE,  from  which  arc  DB  can  be  com- 
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puted.  Similarly  angle  UCB'  =  D'CV  +  VCC  -  CCEy  from 
which  arc  £)'5'  is  computed.  These  locate  the  P.C.  and  P.T. 
of  the  small  curve  whose  center  is  E, 

267.  STAKING  OUT  STREET  GRADES. — The  fieldwork  neces- 
sary in  setting  grade  stakes  is  explained  in  Arts.  235-6,  p.  210. 
When  new  streets  are  constructed  the  excavation  or  embankment 
is  first  brought  to  sub-grade,  i.e.,  to  the  grade  of  the  bottom  of  the 
road  covering  or  pavement.  The  grade  stakes  set  for  this  work  are 
usually  the  center  and  the  two  side  slope  stakes,  properly  marked 
with  the  cut  or  fill,  as  described  in  Arts.  230-2,  pp.  207-10. 

As  the  work  progresses  the  center  stake  is  dug  out  or  covered 
up  and  when  the  construction  has  progressed  nearly  to  the  sub- 
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grade  it  is  customary  to  set  stakes  at  the  elevation  of  the  sub- 
grade  along  the  center  line  and  on  each  side  line  of  the  street. 

268.  Vertical  Curves.  —  Where  the  rate  of  grade  of  a  street 
changes,  in  order  to  avoid  an  abrupt  transition  from  one  grade  to 
the  other,  a  vertical  curve  is  introduced  which  is  tangent  to  both 
grade  lines.  The  simplest  curve  to  locate  for  this  purpose  is  the 
parabola. 

In  Fig.  108  L  Fand  FJ/ represent  two  grade  lines  intersect- 
ing at  r.  The  parabola  AHB  is  tangent  to  these  lines  at  A  and 
B.     It  is  often  customary  to  set  the  grade  stakes  on  a  vertical 


Fig.  108.    Vertical  Parabolic  Curve. 
curve  at  every  25-ft.  station ;  in  such  a  case,  then,  Fig.  108  rep- 
resents a  vertical  curve  200  ft.  long  on  which  the  elevation  of 
nine  points  must  be  determined.     The  equation  of  the  parabola  is 


j^  =  4  /lt,     or    y'^  =  (constant)  ;r. 


(0 


the  ;r  dimensions  being  parallel  to  FA"  (vertical)  and  the  j  dimen- 
sions being  along  A  V.  From  the  equation  it  is  readily  seen  that 
the  offsets  from  the  tangent  vary  as  the  squares  of  the  distances 
along  the  tangent,  or  x^ix.^  =  y^  :y^.  The  lines  VP  and  NQ  are 
vertical  and  AQ  is  horizontal.  Since  the  curve  extends  an  equal 
distance  each  side  of  Vy  AP  =^  PQ ;  and  therefore  AK  =^  KB. 
NB  =  4VIf;  VH^^CC  \  CC=^A^D'\  etc.  (from  equation  i.) 
Let  g  and  g^  represent  the  rate  of  grade  oi  LV  and  VM, 
and  //  the  number  of  25. ft.  stations  (in  this  case  4)  on  each  side 
of  the  vertex  F,  then 


KV  = 


NB 


(from  similar  triangles) 
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but  NB  =  4  V/f  (from  above) 

therefore  KV  =  2/fV, 

or  point  //  is  midway  between  V  and  A'. 

The  elevation  of  Fis  determined  from  the  established  grade. 
The  number  of  25-ft.  stations  will  determine  the  distance  VA 
and  F5.  The  elevation  of  A  and  of  B  can  be  readily  computed 
along  their  respective  straight  grade  lines. 

-.,        ^,       Elev.  A  +'E\ev.B 
Elev.  K  =   


Elev.  1/  = 


2 
Elev.   V  +  Elev.  K 


2 

VH  =  Elev.  H-  Elev.  V, 

Elevations  of  all  the  other  intermediate  points  along  the  curve  can 
be  computed  by  finding  the  elevation  of  the  points  Z>',  C',  £', 
F\  G',  and  7'  and  by  adding  to  these  elevations  the  ordinates 
D'D,  CCE  E,  etc. 

VH 


UD  =  rj  = 

CC  =  GG  = 
EE  =  FF  = 


16 

4 
16 


269.  CROSS-SECTION  OF  STREET.  —  On  account  of  the  ne- 
cessity  for  draining  the  surface  of  a  road  the  center  is  raised  or 
"  crowned'*  above  the  grade  of  the  gutters  by  an  amount  depend- 
ing on  various  conditions.  The  shape  of  the  road  surface  is 
sometimes  two  planes,  nmning  straight  from  the  gutter  to  a 
summit  or  ridge  in  the  center  of  the  street,  this  ridge  being 
rounded  off  by  rolling ;  but  more  frequently  it  is  a  curved  sur- 
face in  the  form  of  a  parabola  or  a  circle.  The  ordinary  width 
and  crown  of  streets  are  such  that  the  parabola  and  the  circle 
are  practically  coincident. 

When  a  street  is  to  be  paved  the  curbstones  are  first  set  to 
proper  line  and  grade,  then  stakes  are  set  for  the  finished  grade 
of  the  roadway.     The  center  grade  stake  is  frequently  the  only 
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grade  given  and  a  templet,  or  form,  which  can  be  set  on  the 
curbs  and  on  this  center  stake  is  used  to  give  the  form  of  the 
cross-section.  The  form  of  the  templet  for  this  work  is  laid 
out  by  the  surveyor.  If  no  templet  is  used  he  should  put 
in  intermediate  grade  stakes  between  the  center  and  the  curb 
lines.  In  either  case  the  surveyor  must  compute  the  necessary 
ordinates  to  give  the  proper  shape  to  the  surface. 

Usually  the  mean  transverse  slope  of  the  pavement  is  given 
either  in  the  form  of  a  ratio  thus  : 


Mean  Transverse  Slope  = 


Crown 


Half  the  Width  of  Carriageway       30 


or,  Mean  Transverse  Slope  =  f  "  per  ft. 

270.  Gutters  at  Same  Elevation.  —  Fig.  109  represents  the 


"<  w  > 

Fig.  109.    CRoss-SEcnoN  of  Pavement;  Gutters  at  same  Elevation 


cross-section  of  a  pavement  and  sidewalks.  The  crown,  ^45  is 
computed  from  the  mean  transverse  slope  and  the  width  of  the 
pavement. 

The   ordinate   DV   at  any    other   point   on   the   parabola 
—  CC  X  -prrjr  since  in  a  parabola  the  offsets  from  a  tangent 


vary  as  the  square  of  the  distance  out  along  the  tangent  (Art. 
268,  p.  242).     But  CC  =  AB ;  hence,  if  D'  is  half-way  from 

AR 

the  center  to  the  curb,  DD'  =  -—. 

4 


271.   One  Gutter  Higher  than  the  Other.  —  When  one  gutter 
is  higher  than  the  other  the  following  application  of  the  parabola 
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can  be  used.     In  Fig.  1 10  the  maximum  ordinate  x  is  at  a  dis- 


,  Fig.  110.      Cross-Section   of    Pavement:   One   Gutter    Higher 
than  the  other. 

tance  a  from  the  lower  gutter.     The  first  step  is  to  find  this 
distance  a  and  then  x  is  readily  found  from  the  mean  transverse 

slope  since  -  =  Mean  transverse  slope.     When  x  is  found  the 

other  offsets  can  be  computed  as  explained  in  the  previous  article. 

At  A  the  offset  =  - 
4 

at  5  =  x^b 

at  c  =  

4 

The  width  of  pavement,  the  difference  in  elevation  of  the 
gutters,  and  the  mean  transverse  slope  being  given,  the  formula 
for  a  is  derived  as  follows. 

Xn  Fig.  1 10,   IV  =  width  of  pavement. 

Ji  =  radius  of  the  circular  curve  DA  CB. 
a  =  distance  from  the  line  of  the  lower  gutter  to  the  highest 

point  of  the  pavement. 
/  =-  distance  from  the  line  of  the  highest  gutter  to  the  highest 

point  of  the  pavement. 
b  s  difference  in  elevation  between  the  two  gutters. 
s  *-  mean  transverse  slope,  expressed  as  a  ratio  of  crown  to  half 

the  width  of  pavement. 
X  »  difference  in   elevation   between  the  lower  gutter  and  the 

highest  point  on  the  pavement. 

X  =  -1-  (i)     (See  (i)  in  foot-note,  p.  339.) 

73 

and  jf  —  ^  =  —  (2)     (See  (i)  in  foot-note,  p.  339.) 

2R 

^.x^b^H- 
%R 
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Combining  (i)  and  (2),a?— /»  —  zRb 
(tf  +  /)  (a  -  /)  -  2^^ 
zRb 


a  -/- 


«  +  / 


But 


«  +  /«  W 
2Rb 
W 


,a^l^ 


(a  +  /)  +  (a-/)-^+^ 


From  (i), 
But 


2a^  W^- 


2Rb 
W 


'  2         W 


2i?=« 

X 

—  «=  Mean  transverse  slope  ■■  5 
a 


(3) 


From  (3), 


.  2^- 


2X 


^^ 


w    y: 

a  ^ \-  — 

2         i^y 


\        2  IVs)        2 


W 

2 


2WS 


272.  If,  instead  of  assuming  the  mean  transverse  slope  of 
the  pavement,  the  elevation  of  the  center  of  the  pavement  D 
(Fig.  Ill)  with  respect  to  the  elevation  of  A  and  B  is  assumed. 


Fi(i.  111. 


CROSS-SECTION  OF  PAVEMENT 


247 


then  DC  is  readily  found  and  the  elevation  of  such  points  as  E 
or  Fy  which  are  midway  between  D  and  the  gutters,  are  com- 
puted from  the  method  explained  in  Art.  270,  eE  SLud /F  both 

being  equal  to    — _  , 
4 


Similarly,  Elevation  E  =  Elevation  G  + 
Elevation  F  =  Elevation  If  + 
Elevation  /  =  Elevation  K  + 
Elevation  L  =  Elevation  M  -f 


3DC 

4 
3DC 

4 

7DC 

16 

7DC 


16 


etc. 


273.  IRREGULAR  SHAPED  BLOCKS.  —  There  is  a  wide  vari- 
ance of  practice  in  the  method  of  cutting  up  irregular  shaped 
blocks  into  lots.     One  good  general  rule  in  such  cases  is  to  give 
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Fig.  112.    Arrangement  of  Lots  in  a  Wedge-Shaped  Block. 

each  lot  as  much  street  front  as  is  possible  consistent  with  mak- 
ing the  side  lines  of  the  lots  at  right  angles  to  the  street  lines. 
If  the  side  lines  do  not  run  at  right  angles  to  the  street  there 
will  be  portions  of  the  lot  which  are  not  available  for  the  custom- 
ary rectangular  style  of  building  construction  and  which  are 
therefore  not  so  desirable  for  business  purposes.     This  is  not  of 
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SO  much  importance  in  residential  districts  where  the  rectangu- 
lar system  is  often  purposely  avoided  to  some  extent,  to  obtain 
a  layout  which  has  an  attractive  appearance,  as  illustrated  by 
Fig.  loi,  p.  232. 

Fig.  112  is  an  example  of  an  irregular  shaped  block  in  which 
rectangular  lots  have  been  planned,  the  wedge-shaped  remnants 
being  thrown  into  the  comer  lots. 

274.  STAKING  OUT  CITY  LOTS. —  In  staking  out  the  lots  of 
a  rectangular  block,  the  corners  of  which  have  been  established, 
the  most  direct  method  is  as  follows,  The  transit  is  set  up  on 
the  S.  B.  at  A^  (Fig.  1 13),  a  sight  is  taken  on  JB,  and  the  front 
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Fig.  113.      Rectangular  City  Block. 


comer  stakes  of  lots  i,  2,  3,  4,  etc.,  are  set,  with  a  tack,  exactly 
on  line,  in  the  top  of  each  stake.  All  such  work  should  be  done 
to  the  nearest  0.0 1  ft.  It  will  be  well  first  to  measure  the  line 
AB,  to  see  that  it  is  just  600  ft.  long.  Since  it  is  assumed  that 
considerable  care  was  used  in  setting  the  S.  Bs.  exactly  in  the 
correct  position,  if  it  is  to  be  found  to  be  a  few  hundredths  over 
or  under  600  ft.,  it  is  probable  that  this  discrepancy  is  due  to 
the  difference  between  the  length  of  the  tape  on  the  present 
work  and  that  used  in  the  original  layout.  In  such  a  case  the 
twelve  lots  must  be  laid  out  with  equal  frontages.     For  example, 
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it  may  be  a  hot  day  when  the  lots  are  to  be  staked  out  and  the 
tape  may  give  a  distance  from  A  to  5  of  599.88  ft.  In  this  case 
each  lot  should  measure  49.99  ft.  wide. 

With  the  instrument  still  at  A  and  sighted  on  C,  point  D  is 
set  by  measuring  66  ft.  from  C,  and  then  point  E  is  placed  mid- 
way between  A  and  D,  Whatever  slight  discrepancy  there  may 
be  in  the  distance  betwdfen  the  S.  B.  at  A  and  that  at  C  is  thrown 
into  the  depth  of  the  lots  rather  than  the  width  of  the  street. 

By  setting  up  the  instrument  at  B  and  sighting  on  H^  points 
F  and  G  are  set.  Then  by  setting  up  at  F  and  sighting  on  D 
the  front  comers  of  lots  13,  14, 1 5,  etc.,  are  determined.  Another 
set-up  of  the  transit  at  G  with  the  line  of  sight  on  E  will  allow 
the  "back  bone"  to  be  run  out  and  the  back  comers  of  all  the 
lots  established.  The  check  on  the  lines  AB^  EG^  and  DF  is 
their  total  length.  The  depth  of  the  lots  can  easily  be  checked 
by  taking  direct  measurements  from  the  front  to  their  rear  corner 
stakes.  If  a  further  check  is  desired  the  transit  can  be  set  up 
at  each  of  the  front  corner  stakes  of  the  lots  on  one  street  and 
a  right  angle  turned  off  to  check  the  position  of  the  rear  corner 
stakes  and  the  front  comer  stakes  of  the  lots  on  the  street  be- 
yond. 

By  the  method  suggested  above  the  street  lines  are  made 
straight  and  the  slight  inaccuracies  which  may  occur  in  the  field- 
work  are  put  into  the  back  and  side  lines  of  the  lots. 

Some  surveyors  prefer,  after  the  front  stakes  on  both  streets 
are  located,  to  set  up  the  instrument  at  each  front  comer  and 
locate  the  back  corner  stakes  by  tuming  a  90*^  angle  and  laying 
out  the  depth  of  the  lot,  at  the  same  time  checking  the  position 
of  the  front  stakes  on  the  street  on  the  other  side  of  the  block. 
Then  the  distances  along  EG  are  measured  to  check  this  field- 
work.     . 

275.  STAKING  OUT  CURB*  LINES  AND  GRADES.  —  If  the 
line  stakes  which  are  set  for  the  curbstones  are  placed  directly 
on  the  line  of  the  curb  they  will  be  disturbed  when  the  trench 
is  excavated.  For  this  reason  they  are  usually  set  in  the  side- 
walk on  an  offset  line,  say,  3  ft.  from  the  outside  edge  of  the 

*  Called  edgestones  in  some  localities. 
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curb,  and  at  intervals  of  about  25  ft.  The  grade  stakes  are  set  at 
about  the  same  interval,  with  their  tops  at  grade  or  at  some  even 
distance  (6  inches  or  i  foot)  above  or  below  the  grade  of  the 
curb.  Sometimes  the  grade  stakes  are  not  driven  so  that  their 
tops  bear  any  relation  to  the  finished  grade,  but  a  horizontal 
chalkmark  is  made  on  the  side  of  the  stake  marking  the  proper 
grade.  A  stake  can  be  marked  much  more  quickly  than  the 
top  can  be  driven  to  the  exact  grade. 

When  new  curbstones  are  being  set  in  an  old  street,  stakes 
cannot  as  a  rule  be  used.  The  sidewalks  are  too  hard  to  permit 
the  driving  of  stakes,  and  even  if  they  could  be  driven  those 
projecting  above  the  surface  of  the  sidewalk  would  be  a  source 
of  danger  to  pedestrians.  In  such  cases  it  is  customary  to  use 
heavy  spikes  about  6"  long.  These  are  driven  into  the  side- 
walk on  the  offset  line  and  the  elevation  of  their  tops  determined 
by  leveling.  The  difference  between  the  elevation  of  each  spike 
and  the  grade  of  the  curb  opposite  it  is  calculated.  A  list  of  the 
stations  and  the  distances  the  spikes  are  above  or  below  the  curb 
is  given  to  the  foreman  in  charge  of  the  work.  These  distances 
should  always  be  transposed  into  feet  and  inches  (to  the  nearest 
J")  before  being  given  to  the  foreman,  as  it  is  seldom  that  the 
men  employed  to  lay  the  curbstones  have  any  conception  of  the 
meaning  of   tenths  and   hundredths  of   a  foot.     (See  Art.  7, 

p.  5.) 

Where  there  are  trees  growing  in  line  with  the  curbs,  a  nail 
can  sometimes  be  set  in  the  side  of  a  tree  on  the  line  of  the  curb 
as  well  as  at  its  grade.  Points  like  these,  of  course,  should  be  set 
in  preference  to  offset  stakes  or  spikes  wherever  possible,  as 
there  is  little  liability  of  the  workmen  misinterpreting  such 
marks.  They  can  fasten  their  string  directly  to  the  nail  and  set 
the  curb  to  agree  with  it. 

Before  the  curbstones  are  ordered  the  surveyor  usually  meas- 
ures the  distances  between  trees  and  locates  driveways,  and 
then  makes  out  a  list  of  the  lengths  of  straight,  of  curved,  and  of 
chamfered  stones  (opposite  driveways)  to  be  used  on  the  job. 
This  list  is  used  in  ordering  the  stones,  and  when  they  are  de- 
livered they  should  be  found  to  fit  the  conditions  without  the 
necessity  of  cutting  any  of  them. 
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276.  STAKING  OUT  SEWERS.  —  The  lines  and  grades  of 
sewers  are  sometimes  run  out  in  the  same  way  as  those  described 
for  curbstones.  The  stakes  or  spikes  (in  hard  paving)  are  set  on 
an  offset  line  and  the  grades  figured  as  described  in  Art.  275. 

Another  method  which  is  extensively  used  is  to  spike  out  the 
center  line  of  the  sewer  and,  from  the  profile  of  the  street, 
determine  the  depth  of  digging.  When  the  excavation  is  com- 
pleted the  surveyor  again  runs  out  thecenter  lineand  places  batter- 
boards  at  the  proper  grade  and  line.  This  eliminates  the  errors 
which  are  likely  to  creep  in  during  the  leveUng  over  from  the 
offset  spikes  as  is  done  in  the  previous  method. 

277.  STAKING  OUT  STREET  RAILWAY  TRACKS.  —  The 
lines  and  grades  for  street  railway  tracks  are  given  usually  by  the 
use  of  an  offset  line  of  spikes.  The  spikes  are  frequently  placed 
on  an  offset  line  5  ft.  from  the  center,  or  on  a  line  3  ft.  from  the 
gauge  of  the  nearer  rail,  and  at  every  50-ft.  station  or  oftener. 
The  differences  between  the  desired  elevation  of  the  track  and 
the  spikes  is  calculated,  and  this  information  is  given  to  the  fore- 
man in  charge,  usually  in  the  form  of  printed  "grade  sheets." 

278.  RERUNNING  STREET  LINES  AND  GRADES.  —  There  is 
a  constant  call  for  lines  and  grades  of  streets.  All  kinds  of 
work,  such  as  the  construction  of  fences,  buildings,  and  street 
improvements,  call  for  rerunning  the  street  lines  and  grades. 

The  work  of  running  out  the  line  is  simple  enough  if  the 
original  S.  Bs.  are  in  place.  It  is  not  uncommon,  however,  to 
find  that  in  excavating  a  cellar  on  a  comer  lot  the  corner  bound 
has  been  disturbed  or  that  it  has  been  removed  entirely ;  and 
before  the  line  can  be  properly  staked  out  it  may  be  necessary 
to  begin  at  some  reliable  S.  B.  farther  down  the  street  or  even 
on  some  other  nearby  street  .line. 

When  the  line  has  finally  been  rerun  it  is  customary  to  take 
and  record  swing  offsets  from  the  corners  of  the  underpining  of 
several  of  the  buildings  located  along  the  street  and  near  to  the 
line.  By  this  record  of  offsets,  then,  this  street  line  can  very 
easily  and  quickly  be  run  out  at  any  future  time'  and  any  dis- 
turbance of  the  S.  Bs.  at  the  corners  can  readily  be  detected. 
Several  offsets  to  substantial  buildings  are  often  of  more  perma- 
nent value  than  stone  bounds.     In  some  offices  these  offsets  to 
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buildings  are  recorded  directly  on  the  street  plans.  Whenever 
a  street  line  or  grade  is  rerun  full  note  should  be  made  showing 
all  measurements  taken  for  determining  the  lines  or  grades. 

Sometimes  the  original  street  lines  have  been  so  completely 
obliterated  that  it  is  necessary  to  resurvey  them  and  make  a  new 
record  plan  and  description  of  them  and  have  these  new  lines 
"established**  by  a  city  ordinance.  Such  work,  for  example, 
has  been  done  by  the  City  of  Providence  since  1857  when  a  state 
law  was  passed  requiring  that  accurate  street  lines  be  marked 
where  the  adjacent  land  was  about  to  be  built  upon.  To 
properly  carry  out  this  law  the  resurvey  of  a  number  of  the 
principal  streets  was  required  and  the  policy  then  originated  has 
been  continued. 

When  a  new  building  is  to  be  constructed  the  owner  generally 
requests  the  City  Engineer  to  define  the  street  grade  in  front  of 
his  property.  The  surveyor  who  has  charge  of  this  work  goes 
to  the  place  and  levels  from  the  nearest  B.  M.  to  the  site  of  the 
new'building.  He  has  in  his  possession  the  established  grade 
of  the  street  and  its  cross-section.  From  these  he  can  compute 
the  elevation  of  the  sidewalk  grade  at  those  points  along  the 
street  line  where  the  grades  are  desired.  On  the  fence  or  on 
stakes  set  on  the  side  line  of  the  street  he  marks  the  grade  of 
the  sidewalk  at  the  property  line,  usually  to  a  hundredth  of  a  foot. 

279.  REVISING  Street  lines.  —  In  older  cities  much  is 
being  done  toward  straightening  some  of  the  crooked  streets, 
and  widening  the  narrow  streets.  A  survey  of  existing  struc- 
tures is  made  and  plotted,  and  the  new  street  lines  are  then 
studied  with  reference  to  existing  conditions.  Several  proposed 
lines  are  sometimes  considered  and  run  out  on  the  ground.  The 
line  finally  selected  is  carefully  run.  out  and  offsets  to  existing 
structures  determined  so  that  it  may  be  definitely  located,  and 
the  areas  of  all  property  taken  from  each  abutter  are  then 
surveyed,  computed,  and  described.  This  layout  is  then  accepted 
by  city  ordinance  and  the  necessary  construction  is  made  in 
accordance  with  the  revision. 

280.  REVISING  STREET  GRADES.  —  Sometimes  the  estab- 
lished grades  of  city  streets  have  been  laid  down  in  the  early 
days  of  the  city,  and  it  is  subsequently  found  that  these  grades 
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need  revision.  In  such  a  case  the  surveyor  will  make  a  profile 
of  the  center  line  of  the  street,  of  each  curb  (if  there  are  any) 
and  sometimes  along  the  side  lines  of  the  street.  He  will  also 
take  all  necessary  elevations  on  the  steps  of  buildings  which  lie 
near  the  street  lines,  and  a  few  levels  in  the  front  yards  of  abut- 
ting property.  From  a  study  of  these  grades  together  with  a 
plan  of  the  street  the  new  grade  line  is  laid  out  so  as  to  affect 
existing  property  as  little  as  possible.  When  this  grade  line  has 
been  accepted  it  is  run  out  in  the  usual  manner  and  the  street 
regraded.  Stakes  for  final  grading  are  set  to  hundredths  of  a  foot. 
281.  SETTING  Batter-Boards  for  a  building. — Dne 
of  the  most  common  tasks  of  the  surveyor  is  to  set  the  batter- 
boards  for  the  excavation  and  construction  of  the  cellar  of  a  new 
building.  The  dimensions  of  the  building  and  the  elevation  at 
which  to  set  it  are  usually  obtained  from  the  architect,  although 
sometimes  the  elevation  of  the  ground  floor  of  the  building  is 
recorded  on  the  plan  itself.  In  a  brick  or  stone  building  the 
lines  to  be  defined  are  the  outside  neat  lines  of  the  building,  and 
the  elevation  desired  is  usually  the  top  of  the  first  floor.  In  the 
case  of  a  wooden  building  the  line  usually'  given  is  the  outside 
line  of  the  brick  or  stone  underpinning  and  the  elevation  given 
is  the  top  of  this  underpinning  on  which  the  sill  of  the  house  is 
to  rest.  Sometimes  the  outside  line  of  the  sill  is  desired  instead 
of  the  outside  line  of  the  underpinning.  There  should  be  a 
definite  understanding  in  regard  to  these  points  before  the  work 
of  staking  out  is  begun. 

Generally  there  is  no  elevation  marked  on  the  plan  and  the 
surveyor  is  simply  told  to  set  the  top  of  underpinning  a  certain 
distance  above  the  sidewalk  or  above  the  surface  of  some  portion 
of  the  lot.  If  there  is  an  elevation  referred  to  City  Datum 
marked  on  the  plan,  he  should  level  from  the  nearest  B.  M.  and 
set  the  batter-boards  at  the  grade  given. 

The  location  of  the  building  on  the  lot  is  given  either  by 
plan  or  by  orders  from  the  architect  or  owner.  Not  infre- 
quently the  surveyor  receives  the  directions  to  place  the  build- 
ing so  that  its  front  line  is  on  line  with  the  other  buildings  on 
the  street  and  so  that  it  will  stand  a  certain  number  of  feet  from 
one  of  the  side  lines  of  the  lot. 
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His  first  work  is  to  stake  out  the  location  of  the  building  by 
accurately  setting  temporary  stakes  at  all  of  the  corners  of  the 
building,  e.g.,  in  Fig.  114,  at  A,  B,  C,  D,  E,  and  F,     A  stake 

should  be  set  at  G  also 
so  that  the  entire  work 
can  be  checked  by  meas- 
uring the  diagonals  AG 
and  FB,  and  GD  and  EC 
These  checks  should 
always  be  applied  where 
possible.  Then  the  posts 
for  the  batter-boards  are 
driven  into  the  ground  3 
or  4  ft.  outside  the  line  of 
the  cellar  so  that  they 
will  not  be  disturbed 
when  the  walls  are  being 
constructed.  On  these 
posts,  which  are  usually 
of  2"  X  4"  scantling,  i" 
boards  are  nailed.  These 
boards  are  set  by  the  sur- 
veyor so  that  their  top 
edges  are  level  with  the 
grade  of  the  top  of  the 
underpinning  or  for  whatever  other  part  of  the  building  he  is 
giving  grades.  After  the  batter-boards  are  all  in  place  they 
should  be  checked  roughly  by  sighting  across  them  ;  they  should 
all  appear  at  the  same  level.  Sometimes,  however,  on  account 
of  the  slope  of  the  ground  some  of  them  have  to  be  set  a  definite 
number  of  feet  above  or  below  grade. 

Then  the  lines  are  to  be  marked  by  nails  driven  in  the  top 
of  these  batter-boards.  The  transit  is  set  up  on  one  of  the 
comer  stakes  of  the  house  at  A  ( Fig.  1 1 4),  for  example,  and  a 
sight  is  taken  on  F.  This  line  is  then  marked  on  the  batter- 
' board  beyond  (at/)  and  on  the  one  near  the  transit  (at  a).  If 
the  batter-board  is  so  near  the  transit  that  the  telescope  cannot 
be  focused  on  it,  then  point  a  can  be  set  within  a  hundredth 
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Fig.  114.    Setting  Batter-Boards  for 

A  Building. 
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of  a  foot  by  eye  if  the  surveyor  will  stand  outside  of  the 
batter- board  and  sight  point  ^  in  a  line  determined  by  point 
/and  the  plumb-line  on  the  instrument.  Then  a  sight  is  taken 
along  AB  and  this  line  is  produced  both  ways  and  nails  set  on 
the  batter-boards  at  h  and/.  In  a  similar  manner  all  of  the  lines 
are  marked  on  the  batters.  These  points  should  be  marked 
with  nails  driven  in  the  top  edges  of  the  batter-boards  and 
there  should  be  some  lettering  on  the  boards  to  make  clear 
which  lines  have  been  given.  It  is  well  for  the  surveyor  also 
to  show  these  marks  to  the  builder  or  inspector  and  have  it 
clearly  understood  just  what  parts  of  the  structure  these  lines 
and  grades  govern. 

It  is  customary  to  set  batters  for  the  jogs  in  the  building  as 
well  as  for  the  main  corners ;  but  small  bay  windows  of  dwell- 
ings are  not  usually  staked  out,  but  are  constructed  from 
wooden  patterns  made  and  set  by  the  builder. 

As  soon  as  the  excavation  is  begun  the  corner  stakes  are 
dug  out  and  the  building  lines  are  then  obtained  by  stretching 
lines  between  the  nails  in  the  opposite  batter-boards.  These 
batter-boards  are  preserved  until  the  silk  or  first  floor  are  in 
place,  when  they  may  be  removed. 

282.  CITY  PLANS  AND  RECORDS.  —  Every  city  has  a  large 
number  of  valuable  plans  and  records  in  its  possession.  Too 
frequently  these  are  not  kept  with  anything  like  the  care  con- 
sistent with  the  amount  of  money  that  has  been  expended  to 
obtain  them.  For  suggestions  regarding  the  filing  and  index- 
ing of  pkns  and  records  see  Arts.  483-7,  pp.  431-3. 

RECTANGULAR  COORDINATE  SYSTEM  OF  SURVEYING  CITIES. 

283.  General  description. —  It  is  customary  to  disregard 
the  effect  of  curvature  of  the  earth  in  the  survey  of  a  city  on 
account  of  its  limited  extent,  and  to  use  a  system  of  rectangular 
coordinates  based  upon  plane  surveying.  In  a  coordinate  system 
two  arbitrary  lines  are  chosen  for  coordinate  axes,  one  usually 
coinciding  with  some  meridian  and  the  other  at  right  angles  to  it.  , 
All  points  in  the  city  are  located  by  distances  from  these  two 
axes,  these  distances  being  known  as  X*s  and  Y's,  or  sometimes 
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as  latitudes  and*  longitudes.  The  axes  are  sometimes  chosen 
entirely  outside  the  area  to  be  surveyed,  and  where  they  meet 
(their  origin)  is  designated  as  (o,  o.).  Sometimes  they  are  taken 
through  some  conspicuous  point,  such  as  the  tower  of  the  city 
hall,  and  are  considered  as  being  certain  distances  from  the  zero 
lines  as  (10  000,  10  000).  By  either  of  these  arrangements 
negative  values  for  coordinates  are  avoided.  The  coordinates  are 
usually  considered  positive  toward  the  north  and  the  east,  in 
accordance  with  the  custom  of  analytic  geometry,  as  is  the  case 
in  ordinary  land  surveying.  The  convergence  of  the  meridians 
is  neglected  and  all  points  having  the  same  X  coordinate  there- 
fore lie  on  a  straight  line  parallel  to  the  initial  meridian  and 
are  not  all  on  the  same  true  meridian  line. 

In  the  survey  of  the  city  of  Baltimore  (Fig.  115)  the  origin 
of  coordinates  was  taken  through  the  Washington  Monument 
in  the  central  part  of  the  city,  and  the  map  divided  into  squares 
1000  'feet  on  a  side.  Each  square  mile  is  shown  on  a  separate 
page  of  the  atlas  of  the  city  and  these  squares  are  designated 
by  their  number  north  or  south,  and  east  or  west  of  the  origin, 
as  1S2W,  3N4E,  etc.  Any  point  is  designated  by  the  distance 
in  feet  north  or  south,  and  east  or  west,  as  (1000  E,  2000  N). 

One  of  the  chief  advantages  of  any  coordinate  system  is  that 
if  any  point  is  lost  it  can  be  exactly  replaced  by  means  of  the 
known  coordinates.  This  would  be  especially  true  in  case  a 
large  section  of  the  city  were  destroyed  by  fire. 

284.  TRIANGULATION  scheme. —  The  principal  points  of 
the  survey  are  usually  located  by  a  system  of  triangulation. 
Prominent  points  are  selected  in  such  positions  that  the  lines 
joining  them  form  well  shaped  triangles,  i.e.,  preferably  triangles 
which  are  not  far  from  equilateral.  These  points  may  be  signals 
on  tops  of  hills,  church  spires,  and  the  like.  If  the  cupola  of  the 
city  hall,  or  some  such  point  is  chosen  as  the  origin  of  coordi- 
nates it  should  also  be  one  of  the  triangulation  points.  Points 
which  can  be  occupied  by  an  instrument  are  in  general  to  be 
preferred.  Such  points  as  steeples  or  flag  poles  are  definite 
enough,  but  where  no  definite  object  exists  on  which  to  sight 
the  instrument  signals  are  erected  for  this  purpose.  Such  a 
signal  usually  consists  of  a  pole  placed  carefully  over  the  exact 
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point  and  braced  in  a  vertical  position  by  other  poles  forming 
a  tripod.     (See  Volume  II,  Chapter  I. ) 

The  system  of  triangles  should  cover  the  entire  area  but 
should  not  contain  more  lines'  than  are  necessary  to  establish 
a  sufficient  number  of  points  to  control  the  subsequent  work 
of  the  survey. 

285.  MEASUREMENT  OF  BASE-LINE. —  At  least  one  line  in 
the  system  must  be  chosen  where  its  length  can  be  very  ac- 
curately measured;  this  is  called  the  base-line.  The  lengths  of 
all  the  other  lines  are  to  be  computed  from  this  line  by  means 
of  the  measured  angles,  hence  it  will  be  seen  how  important 
it  is  that  this  line  should  be  measured  with  great  accuracy, 
and  that  it  should  also  form  well  shaped  triangles  with  the  con- 
necting triangulation  stations. 

It  should  be  chosen  if  possible  in  some  level  spot  where  there 
are  no  serious  obstacles  to  the  measurement.  It  is  sometimes 
an  advantage  to  have  the  ends  of  the  base-line  slightly  elevated 
above  the  general  level.  The  base  should  be  measured  with  a 
steel  tape  the  exact  length  of  which  is  known.  The  tension 
should  be  kept  constant  by  means  of  a  spring  balance,  and  the 
temperature  carefully  taken.  If  the  work  is  done  on  a  cloudy  or 
rainy  day  the  thermometer  readings  will  represent  the  tempera- 
ture of  the  tape  much  more  nearly  than  when  taken  in  sunshine. 
The  points  should  be  lined  in  with  a  transit  and  the  tape  held 
horizontal,  or,  if  the  measurements  are  taken  directly  from  stake 
to  stake,  the  slope  should  be  determined,  by  means  of  a  leveling 
instrument.  There  should  be  at  least  two  independent  measure- 
ments of  the  line. 

286.  MEASUREBiENT  OF  ANGLES.  —  If  possible  all  of  the 
angles  of  each  triangle  should  be  measured  by  repetition.  An 
"inverting"  instrument  reading  to  20"  or  to  10"  is  to  be  pre- 
ferred for  this  work.  The  angles  are  repeated  at  least  six  times 
with  the  telescope  direct  and  the  same  number  of  times  with 
the  telescope  inverted.  Several  of  these  sets  of  readings  are 
made  beginning  each  time  with  a  different  initial  setting  on  the 
circle.  For  example,  if  the  first  setting  was  at  0°  and  four  sets  are 
to  be  taken  the  second  would  begin  with  a  setting  of  90°,  and 
so  on.     In  each  case  both  verniers  should  be  read  and  the  mean 
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of  the  two  taken.  Sometimes  the  direction  of  the  measurement 
is  changed  during  the  set,  the  first  six  repetitions  being  taken 
from  left  to  right,  and  the  second  six  from  right  to  left.  In  this 
work  it  is  important  that  the  instrument  should  be  carefully 
centered  over  the  point,  and  that  the  signals  are  also  carefully 
centered.  It  is  also  important  to  keep  the  instrument  carefully 
leveled,  especially  if  there  is  great  difference  in  the  angular  ele- 
vation of  the  points  sighted. 

287.  Adjustment  of  the  Angles.  —  The  test  of  the  accuracy 
of  the  angle  measurements  is  in  the  "  closure  "  of  the  triangles. 
In  good  work  the  sum  of  the  angles  of  a  triangle  should  not 
differ  from  180°  by  more  than  about  5  seconds,  under  fair  con- 
ditions. After  the  angles  have  been  measured  the  errors  in  the 
closure  of  the  triangles  should  be  distributed  equally  among  the 
angles,  thus  making  the  sum  of  the  angles  in  each  triangle  ex- 
actly equal  to  180°.  If  the  best  results  are  desired  all  of  the 
discrepancies  due  to  errors  of  measurement  can  be  removed  by 
adjusting  the  system  in  accordance  with  the  "Method  of  Least 
Squares."  In  ordinary  work,  however,  where  the  errors  have 
been  kept  small,  the  expense  of  such  a  computation  is  not  war- 
ranted. After  all  of  the  angles  have  been  corrected  the  sides 
of  the  triangles  may  be  computed. 

288.  Azimuth.  —  If  the  coordinate  lines  are  to  run  N  and 
S  and  E  and  W  it  is  necessary  to  know  the  astronomical  azimuth 
of  at  least  one  line  of  the  triangulation  system  before  the 
coordinates  can  be  computed.  This  may  be  determined  by 
observation  on  Polaris  as  described  in  Chapter  VII,  or,  in  case 
there  are  other  triangulation  points  already  established  in  the 
vicinity,  the  new  system  can  be  connected  with  them  and  the 
azimuths  computed  from  one  of  these  lines.  Azimuths  are 
reckoned  in  this  work  from  lines  parallel  to  the  initial  meri- 
dian, from  the  south  point  right-handed,  i.e.,  in  the  direction 
S-W-N-E,  and  from  0°  to  360°.  When  the  azimuth  of  one 
line  is  known  all  of  the  others  may  be  computed.  With  the 
azimuth  and  length  of  each  line  known  the  difference  of  the 
latitudes  and  departures,  i.e.,  the  difference  of  the  ^Vs  and  Vs  of 
the  ends  can  be  found,  and  with  the  coordinates  of  some  one 
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point  given,  or  a«.sumed,  the   coordinates  of  all  of   the  other 
points  can  be  computed  as  explained  in  Art.  410,  p.  373. 

289.  SECONDARY  AND  TERTIARY  TRIANGULATION. — After 
the  principal  triangles  have  been  completed,  forming  a  system  of 
control,  smaller  triangles  are  selected,  locating  a  system  of  points 
of  lesser  importance  so  far  as  the  survey  is  concerned.  This  is 
called  the  secotidary  system.  Sometimes  a  third  {or  tertiary) 
system  is  introduced,  the  triangles  being  still  smaller.  The  ter- 
tiary triangles  are  the  ones  that  would  be  used  for  locating  the 
city  boundaries,  street  corners,  and  important  monuments. 

It  frequently  happens  that,  owing  to  the  large  number  of 
angle  measurements  and  the  consequent  accumulated  error,  the 
lengths  of  the  sides  of  the  small  triangles  become  much  less 
accurate  than  they  would  be  if  measured  directly ;  and  since 
many  of  these  lines  naturally  lie  in  places  where  the  distance 
can  easily  be  measured,  this  measurement  should  be  made 
as  a  check,  in  which  case  this  line  becomes  a  secondary 
base-line.  It  is  a  good  plan  to  introduce  these  measurements 
frequently,  where  it  can  be  conveniently  done  without  great 
expense,  in  order  to  prevent  the  errors  of  the  survey  from 
accumulating  unnecessarily. 

290.  Traverses.  —  After  all  of  the  triangulation  is  com- 
pleted the  system  is  extended  by  running  traverses  with  the 
transit  and  tape,  from  one  known  point  to  another.  The  tri- 
angulation points  are  regarded  as  fixed  and  the  errors  of  closure 
of  the  traverses  are  assumed  to  be  entirely  in  the  traverse  sur- 
veys, the  traverses  being  made  to  fit  in  exactly  between  the 
triangulation  points. 

All  street  lines,  or  parallel  offset  lines,  are  connected  with 
the  coordinate  system  so  that  the  azimuth  of  every  street  line  in 
the  city  may  be  known,  and  the  coordinates  of  all  important 
points,  such  as  street  corners  and  lot  corners,  are  computed. 

291.  METHOD  OF  Locating  property  lines  and  build- 
ings. —  Since  the  coordinates  of  the  property  comers  are  to  be 
computed  it  is  advisable  to  locate  them  by  angle  and  distance 
from  the  transit  points,  for  with  these  data  the  calculation  of 
the  coordinates  is  simple.  The  buildings  are  located  from  the 
transit  line  by  methods  explained  in  Chapter  VI. 
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292.  In  making  a  survey  for  a  topographical  map  the  methods 
used  will  depend  upon  the  purpose  for  which  the  map  is  made 
and  the  degree  of  accuracy  which  is  required.  But  whatever  the 
purpose  of  the  map  may  be  it  is  not  necessary  to  locate  points 
in  the  field  more  accurately  than  they  can  be  represented  on 
paper,  whereas  in  surveying  for  an  area  measurements  are  made 
with  far  greater  precision  than  would  be  necessary  for  the  pur- 
pose of  plotting. 

While  most  of  the  details  of  topographical  surveying  can  be 
filled  in  more  economically  by  the  use  of  the  transit  and  stadia 
or  by  the  plane  table  it  is  thought  best  to  describe  here  only 
the  more  elementary  methods,  and  to  reserve  the  complete 
treatment  of  the  stadia  and  plane  table  for  an  advanced  work. 

293.  TRIAWGULATION  for  Control.—  In  all  cases  where  the 
area  is  large  it  will  be  advisable  to  use  a  system  of  triangulation 
to  control  the  survey,  as  this  is  the  cheapest  method  of  accurately 
determining  the  relative  position  of  a  few  points  which  are  a  con- 
siderable distance  apart.  The  details  of  this  triangulation  work 
have  already  been  described  under  the  head  of  "  RectanguIarCo- 
ordinate  System  of  Surveying  Cities,"  Chapter  IX.  One  line 
of  the  survey,  the  base-line,  must  be  carefully  measured.  The 
precision  with  which  the  angles  of  all  the  triangles  must  be 
measured  depends  upon  the  use  to  be  made  of  the  map.  After 
the  principal  triangulation  points  have  been  established  theii 
positions  are  plotted  on  the  map.  This  may  be  done  conven- 
iently by  the  method  of  rectangular  coordinates  described  in 
Art.  283,  p.  255.  The  extension  of  the  system  to  smaller  systems 
of  triangles,  called  secotidary  and  tertiary,  may  be  made  if  neces- 
sary.    After  the  triangulation  system   has  been  extended  far 
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enough  to  furnish  a  sufficient  number  of  points  for  controlling 
.  the  accuracy  of  the  map,  traverses  may  be  run  wherever  con- 
venient or  necessary  for  locating  topographic  details.  In  all 
cases  the  traverses  should  be  connected  with  the  triangulation 
points  at  frequent  intervals  in  order  that  the  relative  positions 
of  all  points  may  be  kept  as  nearly  correct  as  possible.  Where 
a  high  degree  of  accuracy  is  necessary  these  traverses  should 
be  run  with  a  trahsit  and  tape ;  if,  however,  errors  of  a  foot  or 
two  would  not  be  appreciable  on  the  map  it  will  be  sufficiently 
accurate  to  use  the  stadia  method  of  measuring  the  distances 
and  thus  save  time.     (See  Volume  II,  Chapters  I,  IV,  and  V.) 

294.    LOCATION    OF    POIWTS  FROM   THE    TRANSIT   LINE.— 

Where  a  tape  is  used  for  measuring  the  distances,  such  objects 
as  fences,  walls,  and  buildings  may  be  located  as  described  in 
Chapter  VI,  but  it  will  not  be  necessary  to  make  the  measure- 
ments with  as  great  precision.  Fig.  1 16  is  a  sample  page  of 
notes  of  a  topographical  survey  where  the  transit  and  tape  were 
used.  On  city  plans,  which  are  frequently  drawn  to  a  scale  of 
40  feet  to  an  inch,  a  fraction  of  a  foot  can  easily  be  shown.  On 
a  topographic  map  the  scale  is  often  such  that  an  error  of  a  frac- 
tion of  a  foot  becomes  insignificant  in  the  side  measurements 
from  the  transit  line,  where  sucli  errors  cannot  accumulate.  In 
some  cases  it  may  be  sufficient  to  obtain  the  distances  by  pacing, 
and  the  angles  or  directions  by  means  of  a  pocket  compass.  Lb- 
cations  may  frequently  be  checked  by  noting  where  range  lines 
intersect  the  transit  line.  In  making  a  series  of  measurements 
it  is  well  to  take  each  measurement  with  a  little  more  precision 
than  is  actually  needed  for  plotting,  in  order  to  be  sure  that  the 
accumulated  error  does  not  become  too  large. 

In  taking  measurements  the  surveyor  should  constantly  keep 
in  mind  how  the  notes  can  be  plotted ;  this  will  often  prevent 
the  omission  of  necessary  measurements.  No  matter  whether 
an  accurate  or  only  a  rough  survey  is  desired  check  measure- 
ments should  be  taken  on  all  important  lines. 

295.  Contour  lines. — There  are  two  general  systems  of 
representing  on  paper  the  form  of  the  surface  of  the  ground. 


266 


TOPOGRAPHICAL    SURVEYING 


[Chap.  X 


Fui.  116.     Field  Notes  of  a  Portion  of  Topographical  Survey 
WITH  Transit  and  Tape. 
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In  one  of  these  systems  (Fig.  117)  slopes  are  represented  by 
hachure  lines,  i.e.,  lines  which  always  run  in  the  direction  of  the 
steepest  slope  of  the  ground.  In  the  other  system  (Fig.  118) 
contour  lines,  lines  joining  points  of  equal  elevation,  are  used. 
In  the  latter  system  elevations  may  be  read  directly  from  the 
map,  and  for  this  reason  it  is  much  more  used  by  surveyors.    ' 


Fig.  117.     Hachure  Lines. 


Fig.  118.     Contour  Lines. 


A  contour  line  is  the  intersection  of  a  level  surface  with  the 
surface  of  the  ground.  A  clearer  conception  of  a  contour  line 
may  be  obtained  from  the  following.  Imagine  a  valley,  or  de- 
pression in  the  surface  of  the  ground,  partly  filled  with  water. 
The  shore  line  of  this  body  of  water  will  then  be  a  contour  line, 
since  it  is  the  intersection  of  a  level  surface  with  the  surface  of 
the  ground.  If  the  water  stands  at  an  elevation  of  50  feet  the 
shore  line  is  the  SO-ft.  contour.  If  the  surface  of  the  water 
were  raised  5  feet  the  new  shore  line  would  then  be  the  SS-ft. 
contour.  Contour  lines  if  extended  far  enough  will  therefore 
be  closed  curves,  and  all  of  the  points  on  any  one  contour  will 
have  the  same  elevation  above  the  datum.  It  is  customary  to 
take  contours  a  whole  number  of  feet  above  the  datum,  spacing 
them  in  regard  to  height,  so  as  to  make  the  contour  intervals 
equal,  e.g.,  a  contour  may  be  taken  at  every  5  feet  or  every  10 
feet  of  elevation.  Since  the  contours  are  equidistant  in  a  verti- 
cal direction  their  distance  apart  in  a  horizontal  direction  shows 
the  steepness  of  the  slope. 
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Fig.  1 19  illustrates  contour  maps  of  simple  solids. 


Fig.  119. 


CONTOUR  MAP 

Contour  Maps  of  Simple  Solids. 


296.  Characteristics  of  Contours.  —  The  chief  characteristics 
of  contours  are  illustrated  in  Fig.  1 20,  and  may  be  summed  up 
as  follows. 

1 .  All  points  on  any  one  contour  have  the  same  elevation,  as 
at  .4. 

2.  Every  contour  closes  on  itself,  either  within  or  beyond 
the  limits  of  the  map.  In  the  latter  case  the  contour  line  will 
not  end  within  the  limits  of  the  map  but  will  run  to  the  edge  of 
the  map,  as  at  B. 

3.  A  contour  which  closes  within  the  limits  of  the  map  in- 
dicates either  a  summit  or  a  depression.  In  depressions  there 
will  usually  be  found  a  pond  or  a  lake ;  but  where  there  is  no 
water  the  contours  are  usually  marked  in  some  way  to  indicate 
a  depression,  as  at  C. 

4.  Contours  can  never  cross  each  other  except  where  there 
is  an  overhanging  cliff,  in  which  case  there  must  be  two  inter- 
sections, as  at  D.     Such  cases  as  this  seldom  occur. 
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5.  On  a  uniform  slope  contours  are  spaced  equally,  as  at  K 

6.  On  a  plane  surface  they  are  straight  and  parallel  to  each 
other,  as  at  F. 

7.  In  crossing  a  valley  the  contours  run  up  the  valley  on  one 
side  and,  turning  at  the  stream,  run  back  on  the  other  side,  as 
at  G.  Since  the  contours  are  always  at  right  angles  to  the  lines 
of  steepest  slope  they  are  at  right  angles  to  the  thread  of  the 
stream  at  the  point  of  crossing. 

8.  Contours  cross  the  ridge  lines  (watersheds)  at  right 
angles,  as  at  H. 


Yic.  120,    Illustrating  Characteristics  of  Contours. 
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Fig.  121. 


Contour  Crossing  a 
Street. 


Fig.  121  shows  a  contour  across  an  ordinary  city  street  with 

sidewalks  and  curbstones, 
the  street  being  located  on 
a  steep  grade.  In  order  to 
trace  out  the  position  of  a 
contour  it  is  necessary  to 
keep  in  mind  that  it  is  a 
line  all  points  on  which  are 
at  the  same  elevation.  It 
will  be  noticed  that  the  con- 
tour from  i4  to  jB  crosses 
the  sidewalk  in  a  straight 
line  but  not  perpendicular 
to  the  street  line  because  the 
sidewalk  is  sloped  toward 
the  gutter.  Turning  at  B 
it  runs  straight  along  the  face  of  the  curbstone  until  it  strikes 
the  gutter  at  Z),  and  returns  on  the  other  side  of  the  gutter 
along  the  surface  of  the  road,  the  point  E  being  where  it  swings 
around  and  travels  back  toward  the  other  gutter.  The  other 
half  of  the  street  is  similar.  If  the  center  of  the  road  is  at 
the  same  elevation  as  the  top  of  the  curb  opposite,  then  E  will 
be  opposite  5.  This  illustrates  how  contours  run  around  val- 
leys (gutters)  and  ridges  (crown  of  street). 

If  the  side  of  the  street  to  the  right  (HF)  were  at  a  lower 
elevation  than  the  left  side  then  the  contour  at  the  point  where 
it  crosses  the  gutter,  F,  would  be  farther  up  the  road  from  E, 
i.e.,  the  contour  would  be  un symmetrical,  £F  being  longer 
than  DE.    . 

297.  RELATION  BETWEEN  CONTOUR  MAP  AND  PROFILE.— 
If  a  line  is  drawn  across  a  contour  map  the  profile  of  the  surface 
along  that  line  may  be  constructed,  since  the  points  where  the 
contours  are  cut  by  the  line  are  points  of  known  elevation  and 
the  horizontal  distances  between  these  points  can  be  scaled  or 
projected  from  the  map.  The  profile  shown  in  Fig.  122  is  con- 
structed by  first  drawing,  as  a  basis  for  the  profile,  equidistant 
lines,  corresponding  to  the  contour  interval,  and  parallel  to  AB» 
From  the  points  where  AB  cuts  the  contours  lines  are  projected 
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to  the  corresponding  line  on  the  profile.  Conversely,  if  the  pro- 
files of  a  sufficient  number  of  lines  on  the  map  are  given  it  is  pos- 
sible to  plot  these  lines  on  the  map,  mark  the  elevations,  and 
from  these  points  to  sketch  the  contours  as  described  in  Art. 
301,  p.  276. 
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Fig.  122.     Profile  Constructed  from  a  Contour  Map. 


298.  RELATION  BETWEEN  CONTOUR  MAP  AND  SIDE  ELE- 
VATION OR  PROJECTION.  —  A  photograph  of  a  landscape 
represents  approximately  a  side  elevation  of  the  country.     To 
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construct  such  a  projection  from  a  contour  map  (Fig.  123),  lines 


PTOJCCnON  ON. PLANE  AB 

Fig.  123.     Side  Elevation  Constructed  from  a  Contour  Map. 

are  drawn  perpendicular  to  AB,  the  plane  of  projection,  and  tan- 
gent to  the  contours.  These  tangent  points  show  the  limits 
between  the  visible  and  invisible  portions  of  the  landscape,  the 
observer  being  assumed  to  stand  on  the  line  AB  and  to  look  in 
a  direction  perpendicular  to ^AB. 
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299.  DRAINAGE  Areas.  —  The  drainage  area  that  supplies  a 
stream  or  pond  is  limited  by  the  divide  line  which  is  a  line 
drawn  on  the  ridges  surrounding  a  depression  as  indicated  by 
the  dotted  line  on  Fig.  124.  Since  the  perpendicular  to  the 
contour  at  any  point  is  the  direction  of  steepest  slope  the  direc- 
tion in  which  water  will  flow  at  any  point  can  be  determined  at 
once  by  examining  the  contours.  On  the  ridge  there  is  a  line 
(its  summit)  on  one  side  of  which  water  will  flow  down  one  of 
the  slopes  and  on  the  other  side  of  which  it  will  flow  down  the 
other  slope.     This  line  is  the  divide  line  or  watershed  line. 

If  a  dam  were  built  as  shown  in  Fig.  124,  its  elevation  being 
960  ft.,  the  area  actually  flooded  by  the  water  at  full  height  of 
dam  is  the  area  included  within  the  960-ft.  contour,  which  is 
indicated  by  the  shaded  section.  The  drainage  area  for  the  por- 
tion of  the  stream  above  the  dam  is  the  area  included  within  the 
heavy  dotted  line,  which  follows  the  line  of  the  divide. 

300.  Sketching  Contours  from  Streams  and  Sum- 
mits. —  The  present  topography  of  some  parts  of  the  country 
is  due  almost  entirely  to  erosion  by  streams.  Consequently  the 
position  and  fall  of  the  streams  give  more  information  regarding 
the  position  of  the  contours  than  any  other  topographic  features. 
If  a  definite  position  of  the  contours  is  desired  it  will  be  necessary 
to  obtain  the  elevation  of  a  few  governing  points  on  the  ridges  as 
well  as  the  location  and  elevation  of  the  streams,  as  shown  in 
Fig.  125.     (See  Volume  II,  Chapter  VII.) 

In  sketching  in  contours  from  these  data  it  should  be  borne 
in  mind  that  the  contours  cross  the  stream  at  right  angles  to  its 
thread  and  that  they  curve  around  from  the  hill  on  either  side  so 
as  to  represent  the  valley  of  the  stream.  The  contours  are  farther 
apart  at  the  top  and  bottom  of  the  slope  of  an  eroded  hill  than 
near  the  middle,  because  in  these  portions  the  slope  is  somewhat 
flatter.  A  stream  is  usually  steeper  near  its  source  than  in  the 
lower  portion  and  therefore  the  contours  are  closer  together  near 
the  source.  This  is  true  of  most  cases  but  the  shape  of  the  con- 
tours in  any  particular  case  will  depend  upon  the  geological 
formation.  Fig.  126  represents  the  same  country  as  Fig.  125 
but  with  the  contours  sketched  on  it,  following  out  the  general 
suggestions  which  have  just  been  mentioned. 
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Fig.  124.  Illustrating  Flooded  Area  and  Drainage  Area. 
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350  700  W 

Fig.  125.  Map  Showing  the  Location  and  Elevation  of  Streams 
AND  Summits. 


Fig.  126.     Contours  Sketched  from  the  Data  given  in  the 

Map  above. 
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30I.    SKETCHDfG   CONTOURS     FROM    KNOWN   ELEVATIONS. 

—  A  portion  of  the  country  can  be  cross-sectioned  as  described 
in  Art.  227,  p.  206,  or  profiles  can  be  run  on  any  desired  lines 
as  explained  in  Art.  225,  p.  203.  From  these  known  elevations 
contours  can  be  sketched  by  interpolation.  This  is  usually  done 
by^  estimation  and  the  principle  involved  is  the  same  whether  the 
elevations  were  obtained  by  cross-sectioning  or  by  profiles. 

Fig.  127  illustrates  how  contours  can  be  sketched  from  cross- 
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Fig.  127.    Contour  Sketched  for  CRoss-Section  Notes. 


section  notes.  The  points  at  which  elevations  are  taken  in  the 
field  should  be  so  chosen  that  the  slope  of  the  ground  is  practi- 
cally uniform  between  any  two  adjacent  points.  Then  by  simple 
interpolation  the  contours  may  be  accurately  sketched.  This 
interpolation  may  be  done  by  geometric  construction,  but  for 
most  topographic  work  it  is  accurate  enough  to  interpolate  by 
eye. 

302.    MISTAKES      IN    SKETCHING     CONTOURS Pig.      1 28 

shows  several  examples  of  impossible  and  incorrectly  sketched 
contours  ;  the  streams  are  assumed  to  be  correctly  located.  The 
numbers  on  the  figure  refer  to  the  tabulation  made  in  Art.  296, 
p.  268,  and  will  assist  in  detecting  the  type  of  error  present. 
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Fig.  128.    Contours  INCORRECTLY  Sketched. 

303.  LOCATING  CONTOURS.  —  Contours  are  often  most  eco- 
nomically located  by  means  of  the  transit  and  stadia  or  by  an 
instrument  called  the  plane  table,'*  In  this  chapter,  however, 
only  those  methods  will  be  considered  which  call  for  the  use  of 
the  transit  and  tape. 


*  A  brief  explanation  of  the  principles  of  the  Stadia  will  be  found  in 
Appendix  A,  p.  517  of  this  volume.  A  complete  discussion  of  the  Stadia  and  the 
Plane  Table  will  be  found  in  Volume  II,  Chapter  IV. 
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304.  Locating  Contours  by  Cross-Sections.  —  A  very  com- 
mon as  well  as  expensive  method  of  locating  contours  is  that  of 
taking  cross-sections.     Elevations  on  the  surface  of  the  ground 

I  are  usually  taken  to  tenths  of  a  foot.  From  these  elevations 
the  contours  may  be  sketched  by  interpolating  between  these 
known  cle\'ations  as  explained  in  Art.  301.  The  accuracy  may 
be  increased  by  taking  a  larger  number  of  intermediate  points. 
The  size  of  the  squares  used  should  depend  upon  the  roughness 
of  the  surface. 

305.  Locating  Contours  by  Profiles.  —  In  some  cases  where 
the  ground  is  fairly  smooth  it  is  sufficient  to  take  a  few  profiles 
on  known  lines,  not  necessarily  at  right  angles  to  each  other. 
These  lines  are  stationed  and  elevations  are  taken  at  every  full 
station  and  at  the  points  of  marked  change  in  slope.  From 
these  data  the  contours  are  sketched  on  the  map  by  interpola- 
tion as  described  in  Art.  301. 

306.  Locating  Points  on  the  Contours.  —  Where  the  contour 
interval  is  small,  say  one  or  two  feet,  and  the  topography  is  to 
be  determined  with  considerable  accuracy,  it  is  advisable  to  find, 
in  the  field,  points  actually  on  the  contours  and  thus  avoid  the 
errors  of  interpolation.  The  rodman  moves  up  or  down  the 
slope  until  the  rod-reading  indicates  that  the  foot  of  the  rod  is 
on  a  contour.  The  position  of  the  rod  may  then  be  located  by 
an  angle  and  a  distance  from  some  known  line,  the  distance 
being  taken  with  a  tape. 

307.  Locating  Contours  by  the  Hand  LeveL— A  more  rapid 
but  less  accurate  way  of  putting  in  contours  is  by  means  of  the 
hand  level.  The  work  is  done  by  making  profiles  of  lines  whose 
positions  on  the  map  are  known.  A  point  on  some  contour  is 
found  in  the  following  manner. 

The  first  step  to  take  is  to  measure  to  the  nearest  tenth  of 
a  foot  the  distance  from  the  ground  to  the  eye  of  the  leveler, 
which  may  be,  say,  5.4  ft.  If  the  B.  M.  is  at  elevation  143.43 
and  it  is  desired  to  locate  a  point  on  the  140-ft.  contour,  the 
rodman  holds  the  rod  (or  a  tape)  on  the  B.  M.  while  the  leveler 
attempts  to  place  himself  on  the  140-ft.  contour.  When  he  is 
on  the  140-ft.  contour  the  elevation  of  his  eye  (H.I.)  is  145.4 
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and  the  rod-reading  at  the  B.  M.  must  be  145.4  —  I43«43  = 
1.97,  or  2.0  to  the  nearest  tenth  of  a  foot.  The  leveler  there- 
fore travels  along  the  line  on  which  the  point  is  to  be  located 
until  he  reads  1.97  on  the  rod.  His  feet  are  then  on  the  140 
ft.  contour,  the  position  of  which  is  located  from  some  known 
point  on  the  line.  Sometimes  this  is  done  by  measurement  and 
sometimes  by  pacing.  A  point  on  the  i4S-ft.  contour  could 
have  been  located  first  by  applying  the  same  principle,  but  if 
the  140-ft.  contour  is  established  it  is  very  easy  to  locate  a 
point  on  the  i4S-ft.  contour  as  follows.  The  distance  from 
the  leveler *s  feet  to  his  eye  being  5.4  ft.,  if  he  stands  on  the 
140-ft.  contour  and  reads  0.4  ft.  on  the  rod,  the  bottom  of  the 
rod  must  be  on  the  145-ft.  contour.  By  trial  then  the  point  is 
found  where  the  rod  reads  0.4  ft.*  Then  the  leveler  walks  up 
the  hill  and,  standing  on  the  point  just  found,  places  the  rodman 
on  the  next  higher  contour  by  the  same  process. 

In  working  down  the  hill  to  locate  the  i3S-ft.  contour,  if  the 
leveler  is  standing  on  the  140ft.  contour,  the  rod  will  be  on  the 
135-ft.  contour  when  it  reads  10.4  ft.  Or,  when  the  140ft. 
contour  has  been  found  by  the  leveler  the  rodman  comes  forward 
and  holds  the  rod  on  this  spot  and  the  leveler  backs  down  the 
hill  until  he  reads  0.4  ft.  on  the  rod ;  he  is  then  standing  on  the 
i3S-ft.  contour.  Some  surveyors  prefer  to  cut  a  stick  just  5  ft. 
long  and  hold  the  hand  level  on  the  top  of  it  in  taking  sights. 

The  points  thus  found  at  regular  contour  elevations  are  then 
plotted  on  the  corresponding  lines  and  the  contours  sketched  by 
joining  points  of  equal  elevation.  Where  the  lines  which  are 
profiled  are  far  apart  or  where  the  country  is  very  rough  it  is 
frequently  necessary  to  obtain  the  correct  position  of  the  con- 
tours, to  locate  extra  points  on  them  between  these  profiled  lines. 
The  extra  points  are  located  by  right-angle  offsets  from  the 
lines.  Most  01  this  work  is  plotted  in  the  field  upon  paper  ruled 
in  small  squares  to  facilitate  sketching.  Where  practicable  it  is 
always  well  to  sketch  the  contours  in  the  field  rather  than  in  the 
office. 

*  For  very  rough  work  sometimes  the  rod  is  not  used,  the  leveler  simply  es- 
timating where  the  rod- reading  will  come  on  the  rodman's  body  and  placing  him 
80  that  his  feet  will  be  on,  the  proper  contour. 
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308.  LOCATION  OF  STREAMS  AlfD  SHORE  LINES.  —  Streams 
or  shore  lines  of  ponds  may  be  very  rapidly  located  by  stadia 
measurements.  If  the  shore  lines  are  to  be  located  by  tape 
measurements,  however,  a  convenient  way  is  to  run  a  transit 
line  aproximately  parallel  to  the  general  direction  of  the  shore 
line,  and  to  take  perpendicular  offsets  at  regular  intervals  and 
at  all  points  where  there  is  a  marked  change  in  the  direction  of 
the  shore  line,  as  was  done  in  the  notes  in  Fig.  53,  p.  104. 

309.  CONTOUR  Problems.  —  There  are  many  surveying 
problems  involving  earthwork  which  can  be  worked  out  approxi- 
mately by  use  of  a  contour  map.  As  a  rule  the  smaller  the 
contour  interval,  the  more  accurate  will  be  the  result  of  such 
work.  Contour  studies  occur  in  a  variety  of  problems,  so 
numerous  that  it  would  be  useless  to  attempt  to  cover  the  sub- 
ject fully.  Three  typical  problems,  however,  are  illustrated  and 
explained  ;  and  these  contain  the  essential  principles  applicable 
to  practically  all  contour  studies. 

310.  Example  i.  —  (Fig.  129).  Given  a  contour  map,  the 
surface  being  represented  by  contours  shown  by  full  lines,  a 
plane  (extended  indefinitely)  is  passed  through  the  straight  lines 
AB  and  CDy  which  are  level  and  parallel,  AB  being  at  elevation 
12.5  and  CD  being  at  elevation  40.  It  is  required  to  find  where 
this  plane  intersects  the  surface,  and  to  shade  the  portion  which 
is  above  the  plane. 

Since  the  proposed  surface  is  a  plane,  contours  on  it  will  be 
parallel  to  AB  and  CD,  The  elevations  of  AB  and  CD  being 
known,  other  contours,  such  as  cf  and  gh,  can  be  interpolated 
between  AB  and  CD,  Their  interval  is  made  5  ft.  the  same  as 
the  contour  interval  for  the  original  surface.  Evidently  the 
point  where  any  of  these  parallel  lines  crosses  an  original  con- 
tour of  the  same  elevation,  asy,  k,  /,  nty  or  «,  is  a  point  on  the 
intersection  of  the  plane  with  the  surface.  Joining  these  points 
gives  the  line  of  intersection  of  the  plane  with  the  original  sur- 
face, which  is  indicated  by  the  heavy  full  line  on  the  figure. 
Such  points  as  ^,  s,  or  /  are  determined  by  interpolation.  Inter- 
mediate contours  are  drawn  at  one-foot  intervals  between  the 
original  surface  contours  ;  corresponding  lines  are  interpolated 
between  the  straight  contours  which  show  the  plane ;  additional 
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intersections  obtained,  and  in  this  way  the  point  /  is  determined. 
Again  it  will  be  seen  that  point  /,  with  reference  to  the  parallel 
straight  contours,  is  at  about  18.5;  with  reference  to  the  original 


Fig.  129. 


contours,  it  will  be  seen  that  wt  is  about  three-tenths  of  wr^  the 
distance  between  contours,  and  this  makes  the  elevation  of  point 
/  equal  to  18.5. 

311.  Example  2.— (Fig.  130.)  Given  a  contour  map  which 
includes  a  road,  and  on  which  the  original  contours  are  represented 
by  full  lines.  It  is  desired  that  all  of  the  road  between  A  and  B 
shall  be  visible  from  the  ground  at  point  C.  Sketch  on  the  map 
and  shade  the  portions  which  will  have  to  be  cut  down  to  fulfill 
this  requirement. 

The  general  method  of  solving  this  problem  is  to  sketch  a 
new  set  of  contours  on  the  map,  which  will  represent  a  uniform 
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slope  from  C  to  the  nearer  edge  of  the  road.  Everything  that 
is  above  the  surface  represented  by  these  new  contours  must  be 
cut  away. 

First  draw  lines,  such  as  Ca,  Cby  and  Cr,  the  points  a,  by  and 
c  being  points  on  the  upper  side  of  the  road  between  which  it 
may  be  assumed  that  the  slope  is  uniform  (Art.  301,  p.  276). 
Along  these  lines  interpolate  points  which  will  lie  on  the  uniform 
slope  from  C  to  the  road  and  also  on  the  regular  5  ft.  intervals 
which  correspond  to  the  contours.    For  example  along  the  line  Ca 


Fig.  130. 


from  the  summit  which  is  at  elevation  89  to  the  road  at  ^  which 
is  at  elevation  55,  there  is  a  drop  of  34  ft.,  or  a  little  less  than 
7  contour  intervals.  Points  ^,/,  g^  //,  etc.  are  therefore  plotted  so 
as  to  divide  Ca  as  follows  :  ea^  ef^  etc.,  are  each  ^^  of  AC^  and 
the  upper  division  is  -^^  of  AC,  Similarly  points  /,  y,  k^  etc., 
are  plotted  along  the  line  Cb^  but  the  point  ^,  being  at  elevation 
56,  is  plotted  so  that  the  distance  ib  is  four-fifths  of  the  other 
distances  ijyjky  etc.  When  these  points  have  been  plotted  on  all 
of  the  necessary  diagonal  lines,  the  contours  representing  a  uni- 
form slope  from  C  to  the  road  are  sketched  on  the  map  as  shown 
by  the  dotted  lines  on  the  figure.  The  points,  such  as  w,  «,  or 
r,  where  the  new  contours  cut  the  old  contours  of  equal  elevation, 
are  points  of  "no  cut  and   no  fill."    A  line  connecting  these 
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points  encloses  portions  of  either  cut  or  fill.  The  shaded  por- 
tions of  the  figure,  where  the  new  contours  are  nearer  C  than 
the  corresponding  old  ones,  represent  the  portions  where  it 
will  be  necessary  to  excavate  to  the  surface  represented  by  the 
dotted  contours.  In  the  central  portion  of  the  figure,  from  point 
c  to  /,  the  road  can  already  oe  seen. 

312.  Example  3. —  (Fig.  131.)  Given  a  contour  map  on 
which  are  shown  the  two  side  lines  of  a  road,  the  contours  being 
represented  by  full  lines.  The  road  is  to  be  built  on  a  4% 
down  grade  starting  at  A  at  elevation  55.     Scale  i  inch=  150 


Fig.  131. 


feet.  Side  slopes  of  road  to  be  i^  horizontal  to  i  vertical.  It 
is  desired  to  sketch  the  new  contours  on  the  slopes  of  the  road, 
to  sketch  on  the  map  the  top  and  foot  of  slopes,  and  to  designate 
the  portion  in  embankment  and  the  portion  in  excavation. 

First,  the  new  contours  which  are  to  cross  the  road  are 
plotted  at  abi  cd,  efy  gh.  These  will  be  125  ft.  apart,  as  a  4  % 
grade  falls  5  ft.  in  a  distance  of  125  ft.  If  the  road  is  assumed 
to  be  level  on  top,  then  these  lines  will  cross  the  road  at  right 
angles  to  its  general  direction  as  shown  in  the  figure.  From 
points  a  and  by  on  either   edge  of  the  road,  the  new  contoui 
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lines  will  follow  along  the  slope,  e.g.,  the  line  ao  represents  the 
new  50  ft.  contour.  Where  this  contour  ao  passes  point  c  it  is 
just  5  ft.  above  the  road.  Since  the  slope  of  the  cut  is  i^  to  i, 
then  the  distance  out  from  c  must  be  i^  x  5  =  7-5  ft.;  opposite 
«  it  is  10  ft.  above  the  road  and  similarly  the  distance  out  from 
e  must  be  15  ft.     Where  this  new  50  ft.  contour  meets  the  old 


Fig.  131. 


50  ft.  contour  at  Oy  is  a  point  at  the  top  of  the  slope.  Similarly 
all  of  the  new  contour  lines,  which  are  represented  on  the 
figure  by  dash  lines  are  plotted  and  their  intersections  with  the 
corresponding  contours  of  the  original  surface  give  points  of  "no 
cut"  or  "no  fill,'*  or  top  of  slope  (in  excavated  portions)  and 
foot  of  slope  (in  embankment  portions).  These  lines  are  shown 
in  the  figure  by  heavy  dotted  lines.  Where  this  heavy  dotted 
line  crosses  the  road  it  marks  a  "  no  cut "  and  "  no  fill  **  line, 
i.e.,  the  road  bed  cuts  the  surface  of  the  ground. 


CHAPTER   XL 

BCINB  AND  MOUNTAIN  SURVBTINO* 

313.  General  remarks.  —  In  this  chapter  the  limitations 
and  difficulties  met  with  in  surveying  a  mine  will  be  pointed  out 
and  some  of  the  instruments  and  methods  generally  used  will 
be  described.  As  rocky  and  precipitous  mountain  regions  are 
more  the  home  of  metal  mining  than  of  any  other  industry,  the 
special  difficulties  of  surface  surveying  in  such  localities  will  also 
be  considered.  Lastly,  the  methods  of  establishing  the  bound- 
aries of  mining  claims  in  United  States  territory  will  be  briefly 
described. 

Two  of  the  principal  objects  to  be  accomplished  in  accurate 
mine  surveying  are  the  locating  of  the  ownership  boundaries 
underground  and  the  laying  out  of  passageways  so  as  to  connect 
with  one  another,  thereby  facilitating  the  working  of  the  mine. 
Such  passages  are  usually  highly  inclined  and  therefore  it  is 
frequently  necessary  to  use  entirely  different  methods  from  those 
employed  in  ordinary  surveying. 

3 14.  Definitions  of  Mining  Terms. —The  following  terms 
are  in  common  use  in  mine  surveying. 

Adil.  An  approximately  horizontal  underground  passageway 
running  from  the  surface  into  the  mine  workings  and  used 
only  for  drainage  and  ventilation. 

Apex,  The  portion  of  the  surface  of  the  undisturbed  rock  forma- 
tion which  is  included  between  the  walls  or  sides  of  the 
mineral  deposit. 

Bed.  A  stratum  in  the  earth's  crust  which  has  been  formed  or 
deposited  in  an  approximately  horizontal  layer. 

♦  This  chapter  was  written  by  Blarney  Stevens,  M.  Sc.,  Mining  Engineer, 
Seattle,  Wash. 
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Compartment.     One  of  the  smaller  passageways  of  a  large  shaft 

divided  by  timber  partitions.     Fig.  134  is  the  plan  of  a  three 

compartment  shaft. 
Connection.    A  passageway  which  is  driven  from  one  accessible 

part  of  the  mine  to  another. 
Cross-cut.    A  horizontal  passageway  across  or  approximately  at 

right  angles  to  the  strike. 
Dip.    The  inclination  of  any  rock  plane  to  the  horizon. 
Drift.    A  horizontal  passageway  along,  or  approximately  parallel 

to,  the  strike. 
Fault.    A  fracture  in  the  earth's  crust  along  which  slipping  or 

shearing  has  occurred. 
Floor.    The  bottom  of  the  passageway  or  of  a  seam  or  bed. 
Heading.    Any   preliminary   passageway  driven  to  explore  the 

mine  or  to  facilitate  the  future  operations. 
Heave.    The  distance  between  the  two  parts  of  the  same  vein 

which  is  divided  by  a  fault,  measured  along  the  strike  of  the 

fault. 
Levels.    Horizontal  passageways  run  at  different  levels  along  the 

deposit  or  adjacent  to  it  for  working  the  mine. 
Manhole.    A  small  passage  from  one  level  into  the  next  level 

above  or  below,  or  into  stopes. 
Mill-hole.    A  passage  between  a  stope  and  a  level  through  which 

the  ore  is  conveyed. 
Outcrop,    That  portion  of  the  vein  which  is  exposed  on  the  sur- 
face of  the  ground. 
Pitch.    The  direction    (in  azimuth  and  altitude)  of  the  longest 

axis  of  an  ore  body. 
Prop.    A  piece  of  timber  which  prevents  any  rock  in  the  roof  from 

falling. 
Raise.     A  passage  driven  steeply  upward  from  any  portion  of 

the  mine. 
Roof.    The  top  of  a  passageway  or  of  a  seam  or  bed. 
Room.     A  place  other  than  a  passageway  from  which  material  has 

been  extracted.    The  term  usually  refers  to  bed  deposits. 
Seam.    A  bed  of  mineral  or  a  small  vein. 
Shoot.    A  gate  used  for  drawing  off  broken  ore  from  a  stope  or 

raise.     Also  an  ore  body  within  a  vein. 
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Slopes.     Rooms  formed  by  the  excavation  of  ore  above  or  below 

a  level,  sometimes  filled  with  broken  ore  or  rock. 
Strike.    The  direction  (bearing)  of  a  horizontal  line  in  the  plane 

of  a  deposit.    The  strike  is  always  at  right  angles  to  the  dip. 
Sttdl.    A  piece  of  timber  wedged  in  crosswise  between  the  side 

walls  of  a  passageway. 
Throw.    The  vertical  distance  between  the  planes  representing 

two  parts  of  the  same  vein  which  is  divided  by  a  fault.    The 

term  is  used  only  in  regard  to  nearly  horizontal  deposits. 
Tunnel.    A  horizontal  worldng  passageway  from  the  surface  to 

the  mine. 
Vein.     (Also  lode^   l^g^y   l^cLdy   etc.)     A   mineral   body  of  the 

flattened  shape.    These  terms  are  also  applied  to  mineral 

bearing  faults. 
Wall.    The  rock  on  each  side  of  the  mineral  body.    The  upper 

wall  is  called  the  ** hanging  wall,"  and  the  lower  the  "foot 

wall." 
Winze.    A  subsidiary  shaft  not  starting  from  the  surface. 

MXNniG  INSTRUMEIVTS. 

Owing  to  the  confined  nature  and  steep  inclination  of  many 
of  the  passages  through  which  survey  lines  have  to  be  carried, 
specially  constructed  instruments  are  necessary. 

315.  MINING  Transits.  —  In  modem  mining,  all  the 
accurate  angle  measurements  are  taken  with  a  transit,  the  details 
being  filled  in  with  a  miner^s  dial  or  other  light  compass  instru- 
ment. Several  forms  of  transit  are  designed  for  mining  and  moun- 
tain work.  The  essentials  are  lightness  and  adaptability  for 
measuring  accurate  azimuths  of  nearly  vertical  or  of  very  short 
sights.  A  high  power  telescope  is  more  necessary  than  for  ordi- 
nary surveying,  as  the  small  variation  of  the  line  of  sight  means  a 
large  error  in  azimuth  when  sighting  with  high  altitudes. 

With  an  ordinary  transit  one  cannot  take  a  downward  sight 
more  steeply  inclined  than  55°  or  60°  to  the  horizon.  For  sight- 
ing larger  angles  of  depression  various  devices  have  been  used  by 
which  telescopic  sight  may  be  taken  over  the  edge  of  the  horizontal 
circle  of  the  instrument.    This  is  commonly  done  by  attaching 
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Fig.  132.     Mining  Transit  with  Side  Telescope. 

(From  the  caUlogua  of  C.  L.  Berger  &  Sons,  by  permiuion.) 
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an  auxiliary  telescope  to  the  side  or  to  the  top  of  the  ordinary 
engineers'  transit  so  that  the  instrument  will  afford  all  the  advan- 
tages of  the  ordinary  transit  and  also  make  it  possible  to  sight 
down  a  vertical  shaft. 

316.  Eccentric  telescopes.  —  Fig.  132  shows  a  mining 
transit  in  which  the  auxiliary  telescope  is  attached  to  an  end  exten- 
sion of  the  horizontal  axis.  Such  an  instrument  is  known  as  a 
side  telescope  transit.  The  distance  and  direction  between  the 
centers  of  the  main  and  auxiliary  telescopes  is  called  the  eccen- 
tricity. In  this  case  it  is  measured  along  the  horizontal  axis. 
Fig.  133  shows  an  eccentric  bearing  mining  transit  which  has  an 
extra  pair  of  supports  for  the  horizontal  axis.  The  eccentricity  in 
this  case  is  also  measured  horizontally  but  at  right  angles  to  the 
horizontal  axis.  In  the  type  of  transit  known  as  the  top  telescope 
transit  the  auxiliary  telescope  is  mounted  on  the  top  of  the  main 
telescope.  The  eccentricity  in  this  case  is  at  right  angles  to  the 
horizontal  axis  and  to  the  main  telescope. 

317.  Correction  for  Eccentricity.  —  The  eccentricity  of  a 
mining  transit  has  to  be  allowed  for  when  either  of  the  auxiliary 
attachments  is  made  use  of.  The  correction  may  be  made  by 
regarding  the  line  between  the  centers  of  the  eccentric  and  main 
telescopes  as  one  of  the  lines  of  the  traverse.  Instead  of  making  this 
correction  as  a  link  of  the  traverse  it  may  sometimes  be  more 
convenient  to  sight  the  auxiliary  telescope  to  an  auxiliary  point 
which  bears  the  same  relation  to  the  station  required  to  be  observed 
as  the  center  of  the  auxiliary  telescope  does  to  the  center  of  the 
main  telescope.  It  is  also  possible  to  make  a  correction  to  apply 
to  the  bearing  of  the  auxiliary  telescope  which  renders  it  the 
same  as  the  bearing  from  the  main  telescope  would  be  if  it  were 
possible  to  make  the  observation  with  it.  In  some  forms  of 
instrument  the  correction  may  be  eliminated  by  using  the  instru- 
ment in  both  the  direct  and  reversed  positions. 

318.  Relative  Merits  of  Attachments.  —  In  comparing  the 
relative  merits  of  the  various  forms  of  attachment  it  must  be 
remembered  that  the  object  to  be  accomplished  is  to  transfer  the 
meridian  accurately  from  one  station  to  another,  these  stations 
being  close  together  in  plan,  and  distant  in  elevation. 

The  side  telescope  has  the  merit  of  being  easy  to  work.    Since 


0' 


P«A>|. 


291 


r^ 

g 

•«1 

3 

2 

3 

S 

f 

o 

s 

H 

s 

» 

> 

f 

a: 

A 

O 

H 

P 

^ 

p 

H 

ip 

S 

i 

w 

o 

9? 

C/) 

25 

§ 

H 

w 

J« 

5- 

O 

•JJ 

td 

i 

PI 

> 

i! 

2 

§ 

X 

o 

H 

m 

r 

pj 

C/J 

O 

O 

't 

« 

292  MINING    SURVEYING  [Chap.  XL 

maker  has  made  the  optical  axis  parallel  to  the  axis  of  the  tube, 
but  the  accuracy  of  this  should  be  tested. 

Secondly,  the  line  of  sight  is  made  parallel  to  that  of  the  main 
telescope.  It  is  first  brought  into  a  vertical  plane  parallel  to  the 
vertical  plane  of  the  main  telescope  by  means  of  the  adjusting 
screws  on  the  vertical  trivet  plate  of  the  side  telescope,  the  sight  of 
each  telescope  being  taken  to  the  same  very  distant  object.  If  it 
is  not  convenient  to  sight  on  a  distant  object,  a  piece  of  paper 
with  two  vertical  marks  connected  by  a  horizontal  line  may  be 
used,  the  distance  between  the  marks  being  equal  to  the  distance 
between  the  telescopes.  This  piece  of  paper  should  be  set  at  right 
angles  to  the  line  of  sight  and  not  too  near  the  instrument.  The 
vertical  cross-hair  of  the  main  telescope  is  sighted  at  one  point  by 
means  of  the  clamp  and  tangent  screw  of  the  plates  and  then  the 
vertical  cross-hair  of  the  side  telescope  is  sighted  at  the  other  point 
by  means  of  the  trivet  plate  adjustment  on  the  side  telescope. 

The  side  telescope  and  main  telescope  are  then  brought  into 
the  same  plane  at  right  angles  to  the  vertical  plane  as  follows:  — 
the  horizontal  cross-hair  of  the  main  telescope  is  sighted  at  some 
point,  preferably  a  distant  one;  then  the  horizontal  cross-hair  of 
the  side  telescope  is  sighted  at  the  same  point  by  means  of  the 
tangent  screws  on  the  side  telescope. 

As  the  adjustment  of  the  side  telescope  is  not  direct,  but  is  made 
by  comparison  with  the  central  telescope,  the  instrument  should 
be  reversed  when  accurate  observations  are  required.  This  also 
eliminates  the  correction  for  azimuth  due  to  eccentricity. 

The  striding  level  should  be  used  in  both  of  its  positions;  i.e., 
with  the  main  telescope  direct  the  striding  level  is  used  in  both 
positions  and  two  azimuths  are  read,  and  with  the  telescope 
inverted  the  striding  level  is  again  used  in  both  positions  and  two 
more  azimuths  are  read.  The  mean  of  the  two  readings  of  each 
pair  gives  two  mean  lines  of  sight  which  are  symmetrically  related 
to  the  vertical  plane  passing  through  the  two  station  points  and 
the  correct  azimuth  reading  is  therefore  the  mean  of  these  two 
azimuths.  There  is  a  small  correction  to  be  applied  to  the  mean 
of  the  altitude  readings  but  this  is  not  usually  of  any  importance. 

The  top  telescope  is  adjusted  in  much  the  same  manner  as 
the  side  telescope. 
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In  the  eccentric  bearing  telescope  no  extra  adjustment  is  neces- 
sary other  than  that  of  the  bearings  of  the  horizontal  axis  when 
the  telescope  is  used  in  the  eccentric  position.  This  is  done  with 
the  striding  level,  which  is  also  used  in  taking  accurate  sights,  the 
telescope  being  reversed  by  lifting  out  of  the  horizontal  bearings 
and  turning  the  horizontal  axis  end  for  end.  As  no  attempt  is 
made  to  adjust  the  two  pairs  of  horizontal  bearings  to  be  abso- 
lutely parallel,  the  foresight  and  backsight  in  ordinary  work 
should  both  be  taken  with  the  horizontal  axis  in  the  same  pair  of 
bearings. 

320.  Interchangeable    Side   and  Top  Telescope.— 

Some  instruments  are  made  with  an  interchangeable  telescope 
which  can  be  attached  at  either  the  top  or  the  side  of  the  main  tele- 
scope, according  to  whether  horizontal  or  vertical  angles  are  being 
measured.  In  such  an  instrument  no  correction  for  eccentricity 
of  the  auxiliary  telescope  is  necessary,  and  it  is  arranged  so  as 
not  to  require  readjustment  when  changed  from  side  to  top  or 
vice  versa. 

321.  Combined  Solar  Attachment  and  Top  Telescope. 

—  A  special  top  telescope  is  sometimes  made  to  do  the  duty  of 
a  solar  attachment;  but  it  is  now  generally  admitted  that  better 
meridian  determinations  can  be  made  by  direct,  single  obser- 
vations with  the  main  telescope,  and  the  surveyor  is  advised  not 
to  get  any  such  complex  attachment  for  mining  work. 

322.  USE  OF  THE  ORDINARY  TRANSIT  IN  MINING  SUR- 
VEYING. —  Where  a  special  attachment  is  not  to  be  obtained, 
or  when  the  auxiliary  telescope  is  too  small  for  accurate  work, 
the  ordinary  transit  can  be  used  in  such  a  manner  as  to  accom- 
plish the  same  result  as  an  eccentric  telescope  instrument 
(Art.  316).  The  instrument,  firmly  screwed  on  to  the  tripod,  is 
inclined  over  the  shaft  at  an  angle  just  sufficient  for  the  line  of 
sight  to  clear  the  horizontal  plate.  It  is  then  braced  in  position 
by  such  rigid  supports  as  the  circumstances  afford,  and  the  head 
of  the  instrument  is  rotated  so  that  the  horizontal  axis  of  the  tele- 
scope becomes  truly  horizontal,  as  determined  by  a  striding  level, 
while  the  telescope  is  sighting  in  the  desired  azimuth.  One  or 
more  station  points  are  then  set  out  down  the  mine  and  one  each 
way  on  the  surface,  all  in  the  same  azimuth,  and  these  are  respec- 
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lively  connected  with  the  mine  and  surface  surve}-s.  All  errors 
of  adjustment  may  be  eliminated  by  repeating  sights  with  the 
telescope  in  the  direct  and  the  reversed  positions  and  by  reversing 
the  striding  level  each  time  and  taking  the  mean  position  of  the 
four  points  so  set. 

An  attachment  which  is  very  necessary  in  performing  some  of 
the  work  required  of  mining  transits  is  the  diagonal  or  prismatic 
eyepiece.  This  makes  it  possible  to  take  any  sight  whatever 
above  the  horizon,  and  being  a  convenient  instrument  to  use  and 
not  requiring  any  adjustment,  it  should  be  carried  by  ever)'  mine 
sun-cyor. 

323.  COMPASSES  USED  IN  MIHES.  — The  transit  has  taken, 
to  a  great  extent,  the  place  of  the  old  miner's  dial  in  which  the 
compass  was  the  main  feature.  This  is  partly  because,  in  mod- 
em mines,  so  much  hea\')'  machinerj'  is  used  that  the  compass 
needle  cannot  be  depended  upon,  even  to  its  ordinar)'  degree  of 
accuracy. 

Compasses,  however,  ser\'e  a  useful  purpose  in  general  mining 
work.  They  are  made  in  many  sizes  and  of  different  design. 
A  compass  with  a  plain  needle  is  to  be  preferred  to  one  with  a 
swinging  card,  since  the  former  can  be  brought  to  a  central  posi- 
tion more  quickly  and  is  more  accurate  by  reason  of  the  lesser 
amount  of  weight  on  the  center  bearing.  Compasses  may  be 
used  for  reconnoissance  surveys  and  also  for  filling  in  the  details 
of  a  mine  from  the  main  stations.  A  mining  compass  should 
be  capable  of  sighting  fairly  high  altitudes  above  or  below  the 
horizon,  and  a  sighting  clinometer  attachment  for  measuring 
vertical  angles  is  very  convenient  as  it  obviates  the  use  of  any 
other  instrument.  A  small  modem  mining  dial  mounted  on  a 
light  tri[X)d  fulfills  all  these  conditions.  The  hanging  compass 
and  clinometer  is  made  so  as  to  be  hung  from  a  wire  stretched 
between  two  station  points  thus  rendering  sighting  unnecessary, 
but  it  is  not  much  used. 

The  circumferenter  is  a  dial  with  an  additional  revolving  plate 
which  makes  it  possible  to  measure  angles  independently  of  the 
compass  needle.  Other  improvements  have  so  modified  the 
instrument  that  it  differs  little  from  a  light  mining  transit  with  an 
auxiliary  top  telescope  instead  of  the  main  telescope. 
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A  mounted  compass  is  more  accurate  than  one  simply  held  in 
the  hand,  but  any  hand  compass  may  always  be  mounted  when 
the  conditions  permit.  Perhaps  the  best  form  of  compass  for 
details  and  reconnoissance  work  is  the  Brunton  mining  dial. 
The  observer  looks  down  on  this  instrument  and  the  line  of  sight 
is  reflected  upward  toward  him  by  a  hinged  mirror  so  that  the 
object  and  the  compass  box  are  seen  simultaneously.  A  clinom- 
eter is  attached,  which  is  suitable  cither  for  measuring  dips  or 
sighting  inclinations. 

324.  Magnetic  Surveying.  —  Ore  of  a  magnetic  nature  has 
often  been  discovered  by  local  variations  of  the  compass  needle 
and  by  the  dipping  needle,  a  special  self-plumbing  form  of  which 
is  made  for  the  use  of  miners.  More  accurate  methods  have 
been  devised  by  Swedish  engineers  who  make  charts  of  magnetic 
intensities. 

The  latter  method  depends  in  principle  on  the  measurement  of 
the  horizontal  and  vertical  components  of  magnetic  intensity. 
The  horizontal  intensity  is  found  by  noting  the  angle  which  a 
horizontal  compass  needle  is  deflected  by  the  introduction  of  a 
magnet  placed  in  the  swinging  plane  of  the  compass  needle  and 
a  fixed  distance  from  it  measured  at  right  angles  to  the  position  of 
rest  of  the  needle  before  the  magnet  is  introduced.  This  is  com- 
pared with  the  deflection  produced  by  the  magnet  alone  when 
there  is  no  ore  body  aflFecting  the  needle.  The  vertical  intensity  is 
found  by  the  deflection  of  a  needle  swinging  in  a  vertical  magnetic 
east  and  west  plane.  The  deflection  is  against  a  gravity  righting 
moment,  the  needle  being  previously  weighted  so  as  to  balance 
the  vertical  component  of  the  earth's  magnetism. 

More  detail  may  be  obtained  by  rendering  both  the  compass 
and  dipping  needle  astatic,  i.e.,  by  placing  them  in  a  framework 
about  which  permanent  magnets  are  fixed  so  as  to  just  neutralize 
the  ordinary  magnetism  of  the  earth.  The  lines  of  force  due 
simply  to  the  magnetic  ore  body  may  then  be  mapped  together 
with  the  intensities  of  these  forces  as  determined  by  the  principles 
previously  cited.  We  may  generally  take  it  for  granted  that  the 
magnetic  axis  of  the  ore  body  is  parallel  to  the  earth's  magnetic 
lines  of  force.  As  we  probably  also  have  some  general  notion  of 
the  strike  and  dip  of  the  ore  shoots  it  will  be  possible  in  many 
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cases  to  determine  approximately  the  position  of  the  ore  body  even 
though  it  is  covered  to  a  considerable  depth. 

The  above  methods  may  be  used  in  a  limited  way  underground. 
Sometimes  an  artificial  ore  body  made  of  a  large  permanent  mag- 
net is  used  for  determining  the  length  and  direction  of  a  required 
connection  where  traversing  is  not  entirely  to  be  relied  upon. 
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325.  Transferring  a  meridian  into  a  Mine  by  use 
OF  THE  Transit.  —  Only  a  moment's  thought  will  convince 
the  student  that  some  difficulty  must  be  experienced  in  accu- 
rately transferring  the  meridian  to  the  bottom  of  a  narrow 
shaft  several  hundred  feet  in  depth.  The  ordinary  method  of 
transferring  a  meridian  into  a  mine  is  to  set  up  the  transit  at  a 
station  fixed  at  the  mouth  of  the  shaft  and,  after  taking  a  back- 
sight on  the  previous  station  on  the  surface,  to  take  a  foresight 
down  the  shaft,  the  line  of  sight  being  made  as  much  inclined 
to  the  vertical  as  possible.  Having  ascertained  the  intervening 
distance,  the  transit  is  set  up  at  the  bottom  station,  a  backsight 
taken  on  the  top  station,  and  the  survey  then  carried  into  the  gal- 
leries of  the  mine.  The  top  and  bottom  stations  are  not  always 
the  surface  and  bottom  of  the  shaft,  although  for  simplicity  they 
may  be  referred  to  as  such  in  this  chapter. 

In  sighting  from  both  ends  of  the  same  highly  inclined  line  it 
will  be  found  that  errors  of  meridian  due  to  the  line  of  sight  not 
being  perpendicular  to  the  horizontal  axis  are  eliminated  if  the 
readings  are  made  with  the  telescope  in  the  same  position  at 
both  sights,  whereas  errors  of  meridian  due  to  the  horizontal  axis 
not  being  perpendicular  to  the  vertical  axis  are  eliminated  if  the 
readings  are  made  with  the  telescope  direct  when  at  the  top  and 
reversed  when  at  the  bottom  of  the  shaft,  or  vice  versa.  Obvi- 
ously both  are  eliminated  when  the  direct  and  reversed  position 
are  used  at  both  the  top  and  the  bottom  of  the  shaft  and  the  mean 
readings  taken  in  each  case. 

When  it  is  impossible  to  sight  up  a  shaft  on  account  of  its 
being  too  wet,  two  or  more  points  can  be  set  in  line  at  the  bottom 
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of  the  shaft  by  means  of  the  instrument  when  at  the  top,  and 
these  will  determine  a  Kne  of  known  azimuth  at  the  bottom  of 
the  shaft. 

The  great  importance  of  having  the  horizontal  axis  truly 
horizontal  should  not  be  overlooked  and  elimination  of  the 
errors  by  reversing  and  taking  mean  readings  should  not  be 
relied  upon  without  the  aid  of  the  sensitive  striding  level  which 
also  eliminates  any  error  due  to  the  vertical  axis  not  being  truly 
vertical. 

In  some  cases  a  wire  is  stretched  horizontally  across  the 
bottom  of  the  shaft  and  as  far  back  into  the  workings  as 
possible,  the  wire  being  carefully  aligned  by  the  instrument 
at  the  top.  This  method  may  admit  of  even  more  accuracy 
than  that  of  taking  a  backsight  to  the  surface  from  a  station 
established  in  the  bottom  of  the  mine.  Errors  due  to  a  slight 
inclination  of  the  horizontal  axis  are  not  important  when  this 
method  is  used  for  a  vertical  shaft,  and  for  that  reason  it  is 
also  useful  in  cases  where  a  sensitive  striding  level  is  not  to  be 
had.  The  effect  of  a  slight  inclination  of  the  horizontal  axis  is 
simply  to  shift  the  line  slightly  to  one  side  but  parallel  to  the 
true  position. 

When  no  extra  telescope  or  eccentric  bearings  are  to  be  had, 
an  ordinary  transit  with  a  prismatic  eyepiece  attached  may  be 
used  to  drop  the  meridian  down  a  vertical  or  highly  inclined 
shaft,  provided  it  is  not  so  wet  as  to  prevent  sighting  upward 
from  below.  To  accomplish  this  a  thin  wire  is  stretched  hori- 
zontally across  the  top  of  the  shaft  at  a  known  azimuth;  the 
wire  should  be  prolonged  one  or  both  ways  in  order  to  give 
a  good  base-line.  Two  points  may  be  fixed  at  the  top  of  the 
shaft  if  preferred.  The  transit  is  then  set  up  on  the  bottom 
and  it  is  brought  by  trial  into  the  same  vertical  plane  as  the 
wire.  The  striding  level  is  used  in  both  positions  and  the  transit 
is  used  in  both  the  direct  and  reversed  positions  to  eliminate 
errors. 

It  is  to  be  noted  that  in  mining  and  mountain  work  slight  errors 
of  altitude  measurements  occur  in  sighting  up  steep  inclines 
owing  to  the  refraction  of  the  atmosphere,  but  this  is  so  slight 
as  not  to  affect  the  transfer  of  the  meridian  at  all. 
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326.   Plumbing  the  Meridian  down  a  Shaft.  —  To 

the  mine  surveyor  the  plumb-line  is  an  instrument  of  precision, 
excelling  even  the  transit,  and  under  most  conditions,  the  work 
of  transferring  the  meridian  down  a  mine  can  be  accomplished 
more  accurately  by  means  of  the  plumb-line  than  by  any  other 
method  accessible  to  the  surveyor. 

The  method  usually  followed  is  to  suspend  two  bobs  from  the 
staging  above  the  mine  so  that  a  horizontal  line  in  their  plane  can 
be  sighted  both  from  above  and  from  below.  The  transit  is 
set  up  both  above  and  below  on  this  line  and  thus  an  azimuth 
connection  is  established  between  the  surface  and  the  workings. 
Sometimes  a  much  longer  base-line  than  can  be  directly  sighted 
can  be  obtained  by  plumbing  down  at  the  comers  of  a  shaft  as 
shown  in  Fig.  134.     Points  A  and  B  have  been  plumbed  down 

and,  by  the  triangulation  method 
there  indicated,  a  connection  with 
the  underground  traverse  can  be 
established.  In  this  triangle  the 
angles  should  be  chosen  so  as 
to  give  a  minimum  error  to  the 
meridian.  All  kinds  of  drafts  in 
the  shaft  should  be  avoided  dur- 
ing the  alignment  at  the  bottom. 
No  cages  or  skips  should  be  run 
and  drafts  from  the  passages 
leading  to  the  shaft  may  have  to 
be  damped  with  sheets  of  canvas. 
No  lateral  streams  of  water  should  impinge  on  the  plumb-lines;  in 
fact  it  is  desirable  that  no  water  at  all  should  drop  in  their  vicinity. 
The  best  plumb-line  for  this  work  is  one  made  of  wire.  An- 
nealed copper  wire  is  most  flexible,  but  soft  steel  or  piano  wire 
being  thinner  will  be  less  affected  by  drafts  and  will  also  stretch 
less.  The  plumb-bob  should  not  weigh  less  than  five  pounds 
and  should  be  heaner  for  a  deep  shaft.  A  good  working  weight 
is  one-third  of  the  load  at  which  the  wire  will  break. 

The  plumb-bob  is  hung  in  a  bucket  or  a  barrel  of  viscous 
liquid  so  as  to  bring  it  to  a  standstill  in  the  shortest  possible 
time.   The  shape  of  the  plumb- bob  is  of  importance  in  this  respecj 
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Fig.  185.  Type 
of  pujmb-bob 
Used  in  Plumb- 
ing Meridian 
Down  a  Shaft. 


and  the  form  shown  in  Fig.  135  is  a  good  one, 
since  it  prevents  rotary  as  well  as  lateral  oscilla- 
tions. It  should  hang  near  the  top  of  the  ves- 
sel as  the  wire  will  be  in  a  high  state  of  tension 
and  will  stretch  considerably.  A  mark  should 
also  be  made  on  the  wire  showing  how  far  the 
bob  is  above  the  bottom  of  the  vessel. 

The  liquid  must  be  a  true  one  (not  a  mud 
or  slime)  and  it  must  be  neither  too  limpid  nor 
too  viscous;  for  in  the  former  case  it  will  not  stop 
the  oscillations  within  a  reasonable  period,  and 
in  the  latter  the  bob  may  not  reach  the  cen- 
tral position  quickly  enough.  The  amplitude 
of  the  vibrations  of  the  plumb-bob  decreases  in 
a  fixed  ratio  with  equal  increments  of  time,  and 
the  viscosity  of  the  fluid  should  be  such  as  to 
make. each  oscillation,  say,  about  one-quarter 
of  the  preceding.  The  ratio  of  decrease  during  equal  incre- 
ments of  time  is  nearly  independent  of  the  length  of  the  plumb-line 
and  of  the  amplitude  of  the  oscillations  if  the  resistance  is  purely 
viscous.  This  law  makes  it  possible  to  select  the  fluid  above 
ground,  with  the  aid  of  a  short  length  of  wire  attached  to  the 
bob;  it  applies  only  when  the  bob  swings  through  a  very  small 
arc  so  that  the  resistance  is  wholly  viscous.  It  may  be  noted 
that  the  period  of  oscillation  varies  roughly  as  the  square  root  of 
the  length  of  the  plumb-line,  the  same  as  for  a  pendulum  swing- 
ing in  air. 

Sometimes  it  seems  impossible  to  stop  all  oscillation  of  the 
pendulum.  This  may  be  on  account  of  the  wabbling  of  the 
vertical  currents  of  air  in  the  shaft.  Perfect  rest  however  is  not 
necessary.  The  telescope  may  be  directed  at  a  mean  position 
by  placing  a  graduated  scale  immediately  behind  the  wire  and 
taking  readings  on  it  through  the  telescope  when  the  wire  reaches 
the  limits  of  its  oscillation. 

If  the  shaft  is  wet  the  vessel  should  be  covered  with  a  sloping 
lid  having  a  hole  in  it  of  an  inch  or  so  in  diameter  so  that  the 
wire  can  swing  freely.  In  order  to  obtain  as  long  a  base-line  as 
possible  the  wire  should  be  hung  as  near  to  the  casing  of  the  shaft 
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as  is  consistent  with  the  precaution  that  it  shall  be  perfectly 
plumb.  It  should  be  carefully  examined  along  all  its  length  to 
make  sure  that  there  are  no  obstacles  to  interfere  with  it.  In 
some  cases  it  may  be  sufficient  to  pass  a  lighted  candle  around 
the  wire  at  the  bottom  and  observe  any  obstacles  by  sighting 
from  the  top.  The  distance  between  the  wires  at  the  bottom 
and  top  of  the  shaft  should  always  be  measured  and  compared, 
as  this  gives  the  best  test  of  the  accuracy  of  the  plumbing  opera- 
tion. If  four  lines,  one  in  each  comer  of  the  shaft,  are  hung 
instead  of  two  an  accurate  check  or  measure  of  the  errors  is 
possible. 

When  once  the  plumb-lines  are  hung  the  meridian  may  be 
transferred  to  all  the  levels  of  the  mine  once  and  for  all  time, 
so  that  a  little  extra  precaution  and  time  given  to  this  operation 
are  worth  while.  The  surveyor  should  always  keep  in  mind  the 
fact  that  in  plumbing  the  meridian  down  the  mine  the  direction 
of  the  meridian  is  of  much  more  importance  than  the  actual  posi- 
tion of  the  points  themselves,  because  an  error  due  to  an  incorrect 
direction  of  the  meridian  may  be  multiplied  many  hundreds  of 
times  in  carrying  the  traverse  through  the  mine  (Art.  348,  p.  317). 

327.  Transferring  a  meridian  into  a  mine  when 
TH]^RE  ARE  TWO  SHAFTS.  —  The  above  methods  presuppose 
that  the  mine  has  so  far  been  opened  only  by  one  shaft.  If 
there  is  a  second  shaft  or  an  adit,  it  is,  of  course,  only  necessary 
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Fig.  136. 

to  plumb  or  otherwise  transfer  the  position  down  each  shaft;  the 
computed  distance  between  these  points  then  becomes  a  base- 
line of  substantial  length.    In  Fig.  136  the  traverse  A  BCD  is  run 
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out  on  the  surface  to  connect  the  two  shafts  at  A  and  D.  The 
points  A  and  D  are  plumbed  down  the  shafts  and  the  correspond- 
ing points  A'  and  D'  established  at  the  bottom.  An  underground 
traverse  A'G'F'E'D'  is  then  run  out.  In  the  surface  traverse 
the  length  and  azimuth  oi  AD  and  in  the  underground  traverse 
the  length  and  azimuth  of  A'D'  are  missing.  The  horizontal 
length  and  azimuth  of  each  of  these  lines  can  be  determined  from 
their  respective  traverses  as  explained  in  Art.  397,  p.  366.  The  sur- 
face traverse  is  referred  to  the  true  meridian,  and,  since  nothing  is 
yet  known  in  regard  to  the  direction  of  the  meridian  in  the  mine, 
the  underground  traverse  is  referred  to  an  assumed  meridian. 
The  true  azimuth  of  A'D'  is  the  same  as  the  azimuth  of  AD^  pro- 
vided the  plumbing  down  the  shaft  has  been  accurately  done. 
The  difference  between  the  true  and  assumed  azimuths  of  A'D'  is 
a  correction  to  be  applied  to  the  azimuths  of  all  of  the  lines  of  this 
underground  traverse. 

328.  Underground  Traverses.  —  Surveying  in  a  mine  is 
necessarily  a  process  of  traversing,  for  only  the  working  passages 
are  available  for  lines  of  survey.  The  line  of  traverse  is  not  always 
in  the  center  of  the  passage  but  is  often  varied  from  it  in  order 
that  the  longest  possible  sight  may  be  taken.  In  the  tortuous 
passages  of  a  mine  it  is  frequently  necessary  to  take  very  short 
sights  on  the  main  traverse  and  since  the  azimuth  is  transferred  to 
distant  connections  through  these  short  lines  great  care  should  be 
exercised;  and  instrumental  errors  should  be  eliminated  by  revers- 
ing the  telescope  and  using  the  mean  of  the  two  results.  The 
positions  of  the  walls  of  the  passages  are  noted  as  the  work  pro- 
ceeds and  are  sketched  in  approximately  on  the  plot.  After  the 
main  traverses  have  been  run,  the  surface  boundaries,  if  touched, 
may  be  accurately  established  underground  and  the  stopes  and 
working  places  surveyed  by  more  convenient  and  less  accurate 
methods,  from  the  stations  already  established. 

It  is  often  very  convenient  in  underground  work  to  take  the 
azimuth  from  an  estimated  general  direction  (or  strike)  of  the  vein ; 
for  the  direction  of  the  meridian  is  of  no  importance  in  the  actual 
working  of  a  mine,  while  the  direction  of  most  of  the  passages  will 
usually  vary  only  a  few  degrees  from  the  strike,  and  thus  all  trav- 
erse calculations  are  simplified. 
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A  speedy  and  convenient  manner  of  running  an  underground 
traverse  is  to  use  three  tripods  ha\dng  leveling  heads  and  centering 
plates  like  those  of  the  transit.  The  transit  fits  on  to  any  of 
these  heads  and  while  it  is  attached  to  one  of  them  the  other  two 
are  surmounted  by  lamp  targets  in  which  the  sighting  center  has 
exactly  the  same  position  as  the  sighting  center  of  the  transit 
would  have  if  set  on  the  same  tripod.  These  tripods  are  placed 
vertically  over  or  under  the  stations  and  the  transit  is  attached  to 
the  middle  one.  When  the  transit  head  is  moved  from  the  middle 
to  the  foremost  tripod  a  target  takes  its  former  place  and  the 
hindmost  tripod  is  brought  ahead  of  the  transit  and  set  up  on 
the  new  forward  station.  The  lamp  behind  the  plumb-target  or 
plumb-line  should  give  a  diffused  illumination  of  considerable 
area  so  that  it  may  be  easily  found  with  the  telescope  and  so  that 
it  may  render  the  cross-hairs  of  the  telescope  plainly  visible.  In 
cases  where  the  illumination  of  the  object  is  such  that  the  hairs 
cannot  be  distinguished,  a  light  is  thrown  obliquely  into  the 
telescope  tube  in  front  of  the  hairs,  preferably  by  a  tube  reflector 
(Fig.  133)  in  front  of  the  object  glass. 

Sometimes  a  brass  lamp  with  a  small  central  flame,  called  a 
plummet-lamp,  is  suspended  in  place  of  a  plumb-line  and  the 
flame  is  sighted  at,  but  this  is  too  small  a  target  for  quick  work 
and  the  surveyor  may  also  mistake  other  lights,  such  as  miner's 
lamps  or  candles,  for  it  when  sighting  through  the  telescope. 

329.  Establishing  Station  Points.  —  The  station  point  is 
established  either  on  the  floor  or  on  the  roof,  according  to  the 
character  and  condition  of  the  mine;  the  chief  object  sought  is 
permanence  of  position  rather  than  convenience  in  getting  at 
the  point  for  future  use,  which  is  of  secondary  importance.  The 
station  point,  however,  should  be  so  placed  that  it  will  be  pos- 
sible to  set  the  instrument  either  over  or  under  it.  In  a  vein 
mine  a  timber  in  the  roof,  especially  a  stuU,  is  often  more  per- 
manent than  the  floor  or  rock  roof,  but  any  timber  is  likely  to 
be  moved  by  the  miners.  The  hanging  wall  is  a  good  place  for 
the  station,  but  if  the  inclination  is  small,  and  the  roof  liable  to 
cave,  as  in  a  coal  vein,  the  foot  wall  or  floor  is  best. 

To  establish  a  station,  get  a  miner  to  make  a  drill-hole  about 
six  inches  deep,  more  or  less,  according  to  the  hardness  of  the 
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rock.  Cut  a  wooden  plug  to  fit  this  hole  tightly  when  ham- 
mered in  dry,  and  do  not  let  any  more  of  the  plug  project  than  is 
necessary.  Small  screw  eyes  make  good  roof  station  points 
from  which  to  suspend  the  plumb-line,  but  where  the  traverse 
lines  are  short  a  finishing  nail  bent  to  a  sharp  angle  is  better  as  the 
plumb-line  will  then  always  hang  in  exactly  the  same  position. 

330.  Undergrotind  Meastirements.  —  For  measuring  between 
stations  a  hundred-foot  steel  ribbon  tape,  divided  to  hundredths 
of  a  foot,  is  used ;  but  for  long  straight  tunnels  and  shaft  work  a 
longer  steel  wire  tape  is  more  convenient.  Great  care  should  be 
taken  not  to  let  cars  run  over  the  tape  as  this  will  invariably 
snap  it.  Some  mine  waters  are  also  very  severe  on  tapes  and  it 
is  often  impossible  to  keep  them  dry. 

331.  Notes  of  a  Mine  Traverse.  —  As  a  rule  the  notes  of  mine 
surveys  are  kept  in  the  form  of  sketches,  especially  the  details, 
such  as  the  location  and  extent  of  the  stopes.  These  details  are 
plotted  on  to  the  skeleton  survey  which  is  simply  a  traverse,  the 
notes  for  which  may  be  kept  as  shown  on  pp.  302a-b. 

The  different  station  points  of  this  survey  are  numbered  for 
identification  only,  their  numbers  bearing  no  relation  to  the 
distances  between  them.  For  convenience  the  stations  on  the 
first  level  are  numbered  loi,  102,  etc.;  on  the  second  level  201, 
202,  and  so  on.  In  larger  and  more  complex  mines  the  system 
of  numbering  and  lettering  stations  is  carried  out  still  farther. 

332.  Plotting  a  Mine  Traverse.  —  This  survey  can  be  plotted 
by  computing  three  sets  of  coordinates  which  give  all  the  data 
needed  for  showing  the  mine  in  plan,  longitudinal  section,  and 
transverse  section.  If  the  three  coordinate  planes  are  the  meri- 
dian plane,  the  east  and  west  plane,  and  the  horizontal  plane,  then 
the  vertical  and  horizontal  distances  from  each  slope  measure- 
ment are  first  obtained  by  multiplying  the  measured  distance  by 
the  sine  and  the  cosine  respectively  of  their  vertical  angles.  The 
vertical  distance  is  the  difference  in  elevation  between  the  two 
points.  From  the  horizontal  projection  and  the  azimuth,  or 
bearing,  the  latitude  and  departure  of  the  course  can  be  computed 
as  usual  (Art.  384,  p.  352).     A  plot  of  these  notes  will  be  seen  in 

Fig-  137- 

It  is  assumed  in  plotting  these  notes  that  all  the  transit  lines 
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in  the  galleries  run  2  ft.  below  the  roof  and  in  the  center  of  the 
galleries,  which  are  6  ft.  high  and  4  ft.  wide;  conditions  which 
are  more  uniform  than  would  occur  in  actual  practice.  The 
measurements  which  locate  the  walls  of  the  galleries  have  been 
purposely  omitted  from  the  foregoing  notes  for  the  sake  of 
simplicity. 

If  it  is  desired  to  substitute  for  the  meridian  plane  a  vertical 
plane  through  the  strike  and  for  the  east  and  west  plane  one 
which  is  at  right  angles  to  the  strike,  then  all  of  the  true  bearings 
or  azimuths  must  be  corrected  by  an  amount  equal  to  the  strike. 
After  these  bearings  have  been  corrected  the  three  coordinates 
are  calculated  in  the  same  way  as  described  above.  The  advan- 
tage of  this  latter  method  is  that  the  levels  are  shown  in  their 
full  length  in  the  longitudinal  section  and  the  shaft  is  shown  in 
its  true  length  in  the  transverse  section. 

333.  UNDERGROUND  LEVELING.  —  The  drainage  of  a  mine 
is  usually  toward  the  shaft  (Fig.  137),  and  the  grade  of  the 
levels  is  such  as  w^ill  make  the  tractive  force  of  a  full  car  going 
towards  the  shaft  equal  to  the  pull  required  to  move  an  empty 
car  in  the  opposite  direction.  When  connections,  other  than  ver- 
tical ones,  have  to  be  made  the  grades  must  be  taken  into  consid- 
eration. In  this  work  an  ordinary  surveyor's  level  is  generally 
used  in  conjunction  with  a  short  leveling  rod.  Ordinarily  this 
rod  is  five  or  six  feet  long,  but  may  be  shorter  for  use  in  small 
coal  seams. 

334.  MINE  MAPS  AND  CHARTS.  —  The  galleries  of  a  mine 
are  often  so  nearly  over  one  another  that  confusion  is  liable  to 
arise  in  charting,  unless  some  special  means  of  identif>ing  them 
is  employed.  As  these  galleries  or  working  passages  appertain 
to  definite  levels  or  strata,  a  different  color  may  be  assigned  to 
each  level  or  stratum  and  adhered  to  throughout.  The  lines  of 
sur\'ey  arc  in  a  colored  ink  and  the  passages  or  workings  are  of  a 
faint  tint  of  the  same  color.  These  colors  can  also  be  adhered 
to  on  the  elevations,  of  which  there  are  usually  two,  one  along  the 
strike  and  the  other  at  right  angles  to  it.     (See  Fig.  137.) 

Some  surveyors  use  large-scale  plots  and  simply  mark  the  posi- 
tion of  the  stations  on  them,  so  that  when  a  course  has  to  be  set 
out  its  distance  and  direction  can  be  scaled  directly  from  the  map. 
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Another  method  is  to  use  a  small  scale  map  and  mark  on  it, 
in  figures,  the  exact  coordinates  of  every  station  point.  The 
origin,  or  point  of  reference,  is  usually  the  plumb-line  of  the 
shaft,  and  the  two  vertical  planes  of  reference  may  conveniently 
be  taken  through  the  estimated  generiil  strike  and  dip  of  the  vein. 
The  true  course  of  the  survey  lines  may  also  be  marked  and  all 
the  exact  data  can  be  clearly  kept  in  a  minimum  space. 

The  progress  of  work  in  the  stopes  or  rooms  of  the  mine  is 
generally  represented  on  different  plans  from  those  used  to  show 
the  main  headings.  These  working  plots  may  be  either  vertical, 
horizontal,  or  parallel  to  the  vein  or  seam.  In  any  case,  the 
thickness  of  the  deposit  is  recorded  at  frequent  intervals  together 
with  other  particulars,  such  as  thickness  of  waste  or  value  of  ore. 
(Sec  Fig.  140a.)  These  thicknesses  are  all  measured  at  right 
angles  to  the  plane  of  the  working  plan,  so  that  when  multiplied 
by  the  area  on  the  plot,  the  cubic  capacity  of  any  section  is 
obtained.  Where  the  ore  occurs  in  irregular  masses,  not  con- 
forming particularly  to  any  one  plane,  the  above  system  does  not 
apply  and  some  other  method  must  be  devised  by  the  surveyor. 

The  best  way  of  estimating  amounts  not  mined  is  to  sketch 
their  probable  extent  on  such  a  chart  from  the  data  available  and 
to  make  use  of  the  area  and  thickness  method  as  suggested  in  the 
preceding  paragraph.  Ground  explored  by  boreholes  but  not 
opened  by  headings  may  be  best  shown  by  plotting  in  plan  the 
positions  of  both  of  the  walls,  where  struck  in  the  boreholes, 
marking  the  elevations  in  figures  on  the  plan.  Contours  may 
then  be  sketched  in  colors,  and  a  very  good  idea  of  the  shape  and 
trend  of  the  ore  body  obtained,  and  the  quantities  of  ore  may 
also  be  calculated  therefrom.  (See  Computation  of  Volume, 
Chapter  XII.) 

335.  Laying  out  Mining  Work.  —  Drifts  or  cross-cuts  are 
laid  out  by  putting  in  two  nails  or  hooks  in  the  roof,  not  too 
near  together,  from  which  the  miner  can  hang  two  plumb-lines 
and  sight  the  center  of  the  heading  he  is  to  run. 

Vertical  shafts  are  carefully  plumbed  on  the  inside  of  the 
frames,  and  frame  by  frame,  as  these  are  put  in.  It  is  best  to 
hang  the  plumb-line  from  several  frames  above  the  bottom  one, 
as  these  upper  ones  are  more  likely  to  have  ceased  to  move. 
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Hang  the  line  an  even  fraction  of  an  inch  each  way  from  the  true 
position  of  the  comers  and  note  any  accidental  variation  in  the 
last  frame  set,  so  that  in  future  work,  if  it  is  desired  to  hang  the 
plumb-line  from  this  frame,  its  error  of  position  can  be  allowed 
for.  The  dimensions  of  a  shaft  or  drift  are  given  either  "in 
the  clear,"  meaning  net  measurements  inside  all  timbers,  or 
"over  all,"  meaning  gross  measurement  outside  all  timber  and 
lagging. 

336.  UNDERGROUND  SURVEYING  PROBLEMS.  —  In  the  prac- 
tice of  mine  surveying,  problems  are  constantly  arising  which 
tax  the  ability  and  ingenuity  of  the  surveyor,  although  the  actual 
solution  of  most  of  them  is  quite  simple.  A  few  of  the  common 
problems  met  with  in  such  work  are  given  below. 

336a.  To  Find  an  Ore  Shoot  by  Driving  a  Level. — The  pitch 
being  given  by  its  altitude  and  azimuth,  this  serves  as  a  course 
from  any  point  on  the  ore  shoot  whose  coordinates  are  known. 
The  difference  in  elevation  between  this  point  and  that  of  the 
level  to  be  driven  is  divided  by  the  sine  of  the  altitude  (or  vertical 
angle)  of  the  ore  shoot,  which  gives  the  slope  distance  along  the  ore 
shoot.  The  horizontal  coordinates  of  the  point  where  the  level 
will  intersect  the  ore  shoot  may  then  be  calculated. 

337*  Vertical  Angle  Correction 
for  Eccentricity  of  the  Top  Tele- 
scope. —  As  has  been  stated  in  Art. 
317,  all  vertical  angles  taken  by 
means  of  the  top  telescope  must  be 
corrected  for  the  eccentricity  of  this 
attachment.  In  Fig.  138  the  vertical 
angle  has  been  taken  to  a  point  C  in 
the  bottom  of  a  shaft.  The  distance 
AC  was  measured,  A  being  the  hori- 
zontal axis  of  the  main  telescope. 
Since  the  transit  is  set  up  over  a  sur- 
face station  at  £,  the  distances  de- 
sired are  DC  and  AD,  HB  and 
H'A  are  both  horizontal, 


Fig 


then  F'  =  F  -  ACB  =  F  -  v 
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where  V  is  the  angle  as  measured  by  the  top  telescope,  v  is  the 
angular  correction  for  eccentricity,  and  F'  is  the  corrected  angle. 

^.         .  AB       Distance  between  telescopes 

Since  sm  v  ==  — — -  = ;— ^-— 

AC  Distance  measured 

we  may  easily  construct  a  table  giving  the  value  of  v  for  any 
measured  distance. 

The  vertical  and  horizontal  components  of  i4C  are  then 


and 


AD  =  ^CsmF' 
DC  =  AC  cos  V 


AC  sin  (F-  v) 
^Ccos(F-  v) 


Had  the  measured  distance  been  BC  instead  of  AC  we  should 
have 

DC  ^CF  +  FD  =  BC  cos  V+  ABsm  V 
similarly     AD  =  BC  sin  V-  AB  cos  V 

the  last  term  in  each  equation  representing  a  component  of  the 
extra  link  in  the  traverse  introduced  by 
the  eccentricity  as  explained  in  Art.  317, 
p.  289. 

The  horizontal  angle  correction  for 
the  side  telescope  is  derived  by  similar 
reasoning. 

337a.  Vertical  Angle  Correction  for 
Eccentric  Bearing  Telescope.  —  In 
Fig.  139,  A  is  the  central  bearing  for 
the  telescope  and  B  is  the  eccentric 
bearing  in  which  the  telescope  rested 
when  the  vertical  angle  V  and  the 
distance  BC  were  measured. 

DC  =  FC  +  AB  ==  BC  cos  V  +  AB 
AD  =  BF  =^  BC  sin  V. 

338.    To  Establish  a  Boundary  Line  of  the  Claim  Undergrotind. 

—  In  Fig.  140  points  A  and  B  are  on  the  boundary  of  the  claim. 
The  shaft  is  located  at  5,  and  it  is  desired  to  prolong  the  under- 
ground working  in  the  drift  H'J'  to  a  point  K'  vertically  under 
the  boundary  line.     The  surface  traverse  BADCS  is  run  out, 
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point  S  is  plumbed  down  to  S^,  and  the  meridian  transferred 
into  the  mine.  Then  the  underground  traverse  S'E'F'G'H'J' 
is  run  out.  The  horizontal  projections  of  all  the  measured  lines 
on  both  traverses  are  computed  (or  measured),  and  the  length 


of  the  level  line  AH'  and  its  bearing  can  be  calculated  as  described 
in  Art.  398,  p.  367.  In  the  horizontal  triangle  AH'K\  AW 
and  all  the  angles  being  known,  the  line  H'K'  can  readily  be 
computed.  If  the  drift  H'J'  is  not  level  the  distance  from  H' 
along  the  drift  to  the  boundary  plane  will  be  equal  to  the  horizontal 
distance  H'K'  divided  by  the  cosine  of  the  vertical  angle. 

339.  To  Lay  Out  a  Connection  in  a  Mine.  —  Here  the  prob- 
lem is  to  determine  the  bearing  (or  azimuth)  and  the  vertical 
angle  and  the  distance  to  run  from  point  ^  in  a  mine  to  point  B 
in  another  portion  of  the  mine.  A  traverse  can  be  run  from  A 
to  B  through  the  passages  already  cut  in  the  mine,  and  all  the 
distances  reduced  to  horizontal  distances  which,  together  with 
the  azimuths,  form  a  traverse  in  which  the  length  of  the  closing 
line  AB  (horizontal  projection)  and  its  azimuth  are  missing. 
These  can  easily  be  computed  by  the  method  explained  in  Art.  398, 
p.  367.  The  diflference  in  elevation  between  the  actual  points 
A  and  B  together  with  the  length  of  the  horizontal  projection  of 
AB  will  give  the  vertical  angle;  from  these  data  the  direction 
and  distance  between  the  points  A  and  B  can  be  computed. 

340.  Plotting  Geological  Data.  —  A  complete  survey  should 
show  the  boundaries  of  the  various  formations,  the  planes  of 
bedding  and  the  foliation,  the  fault  planes  mth  their  displace- 
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ments,  and  all  veins  and  dikes  encountered.  These  data  could  of 
course  be  shown  to  some  extent  by  three  coordinate  planes  as  in 
solid  geometry,  but  it  is  usually  better  to  plot  the  geological  data 
taken  in  each  level.  Any  inclined  rock  surface  is  then  repre- 
sented by  a  series  of  contour  lines  corresponding  to  the  levels 
from  which  the  information  is  actually  obtained.  Strikes,  dips, 
and  intersections  may  then  be  determined  by  use  of  a  protractor, 
a  scale  and  a  table  of  cotangents,  or  a  cotangent  scale.  (See 
Fig.  140a.) 

In  a  metal  mitie  a  plan  of  each  level  when  filled  in  with  all  the 
geological  data  will  have  as  much  detail  as  can  conveniently  be 
shown.  It  is  usual  in  such  cases  to  make  a  geological  plan  of  each 
level  separately  on  thin  tracing  paper  so  that  any  two  or  possibly 
three  consecutive  ones  may  be  superimposed.  The  particular 
position,  strike,  and  dip  of  any  shoot  or  surface  may  then  be  as 
easily  found  as  though  they  were  all  plotted  on  the  same  piece  of 
paper. 

340a.  Location  of  Ore  Shoot  Displaced  by  Fault.  —  A  fault 
is  a  displacement  along  a  plane  or  approximately  plane  surface. 
Such  a  displacement  may  of  course  be  divided  into  two  direct 
components  and  a  rotation. 

Three  distinct  measurements  have  to  be  made  to  determine 
these  three  variables.  A  fault  wholly  in  a  homogeneous  forma- 
tion supplies  none  of  .these  measurements.  A  fault  in  a  foliated 
formation  can  in  general  have  only  its  rotation  determined.  A 
fault  cutting  a  homogeneous  vein  may  supply  one  other  measure- 
ment but  such  a  vein  must  have  shoots  or  some  other  equally 
distinctive  feature  in  order  that  all  three  measurements  may  be 
made. 

In  a  general  way  only  one  of  these  measurements  appears  on 
the  plan  of  one  individual  level  but  two  of  them  may  appear  by 
comparison  on  the  plans  of  two  levels  by  the  tracing  paper  method 
previously  mentioned  and  all  three  may  be  shown  by  a  similar 
comparison  of  three  levels.  The  components  of  displacement 
need  not  be  always  determined  in  order  to  plan  for  future  excava- 
tions. It  will  in  general  be  sufficient  to  use  a  scale  and  a  straight- 
edge to  determine  the  position  of  an  ore  shoot  on  the  next  level 
to  be  opened  up.    Fig.  140a  shows  how  these  components  may  be 
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determined  and  made  use  of,  however,  in  cases  of  necessity. 
The  left  portion  of  the  figure  shows  a  plan  of  a  vein  the  two  parts 
of  which  have  been  separated  by  a  fault.  The  directions  of  the 
horizontal  lines  marked  "mean  course  of  vein"  and  of  the  horizon- 
tal lines  on  the  fault  planes  have  been  determined  at  each  level  in 
the  mine.  The  line  AB  represents  the  horizontal  distance  between 
the  two  portions  of  the  vein,  measured  along  the  fault  plane,  and 
its  length  may  be  scaled  directly  from  the  plan.  The  dips  of  the 
vein  and  of  the  fault  plane  are  indicated  by  arrows.  The  dis- 
tances CD,  EF,  and  GH,  when  scaled  off  with  the  cotangent 
scale,  will  give  the  angle  of  dip  of  the  vein,  fault,  and  ore  shoot 
respectively,  since  these  distances  are  taken  between  points  which 
differ  just  loo  feet  in  elevation.  The  vertical  distance  between 
the  two  portions  of  the  vein  may  be  measured  by  scaling  JK  with 
the  vertical  scale  shown  at  the  left  of  the  figure.  The  "feet"  on 
this  scale  are  not  shown  their  true  length  but  are  reduced  in  the 
ratio  of  i :  cot  (dip  of  vein),  i.e.,  if  a  right  triangle  were  constructed 
having  i  foot  as  its  vertical  side  and  one  of  these  scale  units  as  its 
horizontal  side  the  hypotenuse  would  have  the  same  slope  as  the 
vein.  This  scale  cannot  be  used,  of  course,  in  any  other  direc- 
tion than  perpendicular  to  the  strike  of  the  vein. 

On  the  right  of  the  figure  are  shown  a  view  looking  perpendicular 
to  the  plane  of  the  vein  and  one  perpendicular  to  the  fault  plane. 
The  former  shows  the  method  of  recording  the  quantities  of  ore 
removed  and  the  results  of  assays.  The  latter  shows  the  actual 
displacement,  the  point  L  having  been  at  M  before  the  faulting  took 
place. 

Where  only  one  level  is  opened  up  the  dips  of  faults  and  veins 
must  be  determined  as  accurately  as  the  short  distance  between 
roof  and  floor  afltords.  This  determination  can  only  be  approxi- 
mate as  local  irregularities  of  strike  and  dip  are  very  numerous. 
Where  there  are  several  consecutive  beds  which  have  been  explored 
either  by  headings  or  boreholes  it  is  best  to  represent  each  bed  by 
contours  on  a  separate  plan;  these  can  be  plotted  on  tracing  paper 
if  it  is  •necessary  to  examine  the  relations  of  consecutive  beds  to 
one  another  or  to  the  surface.  Fault  planes  cutting  folded  beds 
will  show  as  curved  lines  but  can  be  readily  plotted  or  examined 
as  to  strike,  dip,  and  displacement  from  the  plan  of  only  one 
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curved  or  folded  bed,  by  the  aid  of  a  section  on  the  plane  of  the 
fault  which  can  be  plotted  from  the  data  on  this  plan. 

341.  HYDRAULIC  SURVEYING  FOR  MINES.  —  The  miner's 
unit  for  measuring  water  is  the  miner's  inch.  By  an  inch  of 
water  was  originally  meant  such  continuous  flow  as  will  go 
through  a  one  inch  square  hole,  the  head  of  water  behind  it 
being  usually  six  to  nine  inches.  This  very  loose  definition  has 
been  done  away  with  but  the  name  still  applies,  being  defined 
more  exactly  as  ninety  cubic  feet  of  water  per  hour  (i^  cubic 
feet  per  minute).  In  spite  of  all  criticism,  the  miner's  inch  has 
become  by  custom  the  standard  unit  for  the  flow  of  water  in  most 
mining  districts.  It  no  doubt  retains  its  hold  on  the  practical 
mind  because  no  good  definite  time  or  capacity  units  are  in  gen- 
eral use,  seconds,  minutes,  hours,  and  days,  or  gallons  and  cubic 
feet  with  their  clumsy  relations  to  one  another,  being  used  ac- 
cording to  the  whim  of  the  individual.  To  get  an  idea  of  the 
magnitude  of  a  standard  miner's  inch,  it  may  be  remembered 
that  it  is  equivalent  to  a  stream  one  inch  square  running  at  a 
uniform  rate  of  3.6  feet  per  second.  This  is  about  a  medium 
speed  for  small  mountain  streams;  and,  with  a  little  practice, 
the  flow  of  such  a  stream  in  miner's  inches  may  be  calculated 
mentally,  after  rough  measurements  have  been  made  of  the  cross- 
section  of  the  stream  and  the  speed  of  flow  of  the  water  at  the 
surface.  The  accuracy  of  this  process  is  within  the  ordinary 
limits  of  fluctuation  of  the  stream  from  day  to  day.  If  the  flow 
has  to  be  recorded  over  e  long  period  it  is  well  to  put  in  a  weir. 

For  estimating  the  flow  of  larger  and  more  important  moun- 
tain streams,  a  portion  of  the  stream  where  the  width  and  flow 
are  comparatively  uniform  may  be  chosen  and  the  length  of  this 
portion  measured  and  marked  by  flags.  A  cross-section  of  the 
bottom  of  the  stream  is  obtained  at  each  flag  and  at  intermediate 
points  if  necessary  by  measuring  the  depth  at  equal  intervals 
across  the  stream;  from  these  a  mean  cross-section  is  obtained. 
Floats  are  started  at  intervals  across  the  stream  opposite  the  up- 
stream flag,  and  timed  with  a  stop  watch  while  running  to  the 
down -stream  flag;  the  speed  of  each  float  represents  the  velocity 
of  the  stream  in  its  respective  longitudinal  strip.  Each  velocity 
is  multiplied  by  the  area  of  the  corresponding  portion  of  the 
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cross-section  of  the  stream,  and  from  the  total  flow  so  computed 
a  certain  percentage  is  deducted  for  the  excess  of  surface  over 
mean  flow;  this,  for  ordinary  mountain  streams,  is  roughly  twice 
the  percentage  of  the  grade  of  the  channel.  For  details  regard- 
ing stream  measurements,  see  Chapter  IX  of  Volume  II. 

The  surveying  and  staking  out  of  mining  ditches,  flumes,  and 
pipe  lines  follow  the  general  practice  for  this  work  in  other  fields 
of  engineering. 

342.  Testing  for  Ore  by  Electric  Currents.  —  Methods  of 
testing  the  earth  for  ores  by  means  of  electrical  currents  and 
waves  arc  being  experimented  upon,  and  the  working  out,  record- 
ing, and  plotting  of  the  results  arc  likely  to  become  a  part  of  the 
mine  surveyor's  work. 

SURFACE  SURVEYING. 

343.  SURFACE  SURVEYING  IN  RUGGED  MOUNTAIN  REGIONS. 

—  In  accurate  work,  such  as  the  surveying  of  mining 
claims  for  patent,*  the  ordinary  mining  transit  may  be  used. 
Measurements  are  made  with  a  steel  wire  tape,  300  to  500  feet 
long  and  marked  every  10  feet  (or  20  feet)  so  as  to  be  used  with 
a  short  auxiliary  steel  ribbon  tape  which  is  divided  to  him- 
dredths  of  a  foot.  The  measurements  are  taken  from  the  center 
of  the  instrument  to  the  object  at  which  it  is  pointed,  care  being 
taken  not  to  overstretch  the  tape  nor  to  kink  it.  The  most 
accurate  work  is  done  by  stretching  Ihe  tape  with  a  tension 
handle  (a  spring  balance)  which  can  be  attached  by  a  clamp  to 
any  part  of  the  tape.  Where  it  is  feasible,  just  enough  tension 
is  given  so  that  the  stretch  of  the  tape  compensates  for  the  short- 
age due  to  sag.  In  many  cases  assistants  will  have  to  hold  the 
middle  point  or  the  points  at  one-third  and  two-thirds  the  length 
of  the  tape  up  to  the  line  of  sight,  giving  at  the  same  time  enough 
pull  to  make  the  sag  equal  in  the  different  sections  of  the  tape. 

There  are  several  systems  of  traversing.  The  most  common 
is  to  measure  the  height  of  the  center  of  the  instrument  above  the 

•  By  patent  proceedings  is  meant  the  proceedings  necessary  to  obtain  from 
the  government  a  fee  simple  deed  to  the  mining  claim. 
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station  point,  and  then  to  sight  an  equal  height  on  a  graduated 
staff  held  on  the  back  and  forward  stations,  recording  the  azimuth, 
vertical  angle,  and  distance.  Another  method  is  to  sight  and 
measure  to  targets  set  at  a  fixed  height  above  the  stations,  record- 
ing the  vertical  angle  only  at  alternate  stations.  If  the  vertical 
angles  are  read  at  every  station  there  will  be  two  sets  of  vertical 
angle  and  distance  measurements.  The  three  tripod  method 
may  also  be  used  as  described  for  underground  work;  and  lastly 
two  transits  and  instrument-men  may  be  employed,  each  sighting 
to  the  other's  telescope  and  measuring  the  distances  between 
them.  Each  of  these  methods  has  its  advantages  and  disadvan- 
tages, and  the  best  one  to  use  depends  upon  the  conditions  of  the 
work  to  be  done.  In  some  cases  there  will  be  twice  as  many 
vertical  angles  and  in  some  cases  twice  as  many  distance  read- 
ings as  are  actually  needed,  but  these  extra  readings  may  be  used 
as  a  check  available  in  the  field. 

In  making  general  maps  of  a  mining  district,  only  monu- 
ments and  important  locations  need  be  accurately  shown.  This 
accurate  work  which  is  the  first  to  be  done  forms  a  skeleton  on 
which  to  make  a  general  map.  The  topography  can  be  filled  in 
by  a  transit  fitted  with  fixed  stadia  w^ircs  and  a  compass. 

The  best  topographical  data  in  mountainous  country  are  ob- 
tained by  running  traverses  along  the  ridges  and  valleys;  these 
arc  also  usually  the  best  places  to  travel.  Much  sketching  is 
necessary  and  the  work  should  be  plotted  by  the  surveyor  him- 
self each  day  as  the  work  proceeds.  In  this  work  a  rough  deter- 
mination of  the  topography  is  sufficient,  since  the  plans  are  usu- 
ally plotted  to  the  scale  of  i^j^^^  or  smaller,  and  therefore  such 
instruments  as  the  hand  compass,  clinometer,  and  aneroid  baro- 
meter can  be  used.  With  such  instruments  one  man  can  do  the 
entire  work.  The  plane  table  cannot  be  used  to  advantage  in 
mountain  or  mine  surveying,  but  photographic  surveying  may 
often  prove  useful  in  filling  in  details  of  topography. 

344.  MINE  BOUNDARIES.— Appropriations  Under  United 
STATES   LAWS.*  —  In  most  countries  mineral  rights  are  defined 

*  For  further  information  with  regard  to  this  subject  see  the  Manual  of 
Instructions  for  the  Survey  of  the  Mineral  Land  of  the  United  States,  issued 
by  the  Commissioner  of  the  General  Land  Office,  Washington,  D.  C. 
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by  vertical  planes  through  lines  marked  out  on  the  surface. 
Title  to  metalliferous  lands,  however,  as  granted  by  the  United 
States,  conveys  the  right  to  all  minerals  included  in  the  down- 
ward prolongation  of  the  portions  of  veins  cut  off  by  the  verti- 
cal end  bounding  planes,  i.e.,  a  vein  can  be  worked  in  the 
dip  indefinitely,  but  in  the  direction  of  the  strike  it  is  limited  by 
the  end  bounding  planes  of  the  claim.  This  law  has  given  rise  to 
much  litigation  and  there  are  still  many  unsettled  points  involved. 
The  Federal  law  allows  a  claim  to  cover  1500  feet  located 
along  the  direction  of  a  vein  and  300  feet  of  surface  ground  on 
each  side  of  it.  These  dimensions  which  constitute  the  maxi- 
mum can  be  reduced  by  local  laws.  The  ordinary  method  of 
locating  a  claim  is  shown  in   Fig.    141.     The  discovery  being 
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Fig.  141.    Plan  of  Lode  Claim. 

made  at  D  the  center  line  WC-D-EC  is  run  and  then  the  end 
lines  SE'NE  arid  SW-NW  are  put  in,  being  made  parallel  with 
each  other  and  straight.  The  side  lines  need  not  of  necessity  be 
parallel  and  are  not  usually  run  out  on  the  ground. 

A  monument  with  explanations  is  placed  at  each  of  the  seven 
points  marked.  If  in  a  limbered  countr}',  the  lines  run  should 
be  blazed,  and  squared  trees  may  be  used  as  monuments.  At 
D  (Fig.  141)  a  location  notice  is  posted,  defining  the  boundaries 
of  the  claim  and  containing  such  explanation  as  would  identify 
the  claims  in  case  of  dispute.  The  miner  usually  makes  the  loca- 
tion survey  himself,  using  approximate  courses  and  distances. 
There  is  legally  no  objection  to  this  work  being  done  roughly, 
but  when  a  patent  survey  comes  to  be  made,  neither  the  dimen- 
sions specified  in  the  location  notice  nor  the  limits  of  the  claim 
as  marked  off  on  the  ground  can  be  exceeded.  So  when  the 
location  survey  is  roughly  made  certain  **  fractions  "  of  ground 
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are  not  included,  and  these  may  cause  much  trouble,  especially 
when  "groups"  of  claims  are  located. 

In  such  preliminary  surveying,  traverses  may  be  run  along 
courses  where  the  sights  can  be  conveniently  taken;  this  may  save 
much  time  and  considerably  simplify  the  work,  especially  in 
thickly  timbered  regions  (Art.  329,  p.  30a).  In  the  description 
it  is  sufficient  to  state  the  approximate  compass  bearings  of  the 
boundaries.  The  center  line  and  side  lines  need  not  be  straight  or 
parallel,  but  are  assumed  to  be  so  unless  marked  with  additional 
monuments.  If,  on  account  of  the  crookedness  of  the  vein,  it 
is  advisable  to  make  the  center  line  of  the  claim  a  series  of  straight 
lines  (like  a  traverse),  this  can  be  done,  but  the  above  conditions 
must  be  fulfilled  with  regard  to  the  length  and  breadth  of  the 
claim  and  the  two  end  lines  must  be  parallel.  In  order  to  guard 
against  troublesome  litigation,  an  effort  is  sometimes  made  to 
surround  a  valuable  claim  with  others,  thus  forming  a  "group." 
The  more  valuable  claim  is  then  protected  as  regards  all  "extra- 
lateral  rights." 

Flat  deposits,  such  as  coal  and  placer,  are  subject  only  to 
vertical  bounding  planes,  and,  provided  the  boundaries  are 
approximately  north  and  south  lines,  marked  plainly  on  the 
ground,  and  the  legal  area  is  not  exceeded,  no  difficulty  need  be 
encountered.  The  Federal  law  allows  20  acres  to  be  taken  for 
a  placer  claim  but  fixes  no  limits  in  regard  to  breadth  or  length. 
Local  or  state  laws  can  regulate  the  size,  provided  the  20  acre 
limit  per  claim  is  not  exceeded.  The  coal  lands  law  is  made  sub- 
ject to  the  general  system  of  public  land  surveys  for  agricultural 
lands.     (See  Chapter  V.) 

345.  SURVEYING  FOR  PATENT.  —  The  surveying  of  claims 
for  patent  from  the  United  States  Government  can  only  be 
obtained  by  those  who  have  received  appointment  of  United 
States  Deputy  Mineral  Surveyor  and  they  must  have  an  order 
from  the  Surveyor  General  of  the  state  or  territory  in  which  the 
claims  are  located  before  making  any  such  survey. 

In  surveying  for  patent,  much  more  accurate  work  has  to  be 
done  than  when  merely  locating  a  claim.  After  the  shape  of 
the  claim  as  originally  staked  has  been  determined,  the  positions 
of  the  new  comers  and  other  boimdary  marks  are  computed  and 
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laid  out  on  the  ground  The  original  claim  cannot  anywhere  be 
exceeded  and  usually  has  to  be  cut  down  so  as  to  make  the  end 
lines  parallel  and  bring  the  dimensions  of  the  claim  within 
statutory  limits.  All  this  must  be  done  accurately,  the  limit  of 
error  allowed  being  one  in  two  thousand.  Besides  the  marking 
of  the  boundaries  on  the  ground,  the  position  of  at  least  one  of 
the  comers  of  each  claim  must  be  determined  with  reference  to 
permanent  monuments  recognized  by  the  government.  The 
true  meridian  must  also  be  determined  by  obser\:ations  of  the 
sun  and  all  courses  must  be  referred  to  it.  The  position  of  all 
buildings  and  surface  improvement  must  be  found  and  shown 
on  the  plot,  and  also  the  position  of  all  comers  of  other  claims 
for  which  a  patent  has  already  been  applied.  The  surveyor 
must  also  make  an  estimate  of  the  value  of  and  describe  all 
improvements,  such  as  tunnels,  shafts,  open-cuts  and  other 
mining  work  done  on  the  ground,  and  these  should  amount  to 
not  less  than  $500.00  worth  per  claim.  The  Manual  of  Instruc- 
tions describes  a  great  many  other  details  which  must  be  known 
lo  the  Deputy  Mineral  Sunxyor  before  his  sun-ey  will  be  accepted, 
and  defines  the  penalties  attached  to  poor  or  dishonest  work. 
Patented  claims  may  overlap,  and  in  fact  do,  in  all  mining  dis- 
tricts, but  in  making  application  for  patents  to  claims  which  lap 
on  ground  previously  patented,  the  exact  rights  desired  on  the 
area  of  intersection  must  be  defined. 

Placer  claims  may  be  taken  in  twenty  acre  tracts,  the  bound- 
ing lines  of  which  must  conform  with  the  general  system  of  sur- 
vey lines  established  by  the  Government,  but  if  such  survey  has 
not  been  extended  to  the  district,  they  must  be  bounded  by  true 
meridian  and  east  and  west  lines.  The  sur\xy  of  coal  land  is 
subject  to  somewhat  similar  rules. 

346.  The  Surveying  of  Boreholes.  —  Boreholes, 
whether  made  by  a  rotary  or  a  percussion  drill,  are  never  per- 
fectly straight  and  unless  the  ground  is  remarkably  homo- 
geneous, are  not  amenable  to  any  mathematical  law.  Means 
have  been  devised,  however,  of  measuring  the  strike  and  dip  of 
a  hole  at  any  particular  distance  from  its  mouth.  The  trend  of 
the  borehole  can  thus  be  plotted  with  some  degree  of  approxi- 
mation and  the  position  of  any  particular  body  or  stratum  struck 
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in  the  borehole  determined.  One  method  depends  in  principle 
upon  the  conversion  from  liquid  into  jelly,  by  cooling,  of  a 
solution  of  gelatin,  contained  in  a  small  vessel  together  with  a 
compass  needle  and  a  plumb-bob  and  of  such  a  shape  as  to 
align  itself  with  any  part  of  the  hole  in  which  it  may  be  placed. 
Another  instrument  takes  a  photographic  record  of  the 
position  of  the  compass  needle  and  plumb-bob,  after  the  lapse  of 
such  an  inter\^al  of  time  as  is  necessary  to  place  the  instrument 
in  proper  position  and  allow  the  needle  and  plumb-bob  to  come 
to  rest.  The  position  of  points  in  any  plane  stratum,  as  found 
by  three  boreholes,  determines  it.  If,  however,  the  angle  at 
which  a  borehole  cuts  this  stratum  is  known,  only  two  boreholes 
are  necessary  and  if  the  strike  and  dip  of  the  stratum  is  known, 
one  borehole  is  sufficient  to  determine  it. 

347.  STAKING  OUT  THE  PROBABLE  APEX  OF  A  VEIN.  — 
It  is  often  required  to  prolong  the  course  of  an  inclined  vein  on 
the  rugged  surface,  either  for  exploration  purposes  or  to  locate 
a  claim.  This  may  be  accomplished  by  setting  up  on  the  vein  a 
transit  fitted  with  a  solar  attachment,  the  main  telescope  being 
inclined  at  the  angle  of  dip  of  the  vein  in  altitude  and  pointed  at 
right  angles  to  the  strike  in  azimuth.  The  solar  attachment, 
when  set  for  the  zero  declination,  will  sight  points  only  in  the  plane 
of  the  vein. 

As  veins  are  usually  somewhat  irregular,  the  survey  need  not 
necessarily  be  made  with  a  transit.  Instead,  a  small  plane  table 
may  be  improvised  so  that  all  points  in  the  plane  of  the  deposit 
can  be  conveniently  sighted,  the  plane  table  having  been  brought 
into  the  plane  of  the  vein. 

348.  ECONOMIC  PRINCIPLES.  —  The  surveying  of  mine 
workings  is  strictly  an  economic  problem  and  the  surveyor  must 
study  it  as  such.  The  accuracy  attained  must  be  such  that  the 
cost  in  obtaining  it  and  the  saving  of  expense  in  mining  oper- 
ations through  it  together  effect  the  maximum  of  economy.  The 
surveyor  bearing  this  in  mind  will  be  neither  too  careless  nor  too 
exact.  He  will  not,  for  example,  close  down  the  mine  in  order 
to  carry  a  meridian  into  it  when  no  important  connections  are 
needed,  and  there  are  no  boundary  disputes.  On  the  other 
hand,  in  some  cases  accuracy  of  a  survey  is  of  such  prime  impor- 
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tance  that  a  temporary  interference  with  the  working  of  the  mine 
may  be  warranted. 

In  any  given  case  the  surveyor  must  make  a  scientific  meas- 
ure of  the  accuracy  re- 
quired. There  is  no 
better  method  of  ob- 
taming  results  of  known 
accuracy  than  to  go  over 
the  lines  several  times 
with  varying  conditions, 
but  this  is  not  always 
good  economy,  especially 
in  such  work  as  plumb- 
ing a  shaft  which  neces- 
sitates a  temporary  stop- 
page of  all  hoisting  opera- 
tions. Often  the  con- 
trolling error  will  be  due 
to  the  plumbing  of  the 
meridian.  In  Fig.  142,  D 
is  the  horizontal  distance 
in  a  straight  line  from 
the  shaft  to  the  connec- 
tion, d  is  the  distance  be- 
tween the  plumb-lines, 
and  e  its  error  as  ascertained  by  measuring  or  other  means. 

The  controlling  error  at  the  connection  is  £  =  ^-^and  is  in  a 

a 

direction  perpendicubr  to  that  in  which  D  was  measured  on  the 
chart.  This  is  obvious,  for  the  surveys  of  the  galleries  are  con- 
sidered accurate,  the  error  being  one  of  relative  rotation  around 
the  shaft  as  an  axis.  Where  there  are  many  angular  errors  of 
the  same  degree  of  magnitude,  such  as  occur  when  a  number  of 
short  sights  are  included  in  the  traverse,  the  distances  may  be 
measured  from  these  short  lines  to  the  connection  and  their 
respective  errors  Ej,  £„  JEgj  etc.  found  at  these  localities.  These 
are  then  resolved  according  to  their  respective  latitudes  and 
departures  into  Sj,  S„  S„  etc.,  and  W^,  W^,  W^,  etc.     The  greatest 
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possible  error  is  then  5j  +  5,  +  5,  +  etc.  to  the  north  or  south 
and  W^  +  W^  +  W^  +  etc.  to  the  east  or  west,  these  summap- 
tions  being  made  without  regard  to  any  sign. 

Likewise  the  mean  probable  error  is  VSj'  +  5,'  +  S^  +  etc. 
to  the  north  or  south  and  VwJ'TWJ'+W^  etc.  to  the  east 
or  west.  Errors  due  to  the  measurement  of  distances  are  noC 
likely  to  be  great,  but  if  necessary  these  may  be  divided  into 
latitudes  and  departures  directly  and  compounded  with  those 
due  to  angular  error. 

Besides  being  of  immediate  service  to  the  surveyor,  the  prac- 
tice of  computing  possible  and  probable  errors  gets  him  in  the 
habit  of  thinking  along  the  most  business-like  lines  instead  of 
drifting  into  a  rut  or  losing  interest  in  his  work. 

The  surveyor  should  keep  his  plans  up  to  date  and  see 
that  the  men  in  charge  of  the  mining  operations  fully  under- 
stand their  instructions;  for  many  mining  men  of  considerable 
experience  get  entirely  wrong  notions  of  the  shape  of  their  work- 
ings and  arc  often  too  proud  to  ask  for  information.  The  sur- 
veyor, without  assuming  a  "know-it-all  "  attitude,  can,  from  the 
specialized  nature  of  his  work,  often  make  useful  suggestions 
in  regard  to  the  exploration  of  a  mine.  By  working  always  in 
harmony  with  the  other  officials  of  the  mine,  he  can  further  the 
interests  of  all  concerned,  both  employers  and  employees. 


PROBLEMS. 


1.  From  a  monument  at  the  mouth  of  a  tunnel  a  line  is  run  in  the  tunnel,  azi- 
muth 37°  24',  slope  distance  424  ft.,  vertical  angle  -f  2°  10';  thence  azimuth  62°  42', 
slope  distance  278.5  ft.,  vertical  angle  -f  2°  18'  to  breast.  From  the  same  monu- 
ment a  line  is  run  on  the  surface,  azimuth  98°  33',  slope  distance  318.5  ft.,  vertical 
angle  —  3°  22';  thence  azimuth  38°  02',  slope  distance  647  ft.,  vertical  angle  -f-  14°  13' 
to  the  center  of  a  vertical  shaft.  How  deep  must  the  shaft  be  to  meet  a  connect- 
ing drift  run  on  a  grade  of  -f  2.4  %  from  the  breast  of  tunnel,  and  what  is  the 
slope  length  and  azimuth  of  this  drift? 

2.  The  strike  of  a  certain  vein  at  point  of  outcrop  is  N  43°  E  and  the  dip  is 
71°  50',  pitch  S.E.  From  this  point  of  outcrop  a  surface  line  is  run,  N  83°  15'  E, 
slope  distance  248  ft.,  vertical  angle  —  12°  34';  thence  S  2^54'  E,  slope  distance 
208.5,  vertical  angle  —  14°  34'  to  a  point  from  which  the  tunnel  is  to  be  driven  in 
the  direction  N  71°  W  and  with  a  grade  of  -f  3-8%  until  it  intersects  the  vein. 


320  MINING    SURVEYING  .  [Chap.  XI. 

(a)  What  would  be  the  slope  length  of  such  a  tunnel? 

(b)  What  would  be  the  slope  length  and  bearing  of  the  shortest  possible  tun* 
nel  run  on  a  +  1.3%  grade  to  intersect  the  vein  ? 

3.  A  vein  has  a  strike  of  S  67°  W  and  its  dip  b  55°.  What  b  the  azimuth  of 
an  incline  on  the  vein  having  a  slope  of  44°? 

4.  From  the  bottom  of  vertical  shaft  No.  i  a  horizontal  traverse  was  run  in  the 
nune  to  the  bottom  of  vertical  shaft  No.  2  as  follows:  Assumed  azimuth  o^,  distance 
243  ft.;  thence  azimuth  340°,  distance  121  ft.;  thence  southeasterly  a  distance  of  473 
ft.  along  a  vein  which  shows  a  strike  of  60**  (azimuth)  and  a  dip  of  35**;  thence  azi- 
muth 42°  distance  25  ft.  to  the  center  of  shaft  No.  2.  From  a  point  vertically 
above  the  last  point  a  line  is  run  on  the  surface  with  true  azimuth  116**  20^,  dis- 
tance 411  ft.  (horizontal)  to  a  point  A  from  which  the  center  of  shaft  No.  i  is  sighted 
at  azimuth  71°  30'. 

(a)  How  much  deeper  will  shaft  No.  2  have  to  be  sunk  to  reach  the  vein? 

(b)  What  is  the  true  strike  of  the  vein  ? 

5.  A  vertical  winze  has  been  sunk  below  the  level  of  a  tunnel.  It  is  desired 
to  sink  a  vertical  shaft  from  the  surface  to  connect  with  the  winze.  The  monu- 
ment X  is  established  at  the  mouth  of  the  tunnel  and  the  monument  Y  is  near  the 
site  of  the  proposed  shaft.  Y  bears  S  88°  58'  56"  W,  896.796  ft.  from  X,  The 
following  are  the  notes  of  the  survey  connecting  X  and  the  winze  comers  A,  B,  C, 
and  D:  — 

Station.  Mean    Deflection.     Horizontal  Distance.        Station. 


X 

qOoo' 

896.796 

Y 

Y 

45°  05'  34"  R 

403.080 

I 

I 

74°  05'  06"  L 

587.208 

2 

2 

32°  23'  43"  L 

67.000 

3 

3 

54<'43'47"  R 

44.803 

4 

4 

39°  51'  57"  R 

41.075 

5 

5 

31°  lo'  10"  R 

19-573 

Cor.  A 

31^  lo'  10"  R 

27.240 

Cor.  B 

31°  43' 40"  R 

21.477 

Cor.  C 

24°  02'  40"  R 

25-773 

Cor.  D 

Required  the  location  of  the  shaft  comers  on  the  surface. 

6.  From  a  monument  M  at  the  mouth  of  a  tunnel  a  traverse  is  run  in  the  tunnel, 
azimuth  20°  35',  distance  352  ft.,  vertical  angle  +  1°  to  point  i4;  thence  azimuth  61**, 
distance  528  ft.,  vertical  angle  +  0°  40^  to  point  B  at  the  breast  of  the  tunnel. 
From  M  a  surface  traverse  is  run,  azimuth  25°  10',  distance  578  ft.,  vertical  angle 
+  4°  25'  to  point  C;  thence  azimuth  11®,  distance  407  ft.,  vertical  angle  +  14*20^ 
to  point  D,  which  is  the  center  of  a  vertical  shaft  120  ft.  deep.  Find  the  length 
and  grade  of  a  connecting  incline  from  the  bottom  of  the  shaft  to  the  breast  of  the 
funnel. 

7.  Assuming  the  transit  to  be  in  perfect  adjustment  what  is  the  error  in  hori. 
zontal  angle  in  sighting  down  a  500-ft.  shaft,  5  ft.  in  breadth,  when  the  telescope 
cannot  be  sighted  closer  than  3  seconds  along  the  inclined  line  ? 
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COMPUTATIONS. 
CHAPTER  Xn. 

GEKERAIi    PRINCIPLIIS.— MISCELLANEOUS    PROBLEMS.— 
EARTHT^ORK  COMPUTATIONS. 

349.  GENERAL  REMARKS.  —  The  iJtimate  purpose  of  many 
surveys  is  to  obtain  certain  numerical  results  to  represent 
quantities  such  as  areas  or  volumes.  In  the  section  on  Survey- 
ing Methods  it  has  been  pointed  out  that  in  all  surveys  there 
should  be  a  proper  relation  between  the  precision  of  measure- 
ment of  the  angles  and  distances.  To  secure  final  results  to  any 
given  degree  of  precision,  the  measurements  in  the  field  must  be 
taken  with  sufficient  precision  to  yield  such  results.  In  com- 
puting from  a  given  set  of  field  notes  the  surveyor  should  first 
determine  how  many  places  of  figures  he  should  use  in  the  com- 
putations, the  aim  being  to  obtain  all  the  accuracy  which  the 
field  measurements  will  yield  without  wasting  time  by  using 
more  significant  figures  than  are  necessary.  Professor  Silas  W. 
Holman*  in  the  preface  to  his  "Computation  Rules  and  Loga- 
rithms*' says*: — "It  would  probably  be  within  safe  limits  to 
assert  that  one-half  of  the  time  expended  in  computations  is 
wasted  through  the  use  of  an  excessive  number  of  places  of  fig- 
ures, and  through  failure  to  employ  logarithms." 

Final  results  should  be  carried  to  as  many  significant  figures 
as  the  data  will  warrant  and  no  more.  In  order  to  insure  the 
desired  precision  in  the  last  figure  of  the  result  it  will  usually  be 
necessary  to  carry  the  intermediate  work  one  place  further  than 
is  required  for  the  final  result. 

350.  The  number  of  significant  figures  in  the  result  of  an 
observation  is  the  number  of  digits  which  are  known.  For  in- 
stance, if  a  distance  is  recorded  as  24,000  ft.  when  its  value  was 

*  See  "  Computation  Rules  and  Logarithms,"  by  Professor  Silas  W.  Holman, 
published  by  Macmillan  &  Co.,  New  York. 
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obtained  to  the  nearest  thousand  feet  only,  it  contains  but  two 
significant  figures.  The  zeros  are  simply  put  in  to  show  the 
place  of  the  decimal  point.  If,  however,  the  distance  has  been 
measured  to  the  nearest  foot  and  found  to  be  24,000  ft.  there 
are  five  significant  figures,  for  the  zeros  are  here  as  significant  as 
the  2  or  4.  Similarly  a  measurement  such  as  0.00047  contains 
but  two  significant  figures,  the  zeros  simply  designating  the  posi- 
tion of  the  decimal  point,  for,  had  this  same  value  been  recorded 
in  a  unit  ijj^jriTfj  as  large  the  result  would  have  been  47. 

Again,  if  a  series  of  rod-readings  are  taken  on  different  points 
to  thousandths  of  a  foot  and  three  of  the  readings  are  4.876, 
5.106,  and  4.000  it  is  evident  that  each  of  these  readings  contains 
four  significant  figures;  if  each  of  them  is  multiplied  by  1.246  the 
respective  results  are  6.075,  6.362,  and  4.984.  But  had  the 
results  been  measured  to  the  nearest  tenth  of  a  foot  and  found  to 
be  4.9,  5.1,  and  4.0  these  values  when  multiplied  by  1.246  should 
appear  as  6.1,  6.4,  and  5.0.  This  illustration  indicates  the  proper 
use  of  significant  figures.  Since  the  rod-readings  4.9,  5.1,  and  4.0 
are  reliable  only  to  about  1.5  to  2  per  cent,  the  multiple  1.246 
should  be  used  in  this  computation  as  1.25.  Similarly  in  the  use 
of  such  a  constant  as  7r=3.i4i5927  it  is  a  waste  of  time  to  use  any 
more  significant  figures  in  the  constant  than  exist  in  numbers  with 
which  the  constant  is  to  be  combined  in  the  computation. 

351.  In  deciding  how  many  places  of  decimals  to  use  in  the 
trigonometric  functions  the  student  should  examine  the  tabular 
differences  and  determine  what  percentage  error  is  introduced 
by  any  error  in  an  angle.  For  example,  suppose  an  angle  of  a 
triangle  to  have  been  measured  in  the  field  to  the  nearest  minute. 
There  may  be  an  error  of  30  seconds  in  this  angle,  and  it  will  be 
seen  from  the  table  of  natural  sines  that  the  tabular  difference 
for  one  minute  in  the  fourth  decimal  place  varies  from  3  for  a 
small  angle  to  less  than  i  for  a  large  angle,  and  that  the  vari- 
ation is  about  the  same  for  cosines,  and  for  tangents  and  cotan- 
gents of  angles  under  45°.  Then  for  half  a  minute  the  differ- 
ence will  be,  on  an  average,  about  i  in  the  fourth  place.  There- 
fore, in  general,  four  places  will  be  sufficient  when  the  angles 
have  been  measured  to  the  nearest  minute  only.  But  if  there 
are  several  steps  in  the  computations  it  may  be  advisable  to  use 
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five- place  tables.  Similarly  it  can  be  seen  that  five-place  tables 
of  functions  will,  in  general,  give  angles  to  the  nearest  10  seconds, 
and  six-place  tables  to  the  nearest  second.  These  are  only  aver- 
age results  and  are  intended  to  give  the  student  a  suggestion  as 
to  how  to  decide  for  himself  whether  to  use  four,  five,  or  six- 
place  tables.  It  is  obviously  a  great  saving  of  time  to  use  four- 
place  tables  where  four  places  are  needed  rather  than  to  use  six 
or  seven- place  tables  and  drop  off  the  last  two  or  three  digits. 
The  amount  of  labor  increases  about  as  the  square  of  the  number 
of  places  in  the  tables,  i.e.,  work  with  6-place  tables:  work  with 
4-place  table  =  36:16. 

352.  The  following  simple  examples  illustrate  the  useless- 
ness  of  measuring  the  distances  with  a  precision  which  is  incon- 
sistent with  that  of  the  angles,  when  the  angles  are  to  be  used  in 
the  computation  of  other  distances.  Given  the  measurements 
shown  on  Fig.  143.  If  the  angle  B  was  measured  to  the  nearest 
minute  only  there  may  be  an  error  of 
30  seconds  in  this  angle  and  the  tab- 
ular difference  for  30  seconds  for  the 
sine  and  cosine  of  this  angle  in  four- 
place  tables  is  o.oooi;  therefore  use 
four-place  tables.  In  this  case  it  is 
evident  that  the  0.02  on  the  hypo- 
tenuse distance  is  of  no  value  what- 
ever in  determining  the  length  of  the 
other  two  sides  a  and  fc,  that  the  0.6 
being    the    fourth    significant    figure 

should  be  retained,  and  that  the  resulting  length  of  a  or  fc  will  not 
be  reliable  to  more  than  four  significant  figures. 

log  773.5  =  2.8885  log  773-6  =  2.888s 

log  cos  44°i2'  =  9.8555  log  sin  44^12'  =  9.8433 

log  a  =  2.7440  log  b  =  2.7318 

fl  =  554.6  b  =  539.3 

If  it  is  assumed,  however,  that  the  angle  B  is  measured  by 
repetition  and  found  to  be  44®  12' 25'^  the  error  in  the  original 
angle  then  was  about  25'^.     By  using  the  same  value  for  the  hypo- 
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tenuse  (773.6)  and  six-place  tables  to  secure  greater  precision  the 
value  of  a  is  554.5  and  of  b  539.4.  Comparing  these  results  with 
those  obtained  above  will  give  a  good  idea  of  the  error  in  length 
of  these  lines  due  to  reading  the  angle  to  the  nearest  minute  only 
and  also  a  proper  conception  of  the  fallacy  of  computing  with 
tables  of  more  than  four  places  when  the  angles  are  read  to  the 
nearest  minute  only.  The  diflference  between  the  values  of  a 
and  b  obtained  by  use  of  the  angle  44®  1 2'  and  similar  results  by 
use  of  44°  12'  25'^  is  due  entirely  to  the  25^^  and  not  to  the  fact  that 
four- place  tables  were  used  in  the  former  case  and  six-place 
tables  in  the  latter,  for  in  both  cases  the  result  has  been  obtained 
to  four  significant  figures  only. 

It  is  also  evident  that  when  the  angle  B  was  measured  to  the 
nearest  minute  it  was  inconsistent  to  measure  the  hypotenuse 
closer  than  to  the  nearest  tenth  of  a  foot.  But  if  angle  B  was 
measured  to  the  nearest  10  seconds  the  line  AB  should  have  been 
measured  to  the  nearest  hundredth.  It  should  not,  however, 
be  assumed  that  in  all  cases  where  angles  are  only  measured  to 
the  nearest  minute  the  sides  should  be  recorded  to  tenths  of  a 
foot.  It  is  the  percentage  error  in  the  measurement  of  the  sides 
which  must  be  the  same  as  the  percentage  error  in  the  angles. 
If  the  sides  are  very  short,  they  should  be  measured  to  hun- 
dredths of  a  foot  to  be  consistent  with  angles  to  the  nearest  min- 
ute. In  general,  when  the  angles  are  read  to  nearest  minute 
only,  the  sides  should  be  measured  to  four  significant  figures; 
with  angle  to  nearest  10  seconds  they  should  be  measured  to 
five  significant  figures;  and  with  angles  measured  to  i  second  the 
sides  should  be  measured  to  six  significant  figures.  All  the  sides 
of  a  triangle  of  considerable  size  might  be  measured  to  him- 
dredths  of  a  foot,  the  angles  being  recorded  to  the  nearest  minute 
only,  and  the  distances  used  for  the  computations,  the  angles 
serving  merely  as  checks;  this,  of  course,  is  practicable  at  times. 
353.   In  Fig.  144  the  angle  is  measured  to  the  nearest  minute, 

but  the  distance  is  measured  to  him- 
dredths  of  a  foot.  In  this  case  we 
are  to  determine  the  length  of  a  long 
line  from  a  short  one  and  the  error 
in  the  short  line  is  therefore  multi- 
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plied  several  times.  The  same  degree  of  precision  should  be 
secured  in  the  measured  line  BC  as  is  desired  in  the  computed 
lines  AC  or  A B,  which,  it  is  assumed  in  this  case,  is  required 
to  four  significant  figures.  In  order  that  the  measurements  of 
line  BC  and  angle  A  may  be  consistent  with  the  precision  of 
the  required  result,  BC  should  be  taken  to  the  nearest  hundredth 
of  a  foot  and  angle  A  to  the  nearest  minute.  In  this  computa- 
tion four- place  tables  should  be  used  and  the  value  obtained  for 
AC  OT  AB  should  be  recorded  only  to  four  significant  figures. 

log  12.34  =  1. 0913 
log  tan  3^56'  =  8.8373 
log  i4C  =  2.2540 
AC  =  179.5 

If  i4C  is  desired  to  the  nearest  hundredth  of  a  foot  the  angle 
A  might  be  determined  closely  by  repetition,  but  this  will  not 
give  the  length  AC  to  the  nearest  hundredth  unless  BC  has  been 
measured  closer  than  to  the  nearest  hundredth;  for,  suppose 
there  is  an  error  of  0.005  ft.  in  the  measurement  of  5C,  then  the 
line  AC  being  about  15  times  as  long  as  BC  will  have  an  error  of 
0.075  ft-  ^o  matter  how  exact  the  angle  at  A  may  be  measured. 
In  other  words,  if  i4C  is  desired  correct  to  five  significant  figures 
BC  should  contain  five  significant  figures.  Evidently  the  prac- 
tical way  of  obtaining  an  exact  value  for  the  inaccessible  dis- 
tance ^C  is  to  measure  AB  to  the  nearest  hundredth,  and  to 
compute  AC  from  AB  and  BC,  using  the  angle  at  -4  as  a  check 
on  the  measured  distances.  In  both  of  the  above  examples  it 
is  assumed  that  the  90®  is  exact. 

354.  LOGARITHMC  OR  NATURAL  FUNCTIONS.  —  The  ques- 
tion as  to  whether  logarithmic  or  natural  functions  shall  be 
used  will  depend  upon  the  computation  in  hand.  Many  sur- 
veyors have  become  so  accustomed  to  using  naturals  that  they 
will  often  use  them  when  logarithms  would  require  less  work 
and  offer  fewer  opportunities  for  mistakes.  Each  method  has 
its  proper  place,  and  the  computer  must  decide  which  will  be  the 
better  in  any  given  case.  The  use  of  logarithms  saves  consid- 
erable time  spent  in  actual  computation  because  the  process  is 
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simpler,  but,  on  the  other  hand,  looking  up  the  logarithms  con- 
sumes time.  The  result  is  in  many  cases,  however,  a  saving  of 
time  over  that  required  to  do  the  arithmetical  work  of  multi- 
plying or  dividing.  While  the  multiplication  of  two  numbers 
of  three  or  four  digits  each  can  possibly  be  done  directly  more 
quickly  than  by  logarithms,  still  it  takes  more  mental  effort  and 
there  is  more  opportunity  for  making  mistakes  ;  but  in  case  sev- 
eral such  multiplications  are  to  be  made  logarithms  are  almost 
always  preferable.  Furthermore  when  there  are  several  multi- 
pUcations  of  the  same  number  logarithms  will  save  time  since  the 
logarithm  of  this  common  number  has  to  be  taken  from  the  table 
but  once.  Frequently,  however,  the  computation  is  so  simple 
that  the  use  of  logarithms  would  be  almost  absurd,  e.g.,  the  multi- 
plication of  any  number  by  a  simple  number  like  20,  25,  150,  or 
500.     If  a  function  of  an  angle  is  to  be  multiplied  or  divided  by 

any  such  number  the  natural 
function  should  of  course  be 
used. 

355.  SHORTCUTS.— The  so- 
lution of  a  right  triangle,  when 
one  of  the  angles  is  small,  involv- 
ing the  use  of  the  cosine  of  this 
small  angle,  can  often  be  more 
easily  obtained  by  the  use  of  the 
versed  sine  or  external  secant  of 
Fig.  145.  the  angle.     In  Fig.  145 


Vers  A  = 


Exsec  As 


-  CO 


AB 
E.B 
AC 


AB  =  207.42 
A  =  f  32' 
AC  =207.42  cos  7^32' 
But  AC  =  AB  -  CD 

=  207.42  —  207.42  vers  7®  32' 
=  207.42—  207.42  X  0.00863 
(207.42  X  0.00863  ~  ^^'191  by  slide  rule.) 
=  207.42  —  1.79 
«  205.63 


(I) 
(2) 
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Obviously,  when  the  angle  is  quite  small,  the  result  of  the  multi- 
plication indicated  in  ( 2)  can  be  taken  from  the  table  to  the  near- 
est hundredth  of  a  foot  with  much  less  effort  than  is  required  for 
the  computation  called  for  in  (i).  In  fact,  the  computation  in 
(2)  can  often  be  done  more  quickly  by  the  use  of  natural  num- 
bers than  by  logarithms,  and  in  most  cases  the  slide  rule  will 
give  results  sufficiently  exact  (Art.  359,  p.  330). 

Had  AC  been  given  (205.63)  and  the  angle  A,  (7®  32')  then 

AB '-^^^^ 

cos  7°  32 

But  AB  =  AE  -{^  EB 

=  205.63  +  205.63  exsec  7®  32' 

=  205.63  +  205.63  X  0.00871 

(205.63  X  0.00871  =  1.79,  by  slide  rule.) 

=  205.63  +  1.79 

=  207.42 

356.  There  are  many  "short  cuts"  in  arithmetical  work 
which  are  of  great  value  to  the  computer,  and  the  student  should 
endeavor  to  learn  the  most  conamon  and  simple  ones.  The  fol- 
lowing are  a  few  illustrations. 

247  X  100   24700 

247  X  25  =  -^ =  ^f- 

4        4 

68200 
682  X  50  =  

694  X  150  =  69400  -f  34700 

927  X  62.5  =  92700  X  I 

672  X  1002.3  =  672000  +  1344  +  201.6 

547  X  .9968  =  547  (i  -  .0032)  =  547  -  5-47  X  .32 

—  =  ^  (reducing  minutes  to  decimals  of  a  degree) 
60       6 

-^=8.43x8 
12.5 
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The  student  should  cultivate  the  habit  of  performing  men- 
tally as  much  of  the  work  as  can  be  done  without  fatigue,  delay, 
or  danger  of  mistakes.  No  hard  and  fast  rule  can  be  laid  down 
in  this  matter,  as  some  persons  have  more  aptitude  than  others 
for  work  of  this  kind.  Such  subtractions  as  1 80®— 36^47'  18'' 
should  always  be  performed  mentally.  Also  in  taking  the  co- 
logarithm  of  a  number  from  a  table  of  logarithms  the  result 
should  be  written  down  directly. 

357.  ARRANGEBIENT  OF  COMPUTATIONS.  —  All  survey- 
ing computations  should  be  kept  in  a  special  computation 
book.  At  the  head  of  the  page  should  appear  the  title  of  the 
work,  the  number  and  page  of  the  field  note-book  from  which 
the  data  are  copied,  the  names  of  the  computer  and  checker, 
and  the  date.  The  work  should  be  arranged  neatly  and  system- 
atically so  that  every  part  of  the  computations  can  be  traced 
by  any  one  who  is  familiar  with  such  work.  Where  possible  the 
work  should  be  so  arranged  that  numbers  will  have  to  be  written 
but  once.  Each  important  value,  each  column,  etc.  should  be 
labeled  so  that  it  can  be  readily  found. 

358.  CHECKS.  —  It  is  very  important  that  all  calculations 
should  be  checked,  not  merely  at  the  end  of  the  computation 
but  also  at  as  many  intermediate  steps  as  possible.  In  this  way 
a  great  waste  of  time  may  be  prevented  and  serious  mistakes 
avoided.  One  good  method  of  checking  is  to  perform  the  oper- 
ations when  possible  by  two  independent  methods,  for  example, 
by  the  use  of  logarithms  and  by  natural  functions.  Very  often 
two  men  do  the  computing,  one  man's  work  acting  as  a  check 
on  that  of  the  other.  The  two  may  each  work  by  the  same  or 
by  different  methods,  and  the  results  may  be  compared  at  inter- 
vals. Every  part  of  the  work  should  be  done  independently,  from 
the  copying  of  data  out  of  the  note-book  to  the  final  results.  It 
is  not  uncommon  to  find  two  men  computing  the  same  area 
where  only  one  of  them  looks  up  the  logarithms.  In  case  a  mis- 
take is  made  in  looking  up  the  logarithms  the  results  may  check 
but  both  are  wrong.  The  computer  should  also  check  his  work. 
roughly  by  estimating  approximately  what  the  result  should  be. 

359.  SLIDE  RULE. — A  valuable  aid  in  checking  calculations  is 
an  instrument  known  as  the  slide  rule,  which  enables  the  computer 
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to  multiply  and  divide  numbers  by  logarithms  by  a  purely  mechan- 
ical  process.  It  is  really  the  equivalent  of  a  table  of  logarithms. 
It  consists  of  a  wooden  rule,  usually  about  10  inches  long,  having 
a  groove  in  one  side  in  which  runs  a  small  wooden  strip  called  the 
slide.  On  one  face  of  the  rule  are  placed  two  scales,  A  and  Z>, 
Fig.  146,  one  above  and  one  below  the  slide  which  is  indicated  by 
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^IG.  146. 

B  and  C  These  are  constructed  by  plotting  logarithms  of  num- 
bers by  subdividing  a  unit  of  some  convenient  length,  say  10 
inches.  For  example,  the  log  of  i  is  o,  so  this  is  taken  as  the 
left  end  of  the  scale  and  the  number  i  placed  at  this  point.  The 
log  of  2,  to  three  significant  figures,  is  0.301,  and  a  line  is  placed 
therefore  at  a  distance  equal  to  j^^V  ^^  ^^^  ^^  inches,  or  3.01 
inches,  and  marked  with  the  number  2.  Similarly  at  4.77  (log 
3  =  0.477)  a  line  is  marked  3.  In  this  way  the  logarithms  of 
other  numbers  are  plotted.  The  space  between  i  and  2  is 
subdivided  by  plotting  log  i.i,  log  1.2,  etc.  The  subdivision  is 
continued  until  the  spaces  are  as  small  as  will  admit  of  rapid 
and  accurate  reading  of  the  scale. 

It  is  customary  to  make  the  spacing  on  the  upper  scale  just 
half  that  on  the  lower,  i.e.,  if  10  inches  is  chosen  as  the  imit  for 
the  lower  scale,  then  the  unit  for  the  upper  scale  will  be  5  inches. 
Since  the  length  of  this  upper  scale  is  only  half  the  length  of  the 
rule  there  are  usually  two  scales  exactly  alike  marked  on  the  upper 
part  of  the  rule,  the  right  end  of  one  coinciding  with  the  left  end 
of  the  other. 

On  the  slide  are  two  scales,  B  and  C,  exact  duplicates  of  those 
on  the  rule  and  so  placed  that  when  the  end  line  of  the  scale  B 
on  the  slide  is  placed  opposite  the  end  line  of  the  scale  A  on  the 
rule,  every  line  on  the  slide  is  exactly  opposite  its  corresponding 
line  on  the  rule.  A  runner  is  usually  attached  to  the  rule  for 
convenience  in  setting  and  reading  the  scales.  This  runner  is 
a  small  metal  slide  which  fits  over  the  face  of  the  rule  in  such 
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a  way  that  it  can  be  slid  along  the  rule  and  set  at  any  reading  of 
the  scale.  It  is  usually  provided  with  a  fine  line  running  cross- 
wise of  the  rule  which  is  used  in  marking  the  exact  setting. 

Multiplication  or  division  of  numbers  is  performed  by  add- 
ing or  subtracting  the  scale  distances  corresponding  to  these 
numbers.  The  scale  distance  is  the  logarithm  of  the  number. 
Adding  two  scale  distances  is,  in  effect,  adding  two  logarithms, 
and  the  resulting  scale  distance  is  the  logarithm  of  the  number 
marked  opposite  on  the  scale.  For  example,  if  the  left  end  of 
scale  C,  Fig.  147,  is  set  opposite  the  number  2  of  the  scale  Z>, 
then  opposite  the  number  3  on  sca>e  C,  is  found  the  product,  6, 
on  scale  D.  The  distances  which  have  been  added  are  those 
corresponding  to  log  2  and  log  3  respectively.  The  sum  of 
these  distances  is  the  distance  corresponding  to  log  6.  Division 
is  performed  by  placing  the  divisor  on  scale  C  over  the  dividend 
on  scale  D  and  reading  the  result,  opposite  the  end  of  the  scale 
C  on  the  scale  D. 

Fig.  147  shows  the  position  of  the  scales  for  dividing  6  by  3. 
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Fig.  147. 

The  scales  A  and  B  may  be  used  in  a  like  manner.  It  is  evident 
that,  by  setting  the  runner  on  the  result  of  one  operation  and 
then  moving  the  slide  so  that  one  of  its  ends  coincides  with  the 
runner  setting,  continued  multiplication  and  division  can  be 
performed  without  the  necessity  of  reading  intermediate  results. 
Scale  D  may  be  used  in  connection  with  scale  A  for  obtain- 
ing squares  or  extracting  square  roots.  Since  the  spaces  on  scale 
A  are  one-half  those  on  scale  D  the  number  4  on  scale  A  is  oppo- 
site number  2  on  scale  Z>,  9  is  opposite  3,  and  so  on,  every  num- 
ber on  scale  A  being  the  square  of  the  corresponding  number  on 
scale  D,  Other  scales,  generally  log  sines  and  log  tangents,  are 
placed  on  the  reverse  side  of  the  slide,  so  that  trigonometric  cal- 
culations can  also  be  performed  with  this  instrument.    Results 
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obtained  with  the  ordinary  10  inch  slide  rule  are  usually  correct 
to  3  significant  figures,  so  that  this  slide  rule  is  the  equivalent 
of  three-place  logarithm  tables. 

360.  Thacher  Slide  Rule.  —  The  Thacher  slide  rule  consists 
of  a  cylinder  about  four  inches  in  diameter  and  eighteen  inches 
long  working  within  a  framework  of  triangular  bars.  On  these 
bars  is  fastened  a  scale  corresponding  to  the  scale  on  an  ordi- 
nary slide  rule,  and  on  the  cylinder  is  marked  another  scale  like 
that  on  the  bars.  The  cylinder  is  the  slide  and  the  triangular 
bars  form  the  rule.  This  rule  is  operated  in  a  manner  similar 
to  the  one  explained  above.  Results  can  be  obtained  with  it 
which  are  correct  to  four  and  usually  to  five  significant  figures. 

361.  REDUCING  THE  FIELD  NOTES  FOR  COMPUTATIONS. 
—  Before  any  of  the  computations  are  made  the  measure- 
ments taken  in  the  field  frequently  have  to  be  corrected  on 
account  of  erroneous  length  of  tape.  This  correction  can  usu- 
ally be  made  mentally  when  the  distarxes  are  transcribed  into 
the  computation  book.  The  errors  in  the  angles  are  balanced 
by  altering  Ihe  value  of  those  angles  which  were  taken  from  short 
sights  since  the  angular  errors  are  most  likely  to  occur  in  these. 
In  some  cases,  where  it  has  been  found  desirable  to  take  meas- 
urements on  a  slope,  these  distances  are  reduced  to  horizontal 
distances  by  multiplying  them  by  the  versed  sine  of  the  vertical 
angle  and  subtracting  the  result  from  the  corrected  slope  dis- 
tance; the  correction  for  error  in  the  tape  being  made  before  this 
is  done.  Sometimes  instead  of  a  vertical  angle  the  slope  dis- 
tance and  the  difference  in  elevation  between  the  points  are  the 
data  contained  in  the  field  notes.  In  this  case  the  formula  given 
in  Art.  20,  p.  13,  should  ordinarily  be  used. 

362.  CURVED  BOUNDARY  BY  OFFSETS.  —  The  offsets  to  the 
brook  (Fig.  53,  p.  104)  were  taken  at  regular  intervals  in  one 
portion  of  the  survey  and  in  another  portion  oflFsets  were  taken 
at  the  points  where  the  direction  of  the  brook  changes.  The 
offsets  which  were  taken  at  regular  intervals  give  a  series  of 
trapezoids  with  equal  altitudes  the  area  of  which  can  be  obtained 
by  one  computation.  Although  there  are  several  approximate 
rules  for  this  computation  the  two  most  common  are  what  are 
known  as  the  Trapezoidal  Rule  and  Simpson's  One-Third  Rule. 
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363.  Trapezoidal  Rule.  —  If  the  figure  is  considered  as  made 
up  of  a  series  of  trapezoids  their  area  can  be  found  by  the  follow- 
ing rule: — 


Area  =  d  (^  +  2  A  +  ^j 


where  d  =  common  distance  between  offsets, 
Ae  and  h\  =  end  offsets  of  the  series  of  trapezoids, 
and  2  fe  =  sum  of  the  intermediate  offsets. 


364.  Simpson's  One-Third  Rule.  —  In  the  development  of 
this  formula  the  curved  line  is  assumed  to  be  a  parabolic  curve. 
It  is  claimed  by  some  that  this  affords  rcsuhs  more  nearly  correct 
than  the  Trapezoidal  Rule,  although  for  most  problems  of  this 
kind,  where  the  offsets  at  best  can  give  but  an  approximate 
location  of  the  boundary,  frequently  a  brook  or  crooked  wall  the 
center  of  which  must  be  estimated,  it  is  quite  probable  that  the 
Trapezoidal  Rule  is  sufficiently  exact.  Simpson's  One-Third 
Rule  is  as  follows:  — 

Area  =    -(Ae  +   22  A^dd  +  4^  ^even  +  A'e) 

3 
where  d  =  common  distance  between  offsets, 
Ae  and  h\  =  end  offsets  of  the  series, 

2  2  Aodd  =  twice  the  sum  of  all  the  odd  offsets 

(the  3d,  5th,  7th,  etc.,  from  the  end) 
4  2  Aeven=  four  timcs  the  sum  of  all  the  even  offsets  (the  2d, 
4th,  6th,  etc.,  from  the  end). 


For  this  rule  to  apply  there  must  be  an  even  number  of 
trapezoids;  if  there  is  an  odd  number,  an  even  number  of  them 
may  be  computed  by  this  rule  and  the  extra  trapezoid  must  be 
computed  separately.  Or,  if  there  is  a  triangle  or  trapezoid  at 
the  end  of  this  series,  which  has  a  base  greater  or  less  than  d^ 
it  must  also  be  computed  separately. 
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Fig.  148  shows  the  computation  of  a  series  by  both  methods 
and  also  the  computation  of  several  trapezoids  and  triangles  at 
the  ends  of  the  series.  The  data  are  taken  from  the  field  notes 
in  Fig.  53,  p.  104. 
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365.    Straightening  crooked  Boundary  Lines.  —  in 
Fig.  149,  AEFGH  represents  a  cuned  boundary  between  two 


Fig.  149.     Straightening  a  Crooked  Boundary. 

tracts  of  land,  and  it  is  desired  to  run  a  line  from  il  so  as  to  make 
the  boundar)'  a  straight  line  and  to  leave  each  tract  of  the  same 
area  as  before. 

The  trial  line  AB  h  first  run,  and  the  distance  AB,  the  angles 
at  A  and  B,  and  the  necessar\'  offsets  to  the  cur\'ed  boundary  are 
measured  in  the  field.  Then  the  areas  of  the  property  between 
this  trial  line  and  the  cur\Td  line  are  computed  as  explained  in 
the  previous  articles.  The  sum  of  the  fractional  areas  on  one  side 
of  the  trial  line  and  the  sum  of  the  areas  on  the  other  side  of  it 
should  be  equal.  If  not  made  so  by  the  trial  line,  the  difference 
between  these  sums  is  the  area  of  a  correction  triangle  ABC  which 
must  be  taken  from  one  tract  and  added  to  the  other  because  the 
trial  line  has  taken  this  difference  from  one  of  the  tracts  and  it 
should  therefore  be  restored.  The  area  and  the  base  AB  being 
known  the  altitude  dC  can  be  computed.  Then  in  the  triangle 
ABC,  the  lines  BC  and  AC  and  the  angle  at  A  are  calculated;  and 
the  line  AC  is  staked  out,  its  calculated  length  being  checked  by 
measuring  the  line  AC  in  the  field  and  the  angle  at  A  being 
checked  by  the  measured  distance  BC. 

366.  Area  by  Triangles.  —  If  the  field  has  been  sur- 
veyed by  setting  the  transit  in  the  middle  of  the  field  and  taking 
angles  between  the  comers  (Art.  138,  p.  105),  the  areas  of  the 
triangles  may  be  found  by  the  trigonometric  formula: 

Area  =  J  a  6  sin  C, 

where  C  is  the  angle  included  between  the  sides  a  and  b. 

If  all  three  sides  of  any  of  the  triangles  have  been  measured 


STRAIGHTENING  CROOKED   BOUNDARY 


337 


or  if  the  field  has  been  surveyed  with  the  tape  alone  (Art.  139, 
p.  106),  the  area  of  the  triangles  can  be  found  by  the  trigono- 
metric formula:  — 


Area  =   '^s{s  —  a){s— b)(s  —  c) 
where  a,  fc,  and  c  are  the  sides  and  s  = 


367.  Area    of  a    Quadrilateral    by    Triangles.— 

Most  city  lots  have  four  sides,  and  while  the  Double  Meridian 
Distance  Method  (Art.  384,  p.  352)  is  often  employed  in  com- 
puting their  areas,  it  is  not  at  all  uncommon  in  computing  such 
quadrilateral  lots  to  divide  them  into  triangles,  checking  the  field- 
work  and  computations,  and  computing  the  areas  by  triangles. 

In  Fig.  150,  A  BCD  represents  an  ordinary  city  lot  in  which 
all  the  sides  and  angles  have 
been  measured.  It  is  evident 
that  the  diagonal  BC  can  be 
computed  either  from  BD, 
CDy  and  the  angle  D,  or  from 
A  By  AC,  and  the  angle  A. 
These  two  determinations  of 
BC  should  check  each  other. 
Similarly  two  independent  de- 
terminations oi  AD  can  be 
found.  These  evidently  check 
all  the  fieldwork  and  calcula- 
tions as  far  as  they  have  gone. 
In  computing  these  triangles 
the  best  way  is  to  resolve  all 
the  work  into  right  triangle 
calculations,  as  suggested  by 
the  dotted  lines  on  the  figure. 
Not  only  is  this  method  more  simple  than  to  use  the  oblique 
triangle  formulas,  but  it  gives  at  the  same  time  altitude  distances 
which  are  useful  in  computing  the  area  of  the  lot.  The  area 
can  be  obtained  by  calculating  the  area  of  one  pair  of  triangles 
and  readily  checked  by  calculating  the  other  pair. 


Fig.  160. 
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368.  AREA  OF  CURVED 
CORNER  LOT. —  In  Fig.  151, 
ABFHGDE  is  the  boundary 
of  a  comer  lot,  all  the  angles 
and  distances  of  which  have 
been  determined  in  the  field.  The 
area  of  ABODE  can  be  easily 
computed  by  the  method  ex- 
plained in  Art.  384,  p.  352. 
Then  the  area  of  FCGH  must  be 
subtracted  from  the  traverse 
area.  The  angle  /  is  known  and 
the  radius  KF  of  the  curve  is  given  or  can  be  computed  from  data 
such  as  CH  or  CF  obtained  in  the  field  (Art.  257,  p.  233). 

KFHG  =  iM^M^  =  /o  X  0.0x74533*  nHK)\^^  ^^y^ 

VI,  p.  506.) 

KFCG  =  FC  XFK 
FCGH  =  KFCG  -  KFHG 

The  area  of  FCGH  could  have  been  calculated  by  comput- 
ing the  area  of  the  triangle  FCG  and  then  subtracting  the  area  of 
the  segment  FHG  from  it.  The  area  of  this  segment,  however, 
cannot  be  calculated  accurately  by  any  short  formula.  An 
approximate  formula  for  the  area  of  a  segment  is 

Area  of  Circular  Segment  =  -  MC  (approximate),  where  M  is 

3 
the  middle  ordinate  and  C  is  the  chord  length 

M  = 

Expressed  in  terms  of  C  and  R, 

Area  of  Circular  Segment  = (approximately). 

I2A 

*  The  length  of  the  arc  of  curve  whose  radius  is  i  and  whose  central  angle 
is  i^is  0.0174533,  which  will  give  results  to  six  significant  figures, provided  /and 
R  are  correct  to  six  significant  figures. 

t  In  Fig.  152,  OB  sa  Radius  of  circular  curve. 

CI/  «  Middle  Ordinate  for  chord  AB, 
CD  is  drawn  tangent  to  the  curve. 


M  =   •—— '  (approximately). 
oK 
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These  formulas  are  fairly  accurate  when  M  is  very  small  as 
compared  with  C.  They  are  most  useful,  however,  as  a  check 
on  computations  made  by  the  prec  ding  method. 

369.  ROUGH  CHECKS  ON  AREAS.  —  If  the  traverse  has 
been  plotted  to  scale,  it  can  be  easily  divided  into  simple  figures 
such  as  rectangles  or  triangles,  their  dimensions  scaled  from  the 
plan,  and  their  areas  computed,  thereby  giving  an  independent 
rough  check  on  the  area. 

A  piece  of  tracing  cloth  divided  into  small  squares  can  be 
placed  over  the  plan  of  the  traverse  and  the  number  of  squares 
counted  and  the  fractional  parts  estimated,  generally  to  tenths 
of  a  square,  by  inspection.  Then  the  area  of  one  square  being 
known  an  approximate  area  of  the  traverse  may  be  obtained. 

370.  Planimeter.  —  One  of  the  commonest  ways  of  checking 
the  area  of  a  traverse  is  to  obtain  its  area  by  means  of  an  instru- 

£>B  =  Tangent  Offset  for  chord  CB. 
OE  is  drawn  perpendicular  to  CB. 
In  the  two  similar  triangles  OEB  and  CBD^ 
DB  :  CB  ^  BE'.  OB 

DB'.CB  ^  —  '.OB 

2 

2  OB 

Offset  from  Tangent  -     (Chord)'       . 
*  ax  Radius  ^  ' 

But      DB  =  CH,  and  AB  ^  2  X  CB        (approximately) 

\     2  I  AB^ 

-  ^^°     2  OB       "     8"^        (approximately) 

Middle  Ordinate  =-    ^^^^^^S       (approximately)  (2) 

The  following  will  give  some  idea  of  the  accuracy  of  this  formula : 

When  radius  =  20  ft.  and  chord  =  10  ft,  M  =  0.625,  (correct  value  is  0.635). 
When  radius  =  100  ft.  and  chord  =»  25  ft.,  M  «  0.781,  (correct  value  is  0.784). 
When  radius  =»  100  ft.  and  chord  =  100  ft.,  M  «  12.500,  (correct  value  is  13. 3^7). 
When  radius  =  1000  ft.  and  chord  =■  100  ft.,  M  «    1.250,  (correct  value  is  1.251). 

It  is  evident  from  the  above  that  this  formula  will  not  give  accurate  results 
when  the  chord  is  large  in  comparison  with  the  radius. 
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ment  called  the  planimeter.  It  is  a  small  instrument  consisting 
of  an  arm,  carrying  a  tracing  point,  which  is  fastened  to  the 
frame  of  the  instrument;  the  arm  can  be  adjusted  to  any  desired 
length.  The  frame  touches  the  paper  at  only  three  points;  the 
anchor  point,  the  tracing  point,  and  the  circumference  of  a  small 
wheel  which  is  free  to  revolve.  On  the  rim  of  this  wheel  is  a 
scale  and  beside  it  is  a  vernier  which  is  used  in  reading  the  scale. 
The  length  of  the  arm  can  be  regulated  by  setting  it  at  the 
proper  reading  on  a  scale  which  is  marked  on  the  arm,  so  that 
a  unit  on  the  wheel  scale  wjU  represent  any  desired  unit  area 
such  as  a  square  inch  or  a  square  centimeter.  (See  Appendix  B 
on  the  Planimeter.) 

In  using  the  instrument  the  anchor  point  is  set  at  some  con- 
venient position  on  the  drawing  outside  of  the  area  to  be  measured 
and  then  the  tracing  point  is  run  around  the  perimeter  of  the  area 
to  be  determined.  The  reading  on  the  wheel  is  recorded  when 
the  tracer  is  at  the  starting  point.  The  tracer,  in  passing  around 
the  perimeter,  should  be  kept  as  closely  as  possible  on  the  bound- 
ary line  and  should  return  exactly  to  the  starting  point.  Then 
the  scale  is  again  read,  and  the  difference  between  the  two  read- 
ings is  the  area  which  has  been  traced  out,  expressed  in  some  unit 
depending  on  the  length  of  the  arm.  The  result  can  be  easily 
transposed  into  the  unit  of  the  scale  of  the  map. 

Usually  the  settings  for  the  scale  on  the  arm  are  furnished  by 
the  maker  for  various  units  of  area.  It  is  safer  to  test  this  setting 
by  running  the  instrument  around  a  known  area,  such  as  4  square 
inches  and  determining  the  interval  passed  over  by  the  wheel  by 
making  several  tests  and  by  setting  the  anchor  point  at  different 
positions.  This  interval  divided  by  4  will  be  the  value  of  one 
square  inch  of  plan  area  and  this  is  equivalent  to  a  certain  number 
of  square  feet  of  surface,  depending  upon  the  scale  of  the  map. 
It  is  important  that  the  sides  of  the  trial  square  should  be  laid  off 
so  that  they  agree  with  the  present  scale  of  the  map  which,  owing 
to  swelling  or  shrinking  of  the  paper,  is  frequently  not  quite  the 
same  as  when  it  was  first  drawn  (Art.  479,  p.  428).* 

♦When  areas  are  desired  from  U.  S.  Geological  Survey  maps  on  which  are 
shown  parallels  of  latitude  and  longitude  it  is  best  to  refer  all  planimetered  areas 
to  the  areas  of  a  quadrilateral,  say,  1°  on  a  side.     The  area  of  such  quadrilateral 
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371.  DEFLECTION  ANGLES  AND  CHORDS  FOR  A  CIRCULAR 
CURVE.  —  The  computations  shown  in  Fig.  153  refer  to  the  notes 
in  Fig.  104,  p.  237.     In  the  discussion  of  the  simple  curve    as 
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can  be  taken  from  a  publication  entitled  Geological  Tables  and  Formulas,  by 
S.  S.  Gannett,  Bulletin  No.  232,  U.  S.  Geological  Survey,  and  by  simple  propor- 
tion the  desired  area  found. 
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applied  to  city  surveying  (Art.  259,  p.  234)  will  be  found  the  for- 
mulas which  have  been  used  in  the  computations  in  Fig.  153. 
The  length  of  the  curve  Lc  is  found  by  taking  from  Table  VT, 
("Lengths  of  Circular  Arcs:  Radius  =  i  "),  the  length  of  an  arc 
for  51°,  for  35',  and  for  20^^  successively  and  adding  them,  which 
gives  the  arc  of  a  curve  whose  radius  is  i  and  whose  central  angle 
is  51°  35'  20^  This  is  then  multiplied  by  the  radius  (200)  which 
gives  the  value  of  Lc^  which  is  added  to  the  station  of  the  P.C.  to 
obtain  the  station  of  the  P.T. 

372.  COMPUTATION  OF  OBSERVATIONS.  —  The  computations 
relating  to  observations  for  meridian  and  latitude  will  be  found 
in  Chapter  VII. 

COMPUTATION  OF  VOLUME. 

373.  BORROW-PITS.*  —  Fig.  154  is  a  plan  of  a  portion 
of  a  borrow-pit,  at  the  corners  of  which  the  depth  of  excavation 
is  marked  in  feet  and  tenths.  Each  of  the  regular  sections  of 
earthwork  is  a  truncated  rectangular  prism  whose  volume  is 
equal  to  the  average  of  the  four  comer  heights  multiplied  by  the 
area  of  the  cross-section,  or  expressed  as  a  formula, 

Volume  Truncated  Rectangular  Prism  =  Ax  ^1  -^^-^K  +  K 

4 
where  A  is  the  area  of  the  cross-section  and  Aj,  A,,  A,,  and  A^  are 
the  corner  heights. 

For  a  truncated  triangular  prism  such  as  abc,  using  the  same 

notation, 

A   4-  A    -I-  A 
Volume  Truncated  Triangular  Prism  =  ^4  X  — ^• 

In  computing  a  trapezoidal  prism,  such  ais  fdhg,  the  trapezoid 
is  subdivided  into  a  rectangle /?A^  and  a  triangle /(/e;  or  for  jhds^ 
into  two  triangles  by  diagonal  lines,  as  jhs  and  hds  and  their 
volumes  may  be  computed  by  the  above  formula. 

When  there  are  several  prisms  vnih  the  same  cross-section,  as 
shown  in  Fig.  154,  these  rectangular  prisms  can  be  computed  as 
one  solid  by  assembling  them  as  follows :  —  multiply  each  comer 

•  For  a  complete  discussion  of  the  computation  of  Borrow-Pits  see  Railroad 
Curves  and  Earthwork  by  Professor  C.  F.  Allen,  published  by  Spon  &  Chamber- 
lain, New  York. 
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height  by  the  number  of  rectangular  prisms  in  which  it  occurs 
and  then  add  these  results  and  divide  by  4.  This  is  then  multi- 
plied by  the  area  of  the  cross-section  of  one  prism.  For  example, 
in  Fig.  154,  the  quantity  bounded  by  amnrsja  can  be  found  by 
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Fig.  164.    Plan  of  Portion  of  a  Borrow-Pit. 


one  computation  because  it  is  composed  of  a  series  of  prisms 
having  the  same  cross-section.  In  the  summation  of  the  heights, 
those  at  a,  w,  «,  r,  and  5  are  taken  but  once,  those  at  such  points 
as  c,  gy  A,  etc.  are  multiplied  by  2,  at  ]  the  height  is  multiplied  by 
3,  and  at  such  points  as  A  it  is  multiplied  by  4. 

Where  the  excavation  is  completed  to  a  certain  level,  as  in  a 
cellar,  it  is  a  special  case  of  above.     The  area  of  the  cellar  can  be 
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divided  into  rectangles,  their  corner  heights  taken,  and  from  these 
the  volume  can  be  computed. 

374.  VOLUME  OF  PRISMOID.  —  The  data  obtained  from 
field  notes  are  usually  in  the  form  of  cross-sections  which  are 
taken  at  right  angles  to  some  general  line  of  the  construction, 
thereby  dividing  the  earthwork  into  prismoidal  solids  with  their 
bases  parallel  and  their  sides  either  plane  or  warped  surfaces. 
The  bases  of  the  solids  are  the  cross-sections  which  are  obtained 
by  taking  sections  of  trench  excavation  or  of  road  construction 
(Figs.  91  and  92,  p.  208). 

375.  End  Area  Formula.  —  The  simplest  method  of  com- 
puting the  volume  of  a  prismoidal  solid  is  to  average  the  areas  of 
the  two  bases  and  multiply  by  the  distance  between  them,  which, 
expressed  as  a  formula,  is 

V  =  diJlA»  X  /  (End  Area  Formula) 

in  which  A^  and  A^  are  the  areas  of  the  two  end  bases  and  /  is 
the  distance  between  them.  This  method  is  used  to  a  very  great 
extent  throughout  the  country,  although  it  does  not  give  suffi- 
ciently accurate  results  for  certain  classes  of  work. 

376.  Prismoidal  Formula.  —  The  correct  volume  of  a  pris- 
moid  is  expressed  by  the  Prismoidal  Formula: 

Volume  of  Prismoid  =  -{A^  +  i\A„i    ■\-  A^) 

in  which  /is  the  distance  between  the  two  bases,  A^  and  A^]  and 
i4m  is  the  '^middle  area,^^  i.e.,  the  area  half-way  between  the  two 
bases,  which  is  obtained  by  averaging  the  corresponding  dimen- 
sions of  the  two  end  areas,  A^  and  A^\  it  should  not  bq  taken  as 
the  mean  of  A^  and  A^, 

377.  The  end  areas  can  easily  be  computed  by  dividing  them 
into  triangles  as  shown  in  Fig.  155,  the  area  of  which  can  be 
found  readily  from  the  dimensions  given  in  the  field  notes. 
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^T  r  .  20.0  2I.S 

Notes  of  section:        ,  .  -f  4.0 

+60  +1.0 

Area  =  4  X  (21.5  4-  29)    ^   20  X  (i  4-  6) 
2  2 

=  2  X  50.5  +  10  X  7  =  171. 

It  is  also  the  custom  with  some  surveyors  to  plot  each  section 
carefully  to  scale  and  to  obtain  its  area  by  use  of  the  planimeter 
(Art.  370,  p.  339).  This  is  probably  the  most  practical  method 
when  the  sections  are  very  irregular  since  the  field  work  does 
not  warrant  the  use  of  very  accurate  methods. 

There  are  several  other  methods  employed  in  computing 
earthwork  but  the  above  are  by  far  the  most  common.  ' 

Several  sets  of  Earthwork  Tables  and  Diagrams  have  been 
published  which  reduce  the  work  of  computation  very  materi- 
ally. 

378.  ESTIMATES  FOR  GRADING.— Estimates  for  grad- 
ing may  be  conveniently  made  by  means  of  a  topographic  map. 
On  this  map  will  appear  the  contours  of  the  original  surface. 
The  contours  representing  the  finished  surface  are  also  sketched 
upon  the  map,  and  the  smaller  the  interval  between  the  contours 
the  more  accurate  will  be  the  result.  In  Fig.  156  the  full  lines 
represent  the  contours  of  the  original  surface  which  is  to  be  al- 
tered so  that  when  the  necessary  cutting  and  filling  has  been  done 
the  new  surface  will  have  the  appearance  indicated  by  the  dash 
contours.  At  contour  20  and  at  contour  25  no  grading  is  to  be 
done.  On  the  plan,  first  sketch  the  lines  ABCDEF  and 
AGHIJB  which  are  lines  of  "no  cut  "  and  "no  fill,"  i.e.,  lines 
which  enclose  areas  that  are  either  to  be  excavated  or  filled.  The 
amount  of  excavation  and  embankment  must  be  computed  sepa- 
rately. In  sketching  such  lines  the  lines  AB,  ED,  and  HI,  as 
will  be  seen,  follow  the  intersection  of  the  original  contours  with 
the  new  ones,  since  at  these  points  there  is  no  cut  or  fill.  There 
are  no  direct  data  on  the  plan  which  define  where  the  earthwork 
ends  at  C  but  the  assumption  is  here  made  that  the  fill  will  run 
out  to  meet  the  original  surface  at  about  the  next  contour  at  C. 
In  this  example  the  fill  must  run  out  somewhere  between  the 
24-ft.  contour  and  the  25-ft.  contour,  for  if  it  ran  beyond  the  25-ft. 
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contour  there  would  be  another  new  25-ft.  contour  shown  on 
the  plan.  Therefore  the  line  BCD  has  been  sketched  to  repre- 
sent the  limits  of  the  fill  in  that  vicinity;  similarly  EFA^  AGH^ 
and  IJB  have  been  sketched. 

There  are  three  general  methods  of  computing  the  earth- 
work from  the  data  given  on  the  plan;  (i)  by  computing  direcdy 
the  amount  of  cut  or  fill  between  successive  contours,   (2)  by 


Scale 


Fig.  156. 

assuming  a  horizontal  plane  below  the  lowest  part  of  the  earth- 
work and  computing  the  volume  of  the  earth  between  this  plane 
and  the  original  surface,  then  computing  the  volume  between 
the  same  plane  and  the  finished  surface;  the  difference  between 
these  two  volumes  will  be  the  amount  of  earthwork,  or  (3)  by 
drawing  on  the  plan  a  line  of  no  cut  or  fill,  a  line  representing, 
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say,  5  ft.  cut  or  fill,  a  line  representing  lo  ft.  cut  or  fill  and  so  on. 
Then  compute  the  volume  between  these  successive  5 -ft. 
layers. 

379.  (i )  Referring  to  Fig.  156  and  applying  the  first  method, 
the  volume  of  the  solid  AMPE  is  that  qf  a  solid  having  two  paral- 
lel end  planes  AKEL  (a  plane  at  elevation  21)  being  the  lower, 
and  MNPO  (a  plane  at  elevation  22)  being  the  upper  phne. 
The  altitude  between  these  two  end  planes  will  be  the  difference 
in  elevation  between  21  and  22,  or  will  be  i  ft. 

The  areas  of  the  horizontal  planes  AKEL,  MNPO,  QRST, 
and  BUDV  may  be  obtained  by  planimeter  (Art.  370,  p.  339)  or 
otherwise,  and  the  volume  of  the  solid  AKEL-MNPO  may  be 
obtained  by  the  End  Area  Method  (Art.  375,  p.  344),  its  altitude 
being  i  ft.  If  it  is  desired  to  obtain  the  volume  by  the  use  of 
the  Prismoidal  Formula  the  volume  of  the  solid  AKEL-QRST 
may  be  found  by  using  AKEL  as  one  base,  QRST  as  the  other, 
and  MNOP  as  the  middle  area,  the  altitude,  or  length,  of  the 
solid  being  the  difference  between  21  and  23,  or  2  ft.  The  solid 
AKEL'F  may  be  considered  to  be  a  pyramid  with  a  base  AKEL 
and  an  altitude  equal  to  the  vertical  distance  between  the  con- 
tour 21  and  the  point  F  which  is  in  this  case  on  contour  20,  or 
a  vertical  distance  here  of  i  ft. 

Example. 

In  Fig.  156  the  amount  of  fill  on  the  area  ABCDEF\&  computed  below. 

Area  AELK  =    900  sq.  ft.  900  X  §  =    300  cu.  ft.  (Pyragiid) 

.,.,»^                             900  4-  1000 
"     MNPO  =  1000  ~^— X  I  -    950. 

loco  4-  1020 
*»     QRST  =  1020  X  I  =■  loio. 

X020  +     680  « 

«    BUVD  =     680  ^  X  I  -    850. 

2 

680  X  §  «   227  (Pyramid) 

3iJ3iZ   c^-^^- 
9)  1 1 12 

124.  cu.  yds.  Total  Fill. 

380.  (2)  Referring  again  to  Fig.  156  and  applying  the  sec- 
ond method,  the  area  of  ABCDEF  is  found  (by  planimeter);  this 
is  the  area  of  a  plane  at,  say,  elevation  20,  since  none  of  the  fill 
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extends  below  contour  20.  Then  the  area  of  A  BCD  EL  is  found, 
which  is  the  area  of  the  plane  cutting  the  original  ground  at  ele- 
vation 21.  Similarly  the  areas  of  MBCDPO,  QBCDST,  and 
BCDV  are  found.  The  volume  of  the  solids  between  these 
planes  may  be  computed  \>y  the  End  Area  Method  or  by  use  of 
the  Prismoidal  Formula,  in  which  case  every  other  contour 
plane  is  used  as  a  middle  area  as  explained  in  the  preceding 
paragraph.  The  volume  of  solid  whose  base  is  BCDV  is  a  pyr- 
amid whose  altitude  is  the  vertical  distance  between  the  24-ft. 
contour  and  point  C,  which  in  this  case  is  i  ft. 

By  the  same  general  method  the  areas  of  ABCDEK^ 
MBCDPN,  etc.,  which  refer  to  the  new  surface  of  the  ground, 
may  be  obtained,  and  the  volume  of  the  solids  between  succes- 
sive contour  planes  computed.  The  difference  between  this 
quantity  and  the  quantity  between  a  plane  at  elevation  20  and 
the  original  surface  will  give  the  amount  of  fill. 

While  in  this  particular  problem  the  first  method  is  the 
shorter,  still  there  are  cases  where  the  second  method  will  be 
somewhat  simpler.  It  is  particularly  useful  when  the  actual 
amount  of  cut  or  fill  is  not  desired  but  when  it  is  required  to  know 
if  the  proposed  alterations  vnll  require  more  or  less  earth  than 
can  be  easily  obtained  on  the  premises  and,  if  so,  about  how 
much  the  excess  will  be.  In  this  case  the  portions  of  cut  and 
fill  will  not  have  to  be  computed  separately.  A  line  is  drawn 
around  the  limits  of  the  entire  area  where  the  grading  is  to  be 
done,  the  volume  between  an  assumed  plane  and  the  original 
surface  is  found,  and  then  the  volume  between  the  same  plane 
and  the  proposed  surface.  The  difference  between  the  two 
values  will  give  the  amount  of  excess  of  earthwork. 

381.  (3)  Fig.  157  illustrates  a  third  method  of  computing 
earthwork  from  the  data  given  on  a  topographic  map.  The 
original  contours  are  sho\\n  in  full  lines  and  the  contours  of  the 
proposed  surface  in  dash  lines.  Through  the  intersection  of 
the  new  contours  with  the  original  ones  is  drawn  the  line  of  "  no 
cut  "  (zero  line),  the  line  where  the  cut  is  just  5  ft.  (marked  5), 
the  line  of  10  ft.  cut  (marked  10),  etc.  These  dotted  curves 
enclose  areas  which  are  the  horizontal  projections  of  irregular 
surfaces  which  are  parallel  to  the  final  surface  and  at  5  ft.,  10  ft., 
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Fig.  167. 


15  ft.,  etc.,  above  the  final  surface.  The  solids  included  oe- 
twecn  these  5  ft.  irregular  surfaces  are  layers  of  earth  each  5  ft. 
thick,  and  their  volumes  may  be  computed  by  either  the  End 
Area  Method  or  by  the  Prismoidal  Formula  as  explained  in  the 
preceding  methods.  The  areas  of  these  horizontal  projections 
are  obtained  from  the  map  and  the  vertical  dimensions  of  the 
solids  are  the  contour  intervals. 

382.  ROUGH  ESTIMATES.  —  Rough  estimates  of  the  quantity 
of  earthwork  are  often  required  for  preliminary  estimates  of  the 
cost  of  construction  or  for  monthly  estimates  of  the  amount  of 
work  done.     For  preliminary  estimates  of  road  construction,  very 
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frequently  the  notes  of  alignment  and  the  profile  of  the  center  line 
are  the  only  information  at  hand.  From  this  profile  the  center 
cuts  or  fills  can  be  obtained,  and  the  cross-sections  can  be  as- 
sumed to  be  level  sections  (Art.  232,  p.  209)  and  computed  by  the 
End  Area  Method.  The  slight  errors  resulting  will  be  corrected 
in  the  final  estimate. 

In  obtaining  the  required  data  from  which  to  make  an  ap- 
proximate estimate  of  the  quantity  of  earthwork,  the  engineer 
has  an  opportunity  to  exercise  his  judgment  to  an  unusual  degree. 
Rough  estimates  do  not,  as  a  rule,  call  for  a  large  amount  of  field- 
work.  It  is  important  that  as  few  measurements  as  possible 
should  be  taken  and  that  these  should  also  be  at  the  proper 
places  to  give  complete  data  and  to  allow  simple  computations. 
Too  often  engineers,  as  soon  as  they  arrive  on  the  work  and 
before  making  a  study  of  their  problems,  begin  to  take  measure- 
ments, consequently  they  return  to  the  office  after  hours  of 
hard  work  with  a  mass  of  figures  from  which  it  will  take  several 
more  hours  to  compute  the  quantities.  Whereas,  a  few  mo- 
ments' thought  given  to  the  choosing  of  the  proper  measure- 
ments to  be  taken  in  the  field  would  give  data  which  could  be 
computed  in  a  few  moments  by  use  of  the  slide  rule,  affording 
results  sufficiently  accurate  for  rough  estimates. 


PROBLEMS. 

1.  A  series  of  perpendicular  offsets  are  taken  from  a  straight  line  to  a 
curved  boundary  line.  The  offsets  are  1 5  ft.  apart  and  were  taken  in  the  fol- 
lowing order:  6.8,  7.2,  4.6,  5.7,  7.1,  6.3,  and  6.8. 

(a)  Find  the  area  between  the  straight  and  curved  lines  by  the  Trapezoidal 
Rule. 

(b)  Find  the  same  area  by  Simpson's  One-Third  Rule. 

2.  It  is  desired  to  substitute  for  a  curved  boundary  line  a  straight  line  which 
shall  part  off  the  same  areas  as  the  curved  line.  A  trial  straight  line  AB  has 
been  run;  its  bearing  is  S  10°  15'  W,  its  length  is  418.5  ft.,  and  point  ^  is  on 
a  boundary  line  CD  which  has  a  bearing  S  80°  W.  The  sum  of  the  areas  between 
the  trial  line  and  the  crooked  boundary  on  the  easterly  side  is  2657.  ft.;  on  the 
westerly  side  it  is  7891.  ft.  It  is  required  to  determine  the  distance  BX  along 
CD  such  that  AX  shall  be  the  straight  boundary  line  desired.  Also  find  the 
length  of  the  line  AX. 
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3.  In  the  quadrilateral  ACBD  the  distances  and  angles  which  were  taken 
in  the  field  are  as  follows: 

A  ^=50.63  A  B  C«i05°  39'  00" 

B  C- 163.78  B  A  D^%(f  37'  30" 

CZ?=93.8o 
Z>^»  160.24 

z?  ^-167.73 

Check  the  fieldwork  by  computations,  and  figure  the  area  of  the  quadrilateral 
by  using  right  triangles  entirely. 

4.  Two  street  lines  intersect  at  an  angle  (deflection  angle)  of  48®  17'  30". 
The  comer  lot  is  rounded  off  by  a  circular  curve  of  40-ft.  radius. 

(a)  Find  the  length  of  this  curve  to  the  nearest  j^  ft.  % 

(b)  Find  the  area  of  the  land  included  between  the  curve  and  the  two  tan- 
gents to  the  curve  (the  two  street  lines  produced). 

5.  Find  the  quantity  in  cubic  yards,  in  the  borrow-pit  shown  in  Fig.  1 54;  the 
squares  are  25  ft.  on  a  side,  and  the  line  ast  \s  straight. 

6.  At  station  6  a  rectangular  trench  was  measured  and  found  to  be  3  ft. 
wide  and  4  ft.  deep.  At  station  6  +  70  it  was  found  to  be  3.2  ft.  wide  and  8.6  ft. 
deep. 

(a)  Find  by  use  of  the  Prismoidal  Formula  the  quantity  of  earthwork  be- 
tween stations  6  and  6  +  70.     Result  in  cubic  yards. 

(b)  Find  the  volume  of  the  same  by  End  Area  Method. 

7.  The  folloDting  is  a  set  of  notes  of  the  earthwork  of  a  road  embankment. 


+  8.0 

+  4.2 

+  S.6 

I. +  60   30.0 

+  10.0 

•s°    +4.0 
+4-5 

.5.0 
+  7-5 

24.0 
+6.0 

Sta...      ,*'° 

+  6.0 

2S.8 

+40  +7.2 

The  base  of  the  road  is  30  ft.  and  the  slopes  are  i}-  to  i. 

Find  by  the  End  Area  Method  the  quantity  of  earthwork  from  Sta.  11  to  12.     Re- 
sult in  cubic  yards. 


CHAPTER  XIII. 

ARSA  B7  DOX7BLB  MBWTDTAN  DISTANCES.— COORDINATES. 

383.  COMPUTATION  OF  AREA.  —  The  computation  of  the 
s^rea  of  any  piece  of  property  which  has  been  surveyed  as  a 
traverse  will  in  general  consist  of  (i)  the  computation  of  the  area 
enclosed  by  the  traverse  and  (2),  where  the  traverse  does  not 
follow  the  property  line,  the  computation  of  fractional  areas  to  be 
added  to  or  subtracted  from  the  area  of  the  traverse  as  the- case 
may  be. 

384.  COMPUTATION  OF  AREA  BY  DOUBLE  MERIDIAN 
DISTANCE  METHOD.  —  In  the  field  notes  the  length  and  the 
bearing  of  each  line  of  the  traverse  are  recorded.  To  obtain  the 
area  enclosed  the  points  of  the  survey  are  referred  to  a  system 
of  rectangular  coordinates.  In  Fig.  158  the  coordinate  axes 
chosen  are  the  magnetic  meridian  through  the  most  westerly 
point  F,  and  a  line  through  F  at  right  angles  to  the  meridian.  In 
compass  surveys  it  is  convenient  to  use  the  magnetic  meridian 
for  one  of  the  axes;  in  transit  surveys  the  true  meridian  is  often 
used  when  its  direction  is  known,  but  any  arbitrary  line  may  be 
used  as  an  axis  and  some  convenience  results  from  choosing  one 
of  the  lines  of  the  survey  as  one  of  the  axes. 

In  computing  the  area,  first  find  the  length  of  the  projection 
of  each  line  on  each  of  the  coordinate  axes,  or  in  other  words, 
find  the  northing  or  southing  and  the  easting  or  westing  of  each 
line,  or  course,  of  the  traverse.  The  projection  of  any  line  on  the 
meridian  is  called  its  difference  of  latitude  or  simply  its  latitude. 
The  projection  of  a  Hne  on  the  other  axis  is  called  its  difference 
of  departure,  or  simply  its  departure.*  In  Fig.  158  the  latitude 
of  FA  is  Fq;  the  departure  of  FA  is  qA.  The  latitude  and  de- 
parture of  each  course  are  computed  by  solving  the  right  triangle 
formed  by  drawing  lines  through  the  extremities  of  this  course 

*  Some  authors  use  the  terms  latitude  difference  and  longitude  difference. 
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Fig.  168. 


and  parallel  to  the  coordinate  axes.  It  is  evident  from  the 
figure  that 

Latitude  =  Distance  X.cos  Bearing, 
and         Departure  =  Distance  x  sin  Bearing. 

Latitudes  are  called  North  or  South  and  departures  East  or  West^ 
depending  upon  the  direction  of  the  course  as  shown  by  its  letters, 
e.g.,  if  the  bearing  is  N  30**  E  this  course  has  a  North  latitude 
and  an  East  departure.  North  latitudes  and  East  departures  are 
considered  as  positive  ( + ),  South  latitudes  and  West  departures 
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as  negative  ( — ).     In  the  figure  the  courses  are  assumed  to  run 
from  F  to  A,  from  A  to  5,  etc. 

385.   After  all  of  the  latitudes  and  departures  have  been 
computed  (supposing  for  the  present  that  the  traverse  is  a  closed 


Fig.  158 


figure)  proceed  to  find  the  areas  of  all  the  trapezoids  or  trian- 
gles, such  as  DErSj  EFr,  etc.,  formed  by  (i)  the  coiu^es,  (2) 
their  projections  on  the  meridian,  and  (3)  the  perpendiculars 
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from  the  extremities  of  the  courses  to  the  meridian.  It  is  evident 
in  the  figure  shown  that  the  area  of  the  field  is  equal  to 

(AB  wq  +  BCtw  -f  CDst)  -  {DErs  -f  EFr  +  FAq), 

that  is,  in  this  figure  the  sum  of  all  the  areas  determined  by  lines 
running  northward  minus  the  sum  of  all  the  areas  determined  by 
lines  running  southward.  These  are  known  as  north  areas  and 
south  areas, ^  In  computing  the  areas  of  these  trapezoids  it  is 
convenient  as  well  as  customary  to  find  the  double  areas  and 
divide  the  final  result  by  2  instead  of  dividing  by  2  in  figuring 
each  trapezoid.  The  area  of  any  trapezoid  equals  the  average 
distance  of  the  extremities  of  the  course  from  the  meridian, 
multiplied  by  the  length  of  the  projection  of  the  course  on  the 
meridian.  This  average  distance  of  the  ends  of  the  line  from 
the  meridian  is  known  as  the  meridian  distance  of  the  course, 
i.e.,  the  meridian  distance  of  the  middle  point  of  the  course.  In 
computing  the  double  areas,  twice  this  distance,  or  the  double 
meridian  distance  (D.M.D.),  is  used,  which  is  equal  to  the  sum 
of  the  distances  of  the  ends  of  the  course  from  the  meridian. 
In  arranging  the  data  for  computing  the  double  meridian  dis- 
tances, the  courses  must  be  tabulated  in  consecutive  order  around 
the  traverse,  whether  they  were  so  taken  in  the  field  or  not.  The 
D.M.D.  of  the  course  FA  is  qA  which  is  the  departure  of  the 
course  FA.  The  D.M.D.  of  AB  is  qA  +  wB  =  qA  -\-  qA  + 
zBy  i.e.,  the  D.M.D.  of  course  FA  -f  the  dep.  of  FA  +  the  dep. 
of  AB.  The  D.M.D.  of  BC  =  tC  -^  wB  =  tv  +  vC  +  qA  + 
zB=  qA  +  wB  +  zB  +  vC  =  D.M.D.  of  AB  +  dep.  of  AB  + 
dep.  of5C. 

Hence  the  D.M.D.  of  all  of  the  courses  may  be  computed  by 
the  following  rules:  — 

(i)  The  D.M.D.  of  the  first  course  (starting  from  the 
primary  meridianf)  equals  the  departure  of  the  course  itself. 


*  If  the  traverse  had  been  run  around  the  field  in  the  opposite  direction  these 
north  areas  would  become  south  areas.  The  result  would  be  the  same,  however, 
in  either  case  since  it  is  the  algebraic  sum  of  the  areas  which  is  obtained. 

t  Any  meridian  could  have  been  chosen  as  the  primary  meridian,  but  negative 
signs  are  avoided  if  the  most  westerly  point  is  chosen  as  the  starting  point. 
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(2)  The  D.M.D.  of  any  other  course  equals  the  D.M.D.  of 
the  preceding  course  plus  the  departure  of  the  preceding  course 
plus  the  departure  of  the  course  itself. 

(3)  The  D.M.D.  of  the  last  course  should  be  numerically 
equal  to  its  departure,  but  with  opposite  sign. 

The  double  areas  of  all  the  trapezoids  may  now  be  found 
by  simply  multiplying  the  D.M.D.  of  each  course  by  the  latitude 
of  the  same  course,  North  latitudes  being  regarded  as  plus  and 
South  latitudes  as  minus.  The  sum  of  all  the  north  double  areas 
minus  the  sum  of  all  the  south  double  areas  equals  twice  the  area 
of  the  field.  Be  careful  to  divide  by  2  after  completing  the  other 
details  of  the  computation. 

386.  COMPUTATION  FOR  AREA  OF  COMPASS  SURVEY  BY 
DMJ).  METHOD.  —  The  details  of  the  above  are  illustrated 
in  Fig.  159,  which  is  the  computation  of  the  area  of  the  traverse 
given  in  the  compass  notes  in  Fig.  50,  p.  100.  It  will  be  seen 
from  a  study  of  the  notes  that  there  was  local  attraction  of  i®  at 
station  B,  and  that  in  the  following  computations  the  corrected 
bearings  are  used  (Art.  41,  p.  30). 

In  Fig.  159  the  bearings,  distances,  latitudes,  departures,  and 
D.M.D. 's,  which  are  recorded  on  a  line  with  station  F  are  those 
corresponding  to  the  course  FA;  those  recorded  on  a  line  with 
station  A  refer  to  the  course  AB;  etc.  After  the  bearings  and 
distances  are  entered  in  the  table  the  places  which  are  to  be 
blank  in  the  remaining  columns  are  cancelled. as  shown;  this  is 
a  check  against  putting  the  results  of  the  computations  in  the 
wrong  spaces.  In  computing  the  latitudes  and  departures  the 
log  distance  is  first  entered;  the  log  sin  bearing  is  written  below 
this  and  the  log  cos  bearing  is  recorded  above.  To  obtain  the 
log  latitude  add  the  upper  two  logarithms;  to  obtain  the  log 
departure  add  the  lower  two  logarithms.  When  the  latitude  and 
departure  of  a  course  have  been  obtained  see  if  the  results  appear 
to  be  consistent  with  the  given  bearing  and  distance;  when  the 
bearing  of  a  course,  for  example,  is  less  than  45°  its  latitude  is 
greater  than  its  departure  and  vice  versa. 
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Fig.  169.    Area  of  .Compass  and  Chain  Survey  by  Double 
Meridian  Distance  Method. 
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387.  Balancing  a  Chain  and  Compass  Traverse.  —  Before 
the  D.M.D.  method  can  be  properly  appKed  the  errors  of  meas- 
urement of  the  traverse  should  be  so  distributed  that  the  figure 
becomes  a  closed  polygon.  If  the  field  is  a  closed  polygon  the 
sum  of  the  north  latitudes  vdU.  equal  the  sum  of  the  south  lati- 
tudes, and  the  sum  of  the  east  dej)artures  will  equal  the  sum  of 
the  west  departures.  As  soon  as  the  latitudes  and  departures 
are  computed  this  test  is  applied.  If  the  sums  differ,  the  error 
is  distributed  in  such  a  way  as  to  make  the  sums  exactly  equal, 
and  at  the  same  time  to  give  to  each  latitude  and  departure  its 
most  probable  value.  In  the  case  of  a  comj)ass  survey  the  errors 
are  fully  as  likely  to  be  in  the  bearings,  which  have  been  read  to  the 
nearest  quarter  of  a  degree,  as  in  the  distances;  hence  if  nothing 
definite  is  known  in  regard  to  the  errors  they  are  assumed  to  be 
proportional  to  the  lengths  of  the  lines  and  the  survey  is  balanced 
by  the  following  rule  which  alters  not  only  the  lengths  of  the  Unes 
but  also  their  directions. 

388.  The  correction  to  be  applied  to  '^'^  1  ^  ^    /       I    ^/  ^^V 

course  is  to  the  total  error  i^]  j  j.    ,       I  ^^  l^^^  length  of  the  course 
is  to  the  perimeter  of  the  field. 

This  rule  is  based  upon  purely  mathematical  considerations 
and  should  be  applied  only  when  nothing  is  known  as  to  where 
the  errors  probably  occurred.  Usually  the  surveyor  knows  where 
the  error  is  probably  greatest  and  consequently  in  balancing  the 
survey  he  will  place  the  largest  corrections  where,  in  his  judg- 
ment, they  belong.  In  measuring  with  the  chain,  the  recorded 
distances  tend  always  to  be  too  long,  because  the  sag,  poor  align- 
ment, and  poor  plumbing,  all  serve  to  shorten  the  chain;  conse- 
quently the  probability  is  that  the  recorded  measurements  are 
too  long,  therefore  in  balancing  it  is  more  logical  to  subtract 
from  the  latitudes  and  departures  in  the  columns  whose  sums 
are  greater  rather  than  to  add  anything  to  the  latitudes  and  de- 
partures in  the  smaller  columns.  The  corrections  should  of 
course  be  applied  in  such  a  way  as  to  decrease  the  difference 
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between  the  two  columns.  In  the  example  (Fig.  159)  the  total 
error  in  latitude  is  0.08  and  the  total  error  in  departure  is  0.07. 
The  perimeter  of  the  traverse  is  129.77.  Hence  the  correction 
per  chain-length  is  0.062  links  for  latitudes,  and  0.054  for  depart- 
ures. The  corrected  values  of  the  latitudes  and  departures  are 
given  in  the  columns  headed  balanced  latitudes  and  balanced  de- 
partures, 

389.  From  the  balanced  departures  we  then  compute  the 
D.M.D.  of  each  course  as  shown  in  the  next  column.  Observe 
that  the  last  D.M.D.  (point  F),  as  computed  from  the  preceding 
one,  is  exactly  equal  to  the  departure  of  the  last  course.  This 
checks  the  computation  of  the  D.M.D. 's.  The  D.M.D. 's  are 
now  multiplied  by  their  corresponding  latitudes  and  the  prod- 
ucts placed  in  the  double  area  columns,  those  having  N  latitudes 
being  placed  in  the  column  of  north  ( -f )  double  areas  and  those 
having  S  latitudes  in  the  column  of  south  ( — )  double  areas.  The 
sums  of  these  columns  differ  by  2245.8.  One-half  of  this,  or, 
1 1 23.  is  the  area  of  the  field  in  square  chains,  which  equals 
1 1 2.3  acres. 

By  proceeding  around  the  field  in  the  reverse  direction  the 
letters  of  all  of  the  bearings  would  be  changed,  in  which  case  the 
column  of  south  double  areas  would  be  the  larger. 

390.  Double  Parallel  Distance.  —  There  is  no  particular 
reason  for  using  the  trapezoids  formed  by  projecting  the  courses 
on  to  the  meridian  rather  than  those  formed  by  projecting  them 
on  to  the  other  axis.  In  the  latter  case  the  Double  Parallel  Dis- 
tccnce  (D.P.D.)  should  be  computed,  and  the  result  multiplied 
by  the  departure  for  each  course. 

In  the  D.M.D.  method  the  computations  have  been  checked 
at  every  step  with  the  exception  of  the  multiplication  of  the 
D.M.D. 's  by  the  latitudes.  A  check  on  this  part  of  the  work 
can  be  obtained  by  figuring  the  area  by  use  of  the  D.P.D.'s. 
This  furnishes  an  example  of  a  very  desirable  method  of  check- 
ing, as  a  different  set  of  figures  is  used  in  computing  the  double 
areas,  and  the  opportunity  for  repeating  the  same  error  is  thus 
avoided.  Fig.  160  shows  the  computation  by  the  D.P.D.  method 
of  the  area  of  the  same  survey  as  is  calculated  by  the  D.M.D. 
method  in  Fig.  159. 
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Fig.  160.   Area  of  Compass  Survey  by  Double  Parallel  Distanxes. 

391.  Error  of  Closure. — An  indication  of  the  accuracy  of 
the  survey  is  found  in  the  error  of  closure.  If  a  complete  traverse 
of  the  field  has  been  made  the  final  point,  as  computed,  should 
coincide  with  the  first.  The  amount  by  which  they  fail  to  coin- 
cide is  the  total  error  of  the  survey  and  may  be  found  by  the 
formula  

£=   yfp~^~d^ 

where  /  is  the  error  in  latitude  and  d  is  the  error  in  departure. 
If  this  distance  E  is  divided  by  the  perimeter  of  the  field  the 
resulting  fraction  is  called  the  error  of  closure^  which  in  this  sur- 
vey is  approximately  j^i^j^  (see  Art.  132,  p.  99). 

392.  COMPUTATION  OF  AREA  OF  A  TRANSIT  AND  TAPE 
SURVEY.  —  The  field  notes  show  the  lengths  of  the  sides 
of  the  traverse,  all  of  the  angles  and  perhaps  the  magnetic  bear- 
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ings  of  some  or  all  of  the  courses.  If  an  observation  has  been 
made  for  determining  the  direction  of  the  meridian,  this  affords 
the  means  of  computing  the  true  bearings  of  all  of  the  traverse 
lines. 

393.  The  first  step  in  reducing  the  notes  (provided  it  has 
not  already  been  done  in  the  field)  is  to  see  if  the  difference 
between  the  sum  of  the  right  and  left  deflection  angles  equals 
360°.  If  interior  angles  have  been  measured,  their  sum  should 
equal  the  number  of  sides  of  the  field  times  two  right  angles, 
minus  four  right  angles.  If  there  is  a  small  error  in  the  sum 
of  the  angles  this  is  usually  adjusted  by  placing  the  error  in  the 
angles  where  it  probably  occurred.  If  nothing  is  known  as  to 
where  it  probably  occurred  the  corrections  should  be  made  in 
the  angles  adjacent  to  the  short  lines,  as  any  error  in  sighting  or 
setting  up  the  transit  causes  a  greater  angular  error  in  a  short 
line  than  in  a  long  one. 

The  transit  survey  is  referred  to  a  system  of  rectangular 
coordinates,  as  in  case  of  the  compass  survey.  If  the  direction 
of  the  true  meridian  is  known  (either  from  a  special  observation 
or  by  connection  with  some  other  survey  referred  to  the  meridian), 
it  is  advisable  to  use  this  meridian  as  one  of  the  coordinate  axes. 
If  the  direction  of  the  true  meridian  is  not  known  the  magnetic 
meridian  may  be  used.  This  of  course  is  convenient  in  some 
respects  because  the  bearings  taken  in  the  field  already  refer 
to  this  meridian.  If  not  even  the  magnetic  meridian  is  known  it 
will  then  be  advisable  to  choose  some  line  of  the  survey  (pre- 
ferably a  long  one)  as  the  axis,  for  using  one  of  the  traverse  lines 
as  an  axis  saves  computing  the  latitude  and  departure  of  one 
course. 

Whatever  Hne  is  chosen  as  an  axis,  the  bearings  used  for 
computing  the  latitudes  and  departures  are  to  be  obtained  from 
the  measured  angles  (after  correction),  and  not  from  the  observed 
bearings.  For  instance,  if  some  hne  is  selected  and  its  mag- 
netic bearing  used,  then  the  bearings  of  all  of  the  other  lines 
should  be  computed  from  this  one  by  means  of  the  (corrected) 
transit  angles.  In  this  way  the  bearings  are  relatively  as  accurate 
as  the  transit  angles,  even  though  the  whole  survey  may  be 
referred  to  an  erroneous  meridian  due  to  the  error  of  the  magnetic 
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Fig.  161.    Area  of  a  Transit  and  Tape  Survey  by  Double 
Meridian  Distance  Method. 

(The  remainder  of  the  computations  is  in  Fig.  i6i  A.) 
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(These  computations  go  with  Fig. 


.61.) 


bearing  of  the  first  line.  In  calculating  these  bearings  the  work 
should  be  checked  by  computing  the  bearing  of  each  line  from 
that  preceding,  the  bearing  of  the  last  line  being  followed  by  the 
calculation  of  a  new  bearing  of  the  first  line  of  the  traverse  which 
must  agree  with  the  magnetic  bearing  assumed  for  it,  provided 
the  deflection  angles  have  been  adjusted  so  that  their  algebraic 
sum  is  360°.  The  observed  magnetic  bearings  of  the  different 
courses  will  serve  as  a  check  against  large  mistakes  in  this  cal- 
culation. 

394.  When  all  of  the  bearings  have  been  figured  the  latitudes 
and  departures  are  to  be  computed.  In  good  transit  surveys 
five  places  in  the  trigonometric  functions  will  usually  be  necessary. 
If  the  angles  are  measured,  by  repetition,  to  a  small  fraction  of 
a  minute,  seven- place  logarithmic  tables  may  profitably  be  em- 
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ployed,  as  much  interpolation  is  avoided  by  their  use,  but  the 
logarithms  need  not  be  taken  out  to  more  than  five  or  six  places. 
Seven  places,  of  course,  are  more  than  ar«  necessary  so  far  as 
precision  is  concerned  (Art.  351,  p.  324). 

The  computation  of  the  latitudes  and  departures  may  be 
convenicntiy  arranged  as  shown  in  Fig.  161  which  is  the  com- 
putation of  the  survey  in  Fig.  52,  p.  103.  After  the  latitudes  and 
departures  have  been  calculated  they  are  arranged  in  tabular 
form.  The  columns  of  latitudes  and  the  columns  of  departures 
are  added  and  compared  just  as  in  a  compass  survey. 

395.  Balancing  a  Transit  and  Tape  Traverse.  —  In  adjusting 
(balancing)  a  transit  traverse  a  different  rule  is  used  from  the 
one  given  in  Art.  388.  In  the  case  of  a  transit  survey  the  error  is 
chiefly  in  the  measurement  of  distances,  as  it  is  much  easier  to 
secure  accurate  results  in  the  angular  work  than  in  the  tape 
measurements.  Hence  the  following  rule  for  balancing  the 
survey  is  appUcable:  — 

The  correction  to  be  applied  ^  '^^  }  ^  a  [  ^/  <^^y  course  is 

to  the  total  error  in\   ,  ^    ^       (  ^s  the  \  ^  [^  f     [of  that  course 
{  departure  )  {  departure  )   •' 

11  X:r  '^ ""'  "^  '*"  ^  ^'^^"^^  s  ^"'''"' "'"'' '" "''" 

As  in  the  case  of  a  compass  survey,  the  surveyor's  knowledge 
of  the  circumstances  should  always  take  precedence  over  the  rule, 
and  it  is  probably  more  nearly  correct  to  shorten  the  latitudes  or 
departures  in  the  larger  columns  than  to  lengthen  them  in  the 
smaller  colunms.  This  is  because  distances  are  usually  recorded 
longer  than  they  actually  are;  the  only  cases  where  the  distance 
is  probably  too  short  is  when  an  excessive  pull  has  been  given 
to  the  tape  or  a  mistake  made  in  measurement.  It  will  be 
observed  in  the  original  notes  (Fig.  52,  p.  103)  that  the  distances 
BCj  GHy  and  KA  were  all  questioned,  i.e.,  they  were  measured 
under  such  conditions  that  it  is  probable  that  there  may  be  one 
or  two  hundredths  error  in  them.  In  balancing  the  latitudes  and 
departures  then,  this  information  is  used.  In  Fig.  161  it  will 
be  seen  that  in  balancing  the  survey  the  latitudes  and  departures 
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of  these  questioned  measurements  have  been  changed  in  such  a 
way  as  to  reduce  the  length  of  BC,  GH,  and  KA  each  one  hun- 
dredth of  a  foot. 

In  balancing  the  angles,  in  which  there  was  an  error  of  15 
seconds,  it  will  be  noticed  that  the  correction  for  this  error, 
being  small,  was  put  into  one  angle,  that  at  C,  one  of  whose 
sides  is  the  shortest  line  in  the  traverse.  The  area  is  computed 
as  explained  in  Art.  385,  p.  354. 

396.  Fractional  Areas.  —  Fig.  162  is  the  computation  of  the 
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Fig.  162.     Computation  of  Transit  and  Tape  Survey,  including 
Fractional  Area. 


survey  shown  in  Fig.  53,  p.  104.     The  traverse  was  run  with  a 
transit  and  tape,  the  angles  being  measured  to  the  nearest  minute 
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and  the  sides  to  tenths  of  a  foot.  Nothing  appears  in  the  field 
notes  to  indicate  that  any  of  the  lines  were  difficult  to  measure, 
so  it  is  assumed  that  any  errors  in  measurement  are  as  likely  to 
occur  in  one  line  as  another.  Therefore,  in  balancing  the  lati- 
tudes and  departures  of  this  survey,  the  rule  given  in  Art.  395  is 
applied.  In  balancing  the  angles,  in  which  there  was  an  error 
of  I  minute,  the  entire  error  was  placed  in  the  angle  at  D  where 
the  side  DE  is  short  in  comparison  with  the  other  sides. 

It  will  be  noticed  that  the  distances  which  appear  on  the 
sketches  in  the  computation  are  slightly  different  from  those 
which  appear  in  the  field  notes  (Fig.  53) ;  this  is  due  to  the  fact  that' 
the  distances  have  been  corrected  for  erroneous  length  of  tape 
before  undertaking  to  calculate  the  area.  The  intermediate 
steps  in  the  computation  of  this  traverse  do  not  appear  in  Fig. 
162,  but  they  are  the  same  as  in  the  last  traverse.  The  D.M.D.'s 
were  computed  from  F,  the  most  westerly  point.  The  compu- 
tation of  the  fractional  areas  is  also  given. 

397.  SUPPLYING  MISSING  DATA.  —  If  any  two  of  the  bear- 
ings or  distances  are  omitted  in  the  traverse  of  a  field  the  miss- 
ing data  can  be  supplied  and  the  area  obtained  by  computations 
based  on  the  measurements  taken.  As  has  been  shown  in 
Art.  387,  p.  358,  the  algebraic  sum  of  all  the  latitudes  in  a  closed 
survey  must  equal  zero,  and  the  algebraic  sum  of  all  the  depart- 
ures must  equal  zero;  or,  to  put  it  in  the  form  of  an  equation, 

Zi  cos  A  4-  Z2  cos  5  -f  Zj  cos  C  +  etc.  =  o 
Zi  sin  A  -f  Z2  sin  5  +  Zj  sin  C  -f  etc.  =  o 

where  Zj,  Z„  Z,,  etc.,  are  the  lengths  of  the  corresponding  courses. 
Therefore  from  these  two  equations  any  two  unknown  values  in 
them  can  be  computed. 

The  missing  data  could  be  any  of  the  following  combina- 
tions :  — 

(i)  The  bearing  and  length  of  a  line. 

(2)  The  length  of  a  line  and  the  bearing  of  another  line. 

(3)  The  length  of  two  lines. 

(4)  The  bearings  of  two  lines. 
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398.  Case  (i)  where  the  bearing  and  length  of  a  line  are 
missing  is  by  far  the  most  common.  Its  solution  is  also  more 
direct  than  that  of  the  other  cases. 

If  the  latitudes  and  departures  of  all  of  the  measured  sides 
are  calculated,  the  sum  of  N  and  S  latitudes  will  be  found  to 
differ,  and  the  amount  by  which  they  differ  is  the  latitude  of 
the  omitted  side  plus  or  minus  the  errors  of  latitudes.  Similarly 
the  amount  by  which  the  E  and  W  departures  dififer  is  the 
departure  of  the  course  omitted  plus  or  minus  the  errors  of 
departures.  From  the  latitude  and  departure  of  a  course  its 
length  and  bearing  may  be  readily  found. 

A  practical  application  of  this  case  is  found  in  the  problems 
of  subdi\ading  a  field  by  a  line  running  from  one  known  point  to 
another,  the  direction  and  length  of  the  dividing  line  not  having 
been  measured.  The  area  of  the  portion  cut  off  by  this  line  can 
readily  be  computed  by  the  above  method.  In  case  the  angles 
were  taken  with  the  transit,  the  bearing  of  one  line  would  be 
assumed  to  be  correct  and  all  other  bearings  computed  to 
correspond. 

It  is  evident  from  the  alove  that  in  supplying  missing  data 
the  observed  measurements  must  be  assumed  to  be  correct,  as 
there  is  no  way  of  proving  this  from  the  computations.  For  this 
reason  it  is  never  advisable,  when  it  can  possibly  be  avoided,  to 
supply  missing  data  derived  from  computations  on  which  a  field 
check  has  not  been  obtained. 

399.  The  solutions  of  the  other  three  cases  of  missing  data 
are  not  so  simple,  as  they  involve  the  use  of  simultaneous  equa- 
tions; they  will  not  be  discussed  here. 

400.  Besides  the  four  cases  mentioned  above  there  arc  some 
special  cases  which  are  capable  of  solution.  In  Fig.  163  the 
lines  and  angles  measured  are  ^ 

shown    by    full    lines.     The  ^^-^^T^^^""*"--^^ 

bearing  of  ^45  is  given.     Here  ^^^\  ^                  ^^n^..^^^ 

one  side  and  two  angles  are  N^^^I^                     ---r^^c 

missing.     The  solution  is  as  ^>w,.-^^^^ —              *'^  ' 

follows.     In  the  triangle  EAB  >r\          ^    ^-^.^^^ 

find  £5,  £54,  and  4£5.    In  ^    Fio'^Tes""       ^ 

the  triangle  EDC   find   EC, 

DCE,  and  DEC.    Then  in   the  triangle  EEC,  in   which  ECJ^ 
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£5,  and  EBC  are  known,  find  ECB,  CEB,  and  EC.  All  the 
angles  and  sides  are  then  known.  Other  special  cases  may  be 
solved  in  a  similar  manner. 

401.  DETECTING  MISTAKES.  —  Mistakes  in  field  work  may 
often  be  detected  by  means  of  the  calculations.  One  of  the 
easiest  mistakes  to  make  in  surveying  is  to  omit  a  whole  tape- 
length  in  counting.  If  such  a  mistake  were  made  and  the  lati- 
tudes and  departures  were  computed,  the  linear  error  of  closure 
of  the  survey  would  prove  to  be  about  a  tape-length.  In  order 
to  find  in  which  line  this  mistake  probably  occurred  compute  the 
bearing  of  this  linear  error  of  closure  and  examine  the  traverse  to 
find  a  line  having  a  bearing  the  same  or  nearly  the  same.  The 
error  in  departure  divided  by  the  error  in  latitude  equals  the 
tangent  of  the  bearing  of  the  line  which  represents  the  error  of 
closure  of  the  traverse.  The  errors  of  the  survey,  of  course, 
will  prevent  these  bearings  from  agreeing  exactiy.  If  two 
mistakes  have  been  made  it  may  be  difficult  and  sometimes  im- 
possible to  determine  where  they  occurred.  When  an  error  of 
this  sort  is  indicated  by  the  computation  the  line  should  be  re- 
measured.  It  is  bad  practice  to  change  an  observed  measure- 
ment because  it  is  found  by  calculation  to  disagree  with  other 
measured  distances. 

It  may,  and  frequently  does,  happen  that  there  is  more  than 
one  line  in  the  traverse  which  has  about  the  same  bearing.  In 
such  a  case  it  is  impossible  to  tell  in  which  of  these  lines  the  mis- 
take occurred.  But  if  a  cut-off  line  is  measured  as  was  sug- 
gested in  Art.  145,  p.  ioq,  and  one  portion  of  the  survey  bal- 
ances, the  other  part  will  contain  the  mistake.  By  proceeding 
in  this  way  the  number  of  lines  in  which  the  mistake  could  occur 
is  reduced  so  that  its  location  can  be  determined  and  checked 
by  field  measurement. 

402.  THE  SUBDIVISION  OF  LAND.  —  There  are  a  great 
many  different  problems  which  may  arise  in  the  subdivision  of 
land  and  which  may  be  solved  simply  by  the  application  of  the 
principles  of  trigonometry.  A  few  of  these  problems  are  so 
common  and  so  frequently  involved  in  the  working  out  of  more 
complicated  cases  that  their  solution  will  be  given. 
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403.  To  Cut  Off  from  a  Traverse  a  Given  Area  by  a  Straight 
Line  starting  from  a  Known  Point  on  the  Traverse.  —  In  Fig. 
164,  ABCDE  represents  the  traverse  which  has  been  plotted  and 
whose  area  has  been  computed. 
It  is  desired  to  cut  off  a  certain 
area  by  a  line  running  from  F 
which  is  at  a  known  distance 
from  A  or  £.  The  Une  FG'  is 
drawn  on  the  plan  so  as  to  make 
the  area  FG'DE  approximately 
equal  to  the  desired  area.  The 
line  DC  is  scaled  off  and  the 
scaled  distance  used  as  a  trial 
length.  Then  the  side  FG'  and 
its  bearing  can  be  found  by  the 
method  explained  in  Art.  398, 
p.  367,  and  the  area  FEDG'  com- 
puted in  the  usual  manner.  The 
difference  between  the  required 
area  and  the  area  of  FEDG' is  the 
amount  to  be  added  to  or  sub- 
tracted from  FEDG'.  If  this  correction  area  is  a  minus  area  then 
the  triangle  FGG  will  represent  it.  In  this  triangle  the  base  FG' 
and  its  area  being  known  the  altitude  hG  and  the  distances  GG 
and  FG  can  be  readily  computed.  In  the  traverse  FGDE, 
which  is  the  required  area,  the  length  of  the  missing  side  FG 
and  its  bearing  can  be  supplied. 

Instead  of  using  the  trial  line  FG'  the  line  FD  might  have 
been  first  assumed  and  the  correction  triangle  would  then  be 
FDG,  This  method  has  the  advantage  of  containing  one  less 
side  in  the  first  trial  area,  but  the  correction  triangle  is  large, 
whereas  in  the  method  explained  above  the  correction  triangle  is 
small  which  may  be  of  advantage  in  that  part  of  the  computa- 
tion. 

404.  To  Cut  Off  from  a  Traverse  a  Given  Area  by  a  Line 
running  in  a  Given  Direction.  —  In  Fig.  164,  ABCDE  repre- 
sents a  closed  traverse  from  which  is  to  be  cut  off  a  given  area  by  a 
line  running  at  a  given  angle  (JBJK)  with  AB.    On  the  plot  of 
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traverse  draw  the  line  J'K'  in  the  given  direction  cutting  ofi 
J'BCK'  which  is,  as  nearly  as  can  be  judged,  the  required  area. 
Scale  the  distance  BJ'  and  use  this  trial  distance  in  the  compu- 
tations. Then  compute  the  distance  J'K'  and  the  area  of 
J'BCK'  by  the  method  suggested  in  Art.  400,  i.e.,  by  dividing 
J'BCK!  into   two  oblique  triangles.      The  difference  between 

this  area  and  the  required  area 
is  then  found,  which  is  a  cor- 
rection trapezoid  to  be  added 
to  or  subtracted  from  J'BCK'. 
In  this  case  it  will  be  assumed 
that  it  is  to  be  added  to  J'BCK'. 
In  this  correction  trapezoid 
the  area  and  one  base  J'K'  are 
known;  also  the  base  angles,  J' 
and  K'.  From  these  data  an 
approximate  value  for  the  alti- 
tude of  the  trapezoid  can  be 
obtained  and  the  length  of  the 
other  base  K"J"  of  the  trapezoid 
computed  from  this  altitude 
and  the  length  of  J'K'.  Then 
the  area  of  this  trapezoid 
J'K'K^J"  can  be  accurately  de- 
termined; the  difference  between  this  and  the  required  correction 
will  be  small  and  the  dimensions  of  the  second  correction  trape- 
zoid J^K^K'J'  can  probably  be  readily  computed  from  its  area 
and  the  length  of  J^K"  which  arc  known.  By  successive  trials, 
probably  not  more  than  two,  the  correct  line  JK  can  be  found. 
If  lines  AB  and  CD  are  approximately  parallel  the  trapezoid  is 
nearly  a  parallelogram  and  its  correct  altitude  can  then  be 
quickly  determined. 

405.  To  Find  the  Area  Cut  Off  from  a  Traverse  by  a  Line 
running  in  a  Given  Direction  from  a  Given  Point  in  the  Traverse. 
—  This  problem  may  be  readily  solved  by  drawing  a  line  from 
the  given  point  in  the  traverse  to  the  comer  which  lies  nearest 
the  other  extremity  of  the  cut-off  line.  The  area  of  the  traverse 
thus  formed  is  then  computed,  and  this  area  corrected  by  means 
[)rrection  triangle. 
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In  Fig.  165,  ABCDEFG  repre- 
sents a  plot  of  a  field.  It  is  desired 
to  run  the  line  from  £  in  a  given 
direction  EH  and  to  compute  the 
area  HEFGAB  cut  off  by  this  line. 
The  latitude  and  departure  of  points 
B  and  E  being  known  the  bearing 
and  length  of  BE  and  the  area  of 
ABEFG  can  be  computed.  Then 
the  area  and  the  remaining  sides  of 
the  triangle  BEH  can  be  obtained 
from  BE  and  the  angles  at  B  and  E. 

It  is  obvious  that  the  solution 
of  such  problems  as  these  is  greatly  facilitated  by  plotting  the 
traverse  before  attempting  the  computations. 

CALCULATIONS  RELATING  TO  TRAVERSES  WHICH  DO  NOT  CLOSE* 

406.  TO  CALCULATE  THE 
TOTAL  DISTANCE  BETWEEN 
END  POINTS.  —  Fig.  166  repre- 
sents the  traverse  ABCDEF  in 
which  the  distance  AF  and  the 
angle  BA F  are  desired.  AB  can 
be  assumed  as  one  of  a  pair  of 
rectangular  coordinate  axes  and 
the  coordinates  of  point  F  {AH 
and  HF)  computed  by  the 
method  explained  in  Aft.  410, 
P-  373-  ^^  a^d  the  angle  BAp 
can  then  be  easily  found.  This 
method  is  of  service  in  check- 
ing traverse  plots  of  this  type. 
—  The  calculation  of  cut-oflf  lines, 
like  the  line  CF  in  Fig.  166,  is  the  same  problem  as  was  explained 
in  Art.  398,  p.  367.  The  angles  DCF  and  EFC  have  been 
measured  in  .the  field  and  the  traverse  CDEF  is  thus  complete 
except  that  the  length  of  the  line  CF  is  unknown.  The  length 
of  CF  and  the  angle  it  makes  with  AB  can  be  readily  computed 
since  the  coordinates  of  C  and  F  can  be  found 


Fig.  166. 
407.    CUT-OFF    LINES. 
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408.  COMPUTATION  OF  AZIMUTHS  WHEN  CHECKING 
ANGLES  TO  A  DISTANT  OBJECT.  —  In  this  kind  of  problem 
the  coordinates  of  all  the  points  along  the  traverse  can  be  com- 
puted with  reference  to  some  coordinate  axes.  At  A  and  B 
('Fig.  167)  angles  have  been  taken  to  5,  and  from  these  angles 
the  coordinates  of  point  5,  referred  Xo  AB  and  a  line  perpen- 
dicular to  AB  as  axes,  can  be  computed  (Art.  410,  p.  373).  Co- 
ordinates of  S  referred  to  the  same  axes 
should  have  the  same  value  when 
figured  from  BC  as  a  base  as  when 
calculated  from  the  base  CD  and  so  on. 
If,  however,  when  computed  by  means 
of  angles  at  D  and  £,  the  point  falls 
at  5',  and  angles  E  and  F  give  its 
location  also  at  5'  there  is  evidence 
of  a  mistake  in  the  traverse  at  Z>.  If 
the  two  locations  of  5  and  S'  are 
such  that  a  line  between  them  is  par- 
allel to  either  CD  or  DE,  the  mis- 
take was  probably  made  in  the  meas- 
urement of  the  line  parallel  to  SS' 
and  the  distance  SS'  should  be  ap- 
proximately equal  to  the  amount  of 
the  mistake  in  measurement.  If, 
however,  SS'  is  not  parallel  to  either 
CD  or  DE  the  mistake  probably  lies  in  the  angle  at  D. 


409.  CALCULATION  OF  TRIANGULATION.  —  In  a  triangu- 
lation  system  the  base-line  is  the  only  line  whose  length  is 
known  at  the  start.  The  sides  of  any  triangle  are  found  from 
the  law  of  sines,  i.e.. 


s\nA_a 
sin  5  b 
sin  i4  ^a_ 
sin  C      c 


a  sin  5 
sinil 

a  sin  C 
sini4 


=  6 


=  c 
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Assuming  a  to  be  the  base  and  the  angles  A,  5,  and  C  to 
have  been  measured  the  calculations  are  arranged  as  follows: 

(i)  log  a  (1400.74)  =  3-1463575 

(2)  Colog  Sin  A  (57^42'  16'^)  =  0.0729874 

(3)  log  Sin  B  (61°  if  sf)       =  9.9430639 

(4)  log  Sin  C  (60°  59'  si'')       =  9.9418088 

Sum  of  (i)  (2)  (3)  logfr  =  3.1624088 
Sum  of  (i)  (2)  (4)  log  c  =  3.1611537 

410.  COORDINATES.  —  In  many  cities  the  coordinate  sys- 
tem of  surveying  is  used  (see  Chapter  IX).  In  this  system  the 
position  of  each  comer  of  the  different  lots  is  fixed  by  rectangu- 
lar coordinates  measured  from  two  lines  at  right  angles  to  each 
other. 

Often  the  origin  of  coordinates  O  (Fig.  168)  is  so  chosen  that 
the  whole  city  is  in  the    first  ^ 

quadrant  YO  X.  Distances 
measured  parallel  to  XX' 
are  usually  called  abscissas 
and  those  parallel  to  YY' 
ordinates. 

The    advantage    of     this      x* 

system  of  surveying  lies  in 
the  fact  that  since  all  surveys 
refer  to  the  same  reference 
lines,  they  arc  therefore  tied 
to  each  other;  and  also  in  the 
fact  that  a  lot  can  be  relo- 
cated from  the  coordinates  of 
its  corners  even  if  all  of  the  corner  bounds  have  been  destroyed. 

Generally  the  coordinate  lines  run  N  and  S,  and  E  and  W, 
but  when  city  streets  have  been  laid  out  at  right  angles  to  each 
other  and  not  on  N  and  S,  and  E  and  W  lines,  it  may  be  more 
convenient  to  have  the  system  of  coordinates  parallel  to  the  street 
lines. 

The  coordinates  of  any  unknown  point  are  usually  computed 
from  the  coordinates  of  some  other  point  to  which  the  unknown 


Fig.  168. 
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point  is  tied  by  an  angle  and  distance.  The  diflference  in  coor- 
dinates between  the  known  and  unknown  points  will  be  obtained 
as  follows:  — 

Difference  in  X  =  distance  X  sin  azimuth  angle. 
Difference  in  Y  =  distance  x  cos  azimuth  angle. 

Sometimes  the  unknown  point  is  located  by  angles  from  two 
other  known  points,  in  which  case  the  distance  between  the  two 
points  whose  coordinates  are  known  can  be  computed  and  then 
the  distance  from  one  of  the  known  points  to  the  unknown  point. 
The  problem  is  then  in  the  form  described  in  the  previous  para- 
graph. 


Fig.  169. 


411.  TO  DETERMINE  THE  AREA  OF  A  FIELD  BY  REC- 
TANGULAR COORDINATES.  —  The  area  of  the  field  i,  2,  3,  4 
(Fig.  169)  is  equal  to  the  trapezoids 

(a,  I,  2,  b)  4-  (by  2,  3,  c)  -  (a,  i,  4,  d)  -  (d,  4,  3>  ^)- 

Expressed  as  an  equation  in  terms  of  the  coordinates  the 
area  is 
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1, 2, 3, 4  =  {y,  -y^)^^  ny^  -yd^^'- 

= i  [yi (^1 —^4)  +  y^ K - ^i)  +  y^ i^-^^l+yi (^1-^.) }     (2) 

From  this  equation  is  derived  the  following  rule  for  obtaining 
the  area  of  a  closed  field  from  the  coordinates  of  its  corners:  — 

(i)  Number  the  corners  consecutively  around  the  field. 

(2)   Multiply  each  j  ^teps^   j  by  the  difference  between  the 

following  and  the  preceding  j    ^^.         |  ,  always  subtracting  the 

following  from  the  preceding  (or  always  subtractmg  the  preceding 
from  the  following),  and  take  half  the  sum  of  the  products. 
412.   Fig.  170  is  the  computation,  by  codrdinates,  of  an  area 
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Fig.  170.    Computation  of  Compass  Survey  by  Coordinates. 

from  the  field  notes.    The  origin  of  coordinates  is  lo  chains  W 
and  10  chains  S  of  station  2. 

413-  Equation  (i)  may  be  developed  into  the  following  form: 

When  this  formula  is' to  be  used  the  coordinates  may  be  arranged 
in  the  following  simple  manner: 


1,2, 


3, 4  =1  f  5  V^' V-«  •  /^^       V^  "^ 


(4) 
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From  equation  (3)  it  will  be  seen  that  the  area  is  equal  to  the 
sum  of  the  products  of  the  ordinates  joined  by  full  lines  in  (4) 
minus  the  sum  of  the  products  of  the  ordinates  joined  by  broken 
lines.  This  formula  involves  the  multiplications  of  larger  num- 
bers than  in  (2),  but  does  not  require  any  intermediate  sub- 
tractions. 


PROBLEMS. 


1.  The  latitude  of  a  line  of  a  traverse  Ls  +  106.4?   ft.;   its  departure  is 
—  273.62.     What  is  its  bearing? 

2.  From  the  following  notes  of  a  compass  survey,  compute  by  the  double 
meridian  distance  method  the  area  in  acres.  * 


Station. 

Bearing. 

Distance 
(Chains). 

A 

N  46*»i  W 

20.76 

B 

Nsi^JE 

13.80 

C 

East 

21.35 

D 

S56*>E 

27.60 

E 

S33**1W 

18.80 

F 

N74*»iW 

30.98 

3.  In  the  following  notes  of  a  compass  survey  the  length  and  bearing  of  one 
of  the  courses  were  omitted.  Substitute  the  correct  values  and  compute  the  area 
(in  acres)  by  the  double  meridian  distance  method. 


Station. 

Bearing. 

I 

S40°W 

2 

N  45^  W 

3 

N  36«J  E 

4 

North 

5 

(omitted) 

6 

S  8«i  W 

7 

West 

1 

Distance 
(Chains). 

17.50 
22.25 
31.25 
13.50 
(omitted) 

34.25 
32.50 
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4.  From  the  notes  given  in  Fig.  52,  p.  103,  and  Fig.  161,  p.  362,  compute  by 
the  double  meridian  distance  method  the  area  of  the  traverse  ABCDEK. 

5.  In  the  following  traverse  there  are  two  mistakes.     Find  where  they  occur 
and  determine  their  amounts.  • 


Station. 

Observed 
Bearing. 

Deflection 

Angle. 

• 

Distance 
(Feet). 

Calculated 
Bearings. 

Remarks. 

A 
B 
C 
D 
E 

N34«E 
S73"iE 
S  io<»i  W 
N  26«  i  W 
S52OW 

164°  14'  R 
62**  16'  R 
84*>  22'  R 

I42«49'R 
io3Ni'L 

240.2 

163.7 
207.6 

273-1 
147.4 

N34*»oo'E 

C£=i88.i 
BCE^  34**  14' 
DEC=^  8i<^25' 

6.  The  following  is  a  set  of  notes  of  an  irregular  boundary  of  a  lot  of  land. 
It  is  desired  to  straighten  this  crooked  boundary  line  by  substituting  a  straight  line 
running  from  B  to  the  line  EF.  Find  the  bearing  of  the  new  boundary  line  and 
its  length;  also  the  distance  along  EF  from  point  E  to  the  point  where  the  new  line 
cuts  EF. 


Station. 

Bearing. 

Distance 
(Feet). 

A 

S  890  14'  E 

373-62 

B 

N  i3«  10'  E 

100.27 

C 

N    oOi7'W 

91.26 

D 

N27«39'E 

112.48 

E 

N720i2'W 

346.07 

F 

S     5007'W 

272.42 

etc. 

etc. 

7.  (o)  In  the  lot  of  land,  A  BCD,  the  lines  AB  and  DC  both  have  a  bearing 
of  N  23**  E;  the  bearing  of  AD  is  due  East;  AD  is  600  ft.,  AB  is  272.7  ft.,  and  DC 
is  484.6  ft.  Find  the  length  of  a  line  EF  parallel  toAB  which  will  cut  off  an  area 
ABFE  equal  to  half  an  acre.  Also  find  the  length  of  the  lines  AE,  and  BF.  (6) 
What  is  the  area  of  EFCD  ? 

8.  Given  the  notes  of  a  traverse,  which  does  not  close,  as  follows:  — 


Station. 

Deflection 
Angle. 

0 

Find  the  length 

6+40 

6«i7'L 

of  a  straight  line 

9+20 

18^43'L 

from  0  to  20+  64 

14+  55 

I2°47'R 

and  the  angle  it 

17+  18 

45^24'L 

makes   with    the 

20  +64 

68«o6'R 

line  from  0  to  6 
4-  40- 
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9.    Compute  the  area  of  the  following  traverse  by  codrdinates. 


Station. 

Deflection 
Angle. 

Bearing. 

Dl<itance 
(Feet). 

A 

78°  10'  oo*  L 

208.64 

B 

88«  28'  oo*  L 

436.79 

C 

67°  02'  IS-'  L 

• 

56.48 

D 

33**  39' IS-' L 

98.80 

E 

90*>  00'  oo*  R 

68.62 

F 

22051'00'L 

95- 10 

G 

680  50'  IS-'  L 

N  360  14'  oo*  W 

207.41 

H 

89°  48'  oo*  L 

103 -75 

I 

55°  00' 15- L 

96.7s 

J 

53«  49'  o<f  R. 

420.77 

PART  IV. 
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PART  IV. 

PLOTTING. 
CHAPTER  XIV. 

DRAFTINa  INBTRUMBNTB   AND   MATERIALS. 

It  is  assumed  in  this  section  that  the  student  is  familiar  with 
the  ordinary  drawing  instruments  such  as  the  T-square,  triangles, 
dividers,  compasses,  and  scales,  as  well  as  with  their  use. 

ENGINEERING  DRAFTING  INSTRUMENTS. 

414.  There  are  several  drafting  instruments  which  are  used 
by  engineers  and  surveyors  but  which  are  not  so  generally  em- 
ployed in  other  kinds  of  drafting  work.  The  most  common  of 
these  are  briefly  described  in  the  following  articles. 

415.  STRAIGHT-EDGE.  —  Engineering  drawings  are  made 
with  greater  accuracy  than  much  of  the  drafting  work  of  other 
professions.  In  fact  many  engineering  drawings  are  limited  in 
precision  only  by  the  eyesight  of  the  draftsman.  It  is  evident, 
then,  that  to  use  a  T-square  which  is  run  up  and  down  the  more 
or  less  uneven  edge  of  a  drawing  board  will  not  produce  draw- 
ings of  sufficient  accuracy.  For  this  reason  in  many  classes  of 
engineering  work  the  edge  of  the  drawing  board  is  not  relied 
upon.  Furthermore,  in  most  plots  of  surveying  work  the  lines 
are  not  parallel  or  perpendicular  to  each  other  except  by  chance, 
but  run  at  any  angle  which  the  notes  require;  and  there  is  there- 
fore not  so  much  call  for  the  use  of  a  T-square  as  there  is  in  archi- 
tectural, machine,  or  structural  drawings.  All  drawings  are 
usually  laid  out  starting  from  some  straight  line  drawn  on  the 
paper  by  means  of  a  straight-edge,  which  is  simply  a  flat  piece 
of  steel  or  wood  like  the  blade  of  a  T-square.  Steel  straight- 
edges are  more  accurate  and  are  more  commonly  used  by  engi- 
neering draftsmen  than  the  wooden  ones,  the  edges  of  which  are 
likely  to  nick  or  warp  and  become  untrue.      They  can  be  ob- 
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tained  of  almost  any  length  and  of  any  desired  weight,  the  com- 
mon length  being  about  3  feet. 

416.  ENGINEER'S  SCALE.  —  Practically  all  engineering 
plans  arc  made  on  a  scale  of  10,  20,  30,  etc.  feet  to  an  inch.  In 
the  engineer's  scale,  therefore,  the  inch  is  divided  into  lo,  20,  30, 
etc.  parts,  instead  of  into  eighths  and  sixteenths  as  in  the  archi- 
tect's scale.  Engineer's  scales  are  made  3,  6,  12,  18,  and  24 
inches  long.  One  form  is  the  flat  wooden  rule  with  both  edges 
beveled  and  a  scale  marked  on  each  bevel.  Some  flat  rules  are 
beveled  on  both  faces  and  on  both  edges  of  each  face,  thereby 
giving  four  scales  on  one  rule.  Still  another  very  common  form 
is  the  triangular  scale,  made  of  wood  or  metal,  and  having  six 
different  scales,  one  on  each  edge  of  the  three  faces.  In  such 
rules  the  scales  are  usually  20,  30,  40,  50,  60,  and  80  ft.  or  10,  20, 
30,  40,  50,  and  60  ft.  to  an  inch.  Scales  are,  however,  often 
made  having  the  inch  divided  into  100  parts,  but  in  plotting  a 
map  which  is  on  a  scale  of  100  ft.  to  an  inch  the  work  is  probably 
more  easily  done  by  using  a  scale  of  10,  20,  or  50  divisions  to  an 
inch  and  estimating  the  fractional  part  of  a  dirision  than  by  try- 
ing to  plot  with  a  loo-ft.  scale  which  is  so  finely  graduated  as 
to  be  very  hard  to  read  without  the  aid  of  a  magnifying  glass. 
A  20-ft.  or  50-ft.  scale  is  more  satisfactory  for  precision  than  a 
lo-ft.  scale  when  it  is  desired  to  plot  on  a  scale  of  100  ft.  to  the 
inch.  A  plan  on  a  200-ft.  scale  is  always  plotted  by  using  a  20- 
ft.  scale,  a  300-ft.  plan  by  using  a  30-ft.  scale,  etc. 

A  map  covering  considerable  area,  like  the  map  of  a  state,  for 
example,  must  be  plotted  to  a  very  small  scale,  and  this  is  usually 
given  in  the  form  of  a  ratio  such  as  i  to  500,  i  to  2500,  etc.,  mean- 
ing that  one  unit  on  the  map  is  -^Ij^,  2^^W>  ^^c.  of  the  correspond- 
ing distance  on  the  ground;  this  is  sometimes  called  the  natural 
scale.  For  plotting  such  maps  specially  constructed  scales  with 
decimal  subdivisions  are  used. 

417.  PROTRACTOR.  —  A  protractor  is  a  graduated  arc 
made  of  metal,  paper,  celluloid,  or  horn,  and  is  used  in  plotting 
angles.  There  are  many  varieties  of  protractor,  most  of  them 
being  either  circular  or  semicircular. 

418.  Semicircular  Protractor.  —  Probably  the  most  common 
is  the  semicircular  protractor  which  is  usually  divided  into  de- 


SCALES   AND    PROTRACTORS  383 

grees,  half-degrees,  and  sometimes  into  quarter-degrees.     Fig. 
171  represents  a  semicircular  protractor  divided  into  degrees. 


C 

Fig.  171.     Semicircular  Protractor. 

In  plotting  an  angle  with  this  protractor  the  bottom  line  of  the 
instrument  is  made  to  coincide  with  the  line  from  which  the  angle 
is  to  be  laid  off,  and  the  center  of  the  protractor,  point  C,  is 
made  to  coincide  with  the  point  on  the  line.  On  the  outside  of 
the  arc  a  mark  is  made  on  the  drawing  at  the  desired  reading. 
The  protractor  is  then  removed  from  the  drawing  and  the  line 
drawn  on  the  plan. 


Fig.  172.    Semicircular  Protractor. 


Instead  of  having  the  0°  and  180°  of  the  protractor  on  its 
lower  edge  some  instruments  are  made  as  shown  in  Fig.  172. 
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This  form  is  claimed  by  some  draftsmen  to  be  more  convenient, 
because  in  handling  the  protractor  by  placing  the  fingers  on  the 
base  neither  the  graduations  nor  the  line  on  the  plan  are  covered 
by  the  hand. 

419.  Full-Circle  Protractor.  —  The  full-circle  protractor  is 
of  use  particularly  in  stadia  work  or  in  plotting  any  notes  where 
azimuth  angles  of  over  180°  have  been  taken.  For  such  work 
as  stadia  plotting  an  ordinary  paper  protractor  8  to  12  inches 
in  diameter  is  sufficiently  accurate,  and,  in  fact,  paper  pro- 
tractors of  this  size  will  yield  more  accurate  results  than  the 
smaller  metal  ones. 

420.  Some  of  the  metal  protractors  are  provided  with  an 
arm  and  vernier  attachment.  These,  while  giving  more  precise 
results,  require  more  time  for  manipulation,  and  a  plain  metal 
protractor  with  a  diameter  of,  say,  8  inches  will  give  sufficiently 
close  results  for  all  ordinary  work.  As  a  matter  of  fact  a  pro- 
tractor with  a  vernier  reading  to  minutes  can  be  set  much  closer 
than  the  line  can  be  drawn,  and  it  is  therefore  a  waste  of  time  to 
attempt  to  lay  off  the  angles  on  a  drawing  with  any  such  accuracy. 
There  is,  however,  a  protractor  of  this  type  with  a  vernier  read- 
ing to  about  5  minutes  which  may  be  of  use  in  precise  plotting. 

421.  Three-Armed  Protractor.  —  The  three-armed  protrac- 
tor is  used  for  plotting  two  angles  which  have  been  taken  with  an 
instrument  (usually  a  sextant)  between  three  known  points,  for 
the  purpose  of  locating  the  position  of  the  observer  (the  vertex 
of  the  two  angles).  The  protractor  has  three  arms,  the  beveled 
edges  of  which  are  radial  lines.  The  middle  arm  is  fixed  at  the 
0°  mark  and  the  other  two  arms,  which  are  movable,  can  be 
laid  off  at  any  desired  angle  from  the  fixed  arm  by  means  of  the 
graduations  on  the  circle,  which  number  each  way  from  the 
fixed  arm.  The  two  movable  arms  having  been  set  at  the  de- 
sired angles  and  clamped,  the  protractor  is  laid  on  the  plan  and 
shifted  about  until  each  of  the  three  known  points,  (which  have 
already  been  plotted  on  the  plan),  lies  on  a  beveled  edge  of  one 
of  the  three  arms  of  the  protractor.  When  the  protractor  is  in 
this  position  its  center  locates  the  point  desired  which  is  then 
marked  by  a  needle  point  Only  one  location  of  this  center 
point  can  be  obtained  except  in  the  case  where  the  three  known 
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points  lie  in  the  circumference  of  a  circle  which  passes  through 
the  center. 

422.  There  are  several  other  types  of  protractor  made,  but 
the  principle  and  use  of  all  of  them  are  much  the  same  as  those 
of  the  simple  types  which  have  been  explained.  It  is  well  in 
purchasing  a  protractor  to  test  it  to  see  that  the  center  point  lies 
on  a  straight  line  between  the  0°  and  180°  marks,  that  the  edge 
of  the  protractor  is  the  arc  of  a  true  circle,  and  that  the  gradua- 
tions are  uniform. 

423.  Pantograph.  —  This  instrument  is  composed  of  several 
flat  pieces  of  metal  or  wood  joined  in  such  a  way  as  to  form 
a  parallelogram.  One  of  the  three  points  A,  B,  and  C,  (Fig. 
173)  is  fixed  and  the  other  two  movable.    The  remaining  bear- 


FiG.  173.    The  Pantograph. 

ing  points  are  not  essential  except  to  support  and  steady  the 
instrument.  The  two  movable  points  are  so  attached  to  the 
instrument  that  they  will  trace  out  exactly  similar  figures. 
The  instrument  is  used  for  copying  a  plan  either  to  the  same  or 
to  a  different  scale.  There  are  several  different  forms  of  panto- 
graph varying  considerably  in  appearance,  but  they  are  all  based 
on  the  same  principle.  The  essential  condition  in  their  design 
is  that  all  three  points  -4,  By  and  C,  must  lie  in  a  straight  line  and 
each  point  must  be  on  one  of  three  different  sides  (or  sides  pro- 
duced) of  a  jointed  parallelogram.  Any  one  of  the  three  points 
can  be  the  fixed  point.  It  is  evident  then  that  by  changing  the 
relative  positions  of  these  points,  by  moving  them  up  or  down  the 
arms  of  the  parallelogram,  but  always  keeping  the  points  on  a 
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straight  line,  the  scale  of  the  copy  can  be  made  to  bear  any 
desired  relation  to  the  scale  of  the  original  drawing.  These 
instruments  are  usually  provided  with  scales  marked  on  the  arms 
indicating  the  proper  settings  for  various  reductions  or  enlarge- 
ments. With  a  pantograph  very  accurate  results  cannot  as  a 
rule  be  obtained  because  there  is  lost  motion  in  the  several  joints 
of  the  instrument.  Some  of  the  expensive  metal  pantographs, 
however,  will  give  fairly  good  results. 

424.  PARALLEL  RULER.  —  This  is  a  beveled  rule  made 
of  metal  and  mounted  on  two  rollers  of  exactly  the  same  diameter. 
It  is  used  for  drawing  parallel  lines.  This  instrument  can  be 
made  to  do  accurate  work,  but  it  must  be  handled  with  a  great 
deal  of  care  to  prevent  the  rollers  from  slipping.  It  is  especially 
useful  in  drafting  diagrams  of  graphical  statics  in  connection 
with  structural  design,  in  drawing  the  parallel  sides  of  buildings, 
section  lining,  blocking  out  for  titles,  and  in  drafting  large  titles 
which  require  mechanical  lettering. 

425.  Beam  Compass.  —  This  is  an  instrument  used  for 
drawing  the  arcs  of  circles  whose  radii  are  longer  than  can  be 
set  out  with  the  ordinary  compass  drafting  instrument.  It  is 
composed  of  a  strip  of  wood  or  metal  with  two  metal  attach- 
ments which  can  be  fastened  to  it.  One  of  these  attachments 
carries  a  needle  point  and  the  other,  which  is  usually  provided 
with  a  slow-motion  screw  for  exact  settings,  carries  a  pencil  or 
a  pen.  This  instrument  is  particularly  useful  in  laying  out  large 
rectangles  such  as  are  called  for  when  surveys  are  plotted  by 
coordinates  (Art.  449,  p.  401). 

426.  CONTOUR  PEN.  —  This  pen  is  constructed  very  much 
like  an  ordinary  right-line  ruling  pen  except  that  it  has  a  metal 
shaft,  running  through  the  entire  length  of  the  holder,  to  which 
the  pen  is  attached.  The  shaft  revolves  inside  of  the  holder, 
and  the  pen  is  so  shaped  that  it  drags  behind  taking  a  position 
in  the  direction  in  which  it  is  being  moved.  It  is  used  for  draw- 
ing irregular  curved  lines  such  as  contours  or  shore  lines.  Not 
a  little  practice  is  required  before  one  can  use  a  pen  of  this  type 
accurately.  When  skill  in  its  use  is  once  acquired,  however,  a 
plan  can  be  easily  made  on  which  the  contours  all  have  a  imi- 
form  weight  of  line  giving  a  very  satisfactory  appearance.    The 
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purpose  of  a  contour  line  is  to  show  the  facts  as  to  the  surface, 
and  this  pen  should  not  be  used  unless  it  is  found  by  trial  that 
it  does  the  work  in  hand  properly.  Accuracy  is  more  important 
than  appearance. 

427.  PROPORTIONAL  DIVIDERS.  —  Proportional  dividers  are 
substantially  an  ordinary  pair  of  dividers  with  both  legs  pro- 
longed through  the  pivot- point  thereby  forming  another  pair  of 
legs  above  the  pivot.  The  pivot  is  movable  so  that  it  can  be 
pushed  up  and  down  in  a  slot  in  the  legs  and  clamped  in  any 
desired  position,  thereby  altering  the  relative  lengths  of  the  two 
pairs  of  legs.  The  sliding  is  accomplished  in  some  dividers  by 
a  rack-and-pinion  motion.  When  the  pivot  is  in  the  middle 
position  the  legs  are  equal,  and  the  space  between  the  two  points 
of  one  pair  of  legs  is  equal  to  the  space  between  the  other  pair. 
There  are  marks  on  the  legs  showing  the  proper  setting  for  the 
pivot  so  that  the  space  between  one  pair  of  points  will  bear 
any  desired  ratio  to  the  space  between  the  other  pair.  The 
marks  on  the  legs  should  not  be  accepted  as  correct,  but  should 
be  tested  by  actual  trial.  One  end  of  the  proportional  dividers 
is  used  to  space  off  the  distances  from  the  original  map  and  the 
other  end  used  to  plot  that  distance  on  the  new  map.  Thus  by 
means  of  this  instrument  a  drawing  can  be  enlarged  or  reduced 
to  a  definite  scale  without  the  use  of  the  engineer's  scale. 

A  drawing  which  is  to  be  made  two-thirds  the  size  of  the 
original  can  be  readily  reduced  by  scaling  the  distances  from  the 
original  with  a  20-ft.  scale  and  plotting  them  on  the  new  draw- 
ing by  use  of  a  30-ft.  scale.  But  when  the  reduction  is  some 
odd  ratio  which  cannot  be  readily  accomplished  by  means  of  the 
engineer's  scale  proportional  dividers  are  very  useful. 

428.  RAILROAD  CURVES,  FRENCH  CURVES,  FLEXIBLE 
CURVE,  AND  SPLINE.  —  For  drawing  arcs  of  curves  of  long 
radii,  such  as  occur  on  railroad  plans  and  on  plans  of  curved 
streets,  in  city  work,  curves  made  of  wood,  hard  rubber,  celluloid, 
or  metal  are  used ;  these  come  in  sets  of  about  one  hundred,  with 
radii  varying  from  about  2  inches  to  300  inches.  The  metal 
curves  are  the  most  common  and  are  made  with  the  inside  and 
outside  edges  of  the  same  radii  both  edges  being  beveled.  When 
a  pencil  line  is  drawn  the  beveled  edges  may  be  used  against  the 


388  DRAFTING  INSTRUMENTS  [Chap.  XIV. 

paper,  and  when  ink  lines  are  drawn  the  curve  can  be  turned 
over  so  that  the  beveled  edges  are  up,  thus  preventing  the  ink 
from  running  in  under  the  curve  on  the  paper.  Some  curves  for 
.railroad  work  are  mad^  with  a  short  straight  edge  tangent  to 
the  curve  at  one  end  and  with  the  point  where  the  curve  begins 
marked  by  a  line  across  it. 

429.  Irregular  curves,  called  French  Curves,  are  of  a  variety 
of  shapes.  They  are  made  of  wood,  hard  rubber,  and  celluloid, 
and  are  used  to  guide  the  pencil  or  pen  in  tracing  out  irregular 
curved  lines  on  the  map. 

430.  A  Flexible  Curve  consists  of  a  strip  of  rubber  fastened 
to  a  flexible  metal  back.  This  curve  can  be  twisted  to  conform 
to  any  irregular  curved  line  on  the  map  and  can  then  be  used 
as  a  guide  against  which  the  pencil  or  pen  is  held  in  tracing  out 
the  curve. 

431.  A  Spline  is  a  long  thin  flexible  piece  of  wood,  hard 
rubber,  celluloid,  or  metal  which  can  be  bent  so  as  to  conform 
to  a  curve.  It  is  usually  held  in  position  by  specially  designed 
weights  with  light  metal  arms  which  fit  into  a  thin  groove  in  the 
top  edge  of  the  spline.  This  instrument  is  used  by  naval 
architects  for  drawing  long  flat  irregular  curves  such  as  occur 
in  ship  designs.  In  engineering  drafting  it  is  used  in  drawing 
the  lines  of  arches,  which  frequently  are  not  circular. 
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432.  The  drawing  papers  used*  by  surveyors  may  be  divided 
into  four  general  classes;  (i)  those  used  for  plotting  plans,  (2) 
tracing  paper  or  tracing  cloth  which  is  used  for  copying  draw- 
iiigs,  (3)  cross-section  and  profile  papers,  and  (4)  process  papers. 

433.  DRAWING  PAPER  FOR  PLANS.* — There  are  numer- 
ous grades  of  drawing  paper  ranging  from  very  cheap  "detail " 
to  heavy  paper  mounted  on  cloth,  called  **  mounted  paper." 
For  rough  plots  which  are  to  be  copied  later  or  which  are  for 
temporary  use  only,  a  manilla  detail  paper  is  frequently  used; 
but  where  the  drawing  is  to  be  of  a  more  permanent  character 
a  heavy  white  or  manilla  paper  is  used.     Still  more  permanent 

♦  Sec  Appendix  C  for  description  of  how  to  mount  drawing  paper  en  cloth. 
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plans,  such  as  the  plan  of  a  survey  of  a  city,  should  be  plotted  on 
heavy  mounted  paper.  There  is  generally  a  right  and  a  wrong 
side  to  all  papers,  which  can  be  distinguished  by  the  "water- 
mark ";  this  will  read  direct  when  the  right  side  of  the  paper  is 
toward  the  observer.  A  paper  to  be  satisfactory  for  use  should 
have  a  surface  not  too  porous  to  take  ink  nicely,  and  of  a  fiber 
such  that  after  scratching  with  a  knife  or  rubbing  with  an  ink 
eraser,  the  surface  will  still  take  ink  effectively.  No  paper, 
however,  after  scratching  can  be  expected  to  take  bottle  red  ink, 
which  permeates  the  fiber  with  extraordinary  ease. 

434.  TRACING  PAPER  AND  TRACING  CLOTH.  —  In  mak- 
ing copies  of  drawings,  a  thin  transparent  paper  called  tracing 
paper  is  often  used.  It  is  not  tough  enough  to  withstand  rough 
handling  and  is  used  only  for  drawings  of  a  temporary  charac- 
ter. There  arc,  however,  certain  kinds  of  transparent  bond 
paper  in  use  which  will  withstand  considerable  hard  usage. 

435.  For  more  permanent  drawings  a  tracing  cloth  is  used, 
made  of  a  very  uniform  quaUty  of  linen  coated  with  a  prepara- 
tion to  render  it  transparent.  Most  tracing  cloth  as  it  comes 
from  the  manufacturer  will  not  readily  take  the  ink,  and  it  is 
necessary  to  rub  powdered  chalk  or  talc  powder  over  the  entire 
surface  of  the  cloth  before  inking  the  drawing.  After  the  sur- 
face chalk  is  brushed  oflF,  the  tracing  cloth  is  ready  for  use.  Trac- 
ing linen  generally  has  one  side  glazed  and  the  other  dull.  Pencil 
lines  can  be  drawn  on  the  rough  side,  but  the  smooth  side  will  not 
take  even  a  very  soft  pencil ;  either  side  may  be  used  for  ink  draw- 
ings. Some  draftsmen  prefer  to  use  the  glazed  side  but  the  dull 
side  is  more  commonly  used.  A  tracing  inked  on  the  glazed  side 
may  be  tinted  on  the  dull  side  either  by  crayons  or  by  a  wash; 
the  latter  will  cockle  the  cloth  unless  it  is  put  on  quite  "  dry.**  It 
is  easier  to  erase  from  the  glazed  than  from  the  dull  side,  but 
the  dull  side  will  stand  more  erasing,*  and  gives  more  uniform 
lines. 

*  Erasure  of  ink  lines  from  a  tracing,  as  well  as  from  any  drawing  paper,  is  a 
delicate  undertaking.  Success  will  result  if  the  following  suggestions  are  carefully 
observed :  —  with  a  smooth  sharp  knife  pick  off  the  ink  from  the  paper ;  this  can  be 
done  almost  without  touching  the  paper.  When  practically  all  of  the  ink  is  off, 
rub  the  line  with  a  pencil  eraser.    This  will  take  off  the  rest  of  the  line  except 
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In  making  a  tracing  of  another  tracing  it  will  be  found  that 
the  lines  can  be  more  readily  seen  if  a  white  paper  is  put  under 
the  lower  tracing.  It  frequently  happens  that  it  is  necessary 
to  make  a  tracing  of  a  blue-print.  The  white  lines  of  the  blue- 
print arc  not  easily  seen  through  the  tracing  linen.  An  arrange- 
ment which  will  assist  greatly  in  such  work  is  to  have  a  piece  of 
plate  glass  set  into  the  top  at  one  end  of  a  drawing  table  in  such 
a  way  that  it  forms  part  of  the  top  of  the  table.  The  blue-print 
is  placed  over  this  glass  and  the  light  shining  through  from  the 
under  side  of  this  glass  and  through  the  blue-print  will  make 
the  white  lines  easily  visible  for  copying. 

It  is  common  practice,  after  a  survey  is  made  and  before  or 
during  the  computation  of  it,  to  plot  the  field  notes  accurately 
on  detail  paper  and  later  to  copy  the  plot  on  tracing  cloth,  which 
is  the  final  drawing  of  the  survey. 

From  these  tracing  drawings  any  number  of  process  prints 
can  be  made  (Art.  438),  the  tracing  taking  the  place  of  the 
negative  used  in  photographic  printing. 

436.  CROSS-SECTION,  AND  PROFILE  PAPERS.  —  Paper  di- 
vided into  square  inches  which,  in  turn,  arc  divided  into  small 
subdivisions  is  used  to  plot  cross-sections  of  earthwork  and  the 
like.  The  inch  squares  are  usually  divided  into  l",  -^"y  -^"y  or 
^^".  Cross-section  paper  can  also  be  obtained  divided  accord- 
ing to  the  metric  system,  or  with  logarithmic  divisions.  Cross- 
section  paper  usually  comes  in  sheets. 

437.  Profile  Paper  which,  as  the  name  implies,  is  used  for 
plotting  profiles  comes  in  rolls  of  10  yds.  or  more.  The  vertical 
divisions  are  usually  much  smaller  than  the  horizontal  divi- 
sions, which  makes  it  easier  to  plot  the  elevations  accurately. 
The  horizont-il  distances  to  be  plotted  occur  mostly  at  full  sta- 


perhaps  a  few  specks  of  ink  which  can  readily  be  removed  by  a  sharp  knife.  This 
method  of  erasing  takes  more  time  than  the  ordinary  method  of  nibbing  with  an 
ink  eraser  until  the  line  has  disappeared,  but  it  leaves  the  paper  in  much  better 
condition  to  take  another  line.  It  is  impossible  to  obtain  good  results  by  this 
method  unless  the  knife  has  an  edge  which  is  both  smooth  and  sharp.  Where 
the  surface  of  the  tracing  cloth  has  been  damaged  the  application  of  a  thin  coat- 
ing of  collodion  on  the  damaged  portion  will  produce  a  surface  which  will  take 
the  ink. 
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tion  points,  which  are  represented  on  the  profile  by  the  vertical 
rulings  on  the  paper. 

Both  the  cross-section  and  the  profile  papers  come  in  colors, 
(usually  red,  green,  blue,  orange,  or  burnt  sienna)  so  that  a  black 
or  a  red  ink  line  (the  two  most  commonly  used)  will  show  up 
distinctly  on  the  paper.  These  papers  can  be  obtained  also  of 
very  thin  transparent  material  or  in  tracing  cloth  form,  suitable 
for  use  in  making  process  prints.  Profile  papers  usually  come 
in  long  rolls  20  inches  wide. 

438.  PROCESS  PAPERS.  —  Blue-Prints.  —  The  most  com- 
mon process  paper  used  in  drafting  offices  is  blue-print  paper. 
It  is  a  white  paper  coated  on  one  side  with  a  solution  which  is 
sensitive  to  light.  After  the  solution  is  applied,  the  paper  is 
dried  and  then  rolled  and  sealed  up  for  the  market  in  light-proof 
rolls  of  10  yds.  or  more.  Fresh  blue- print  paper  has  a  greenish- 
yellow  color.  The  process  of  coating  the  paper  and  the  gen- 
eral handling  of  the  blue-print  business  is  so  well  advanced  and 
the  price  of  the  prepared  paper  is  so  low  that  surveyors  now-a- 
days  seldom  coat  their  own  paper.  The  process  is  a  very  simple 
one,  however,  and  in  emergencies,  when  commercial  blue- print 
paper  cannot  be  obtained,  it  may  be  very  useful  to  know  how  to 
prepare  it.     A  good  formula  for  the  solution  is  given  below. 

Make  the  following  two  solutions  separately  (in  the  light 
if  desirable)  and  mix,  in  subdued  light  or  in  a  dark  room,  equal 
parts  of  each  of  them. 

Solution  (i) 

Citrate  of  Iron  and  Ammonia,  i  part  (by  weight) 
Water,  5  parts  ("       ''     ) 

Solution  (2) 

Red  Prussiate  of  Potash  (re- 

crystalized),  i  part  (by  weight) 

Water,  5  parts  C*       *'     ) 

The  mixed  solution  is  applied  to  the  paper  by  means  of  a 
camel's  hair  brush  or  a  sponge;  this  is  done  in  a  dark  room  or 
in  subdued  light.  The  paper  is  coated  by  passing  the  sponge 
lightly  over  the  surface  three  or  four  times,  first  lengthwise  of 
the  paper  and  then  crosswise,  giving  the  paper  as  dry  a  coating 


392  DRAFTING  INSTRUMENTS  [Chap.  XIV. 

as  possible  consistent  with  having  an  even  coating;  it  is  then 
hung  up  to  dr)\  The  above  coating  will  require  about  5  minutes 
exposure  in  bright  sunlight;  for  quick  printing  paper,  use  a 
larger  proportion  of  citrate  of  iron  and  ammonia. 

The  blue-print  of  a  plan  is  generally  made  in  a  printing 
frame,  which  is  merely  a  rectangular  frame  holding  a  piece  of 
heavy  glass,  with  a  back  to  the  frame  which  can  be  lifted  from 
the  glass.  This  back  is  padded  so  as  to  fit  tight  against  the  glass 
when  the  back  is  clamped  into  position.  The  process  of  taking 
a  print  is,  briefly,  to  expose  the  tracing,  with  the  blue-print  paper 
under  it,  to  the  simlight  a  proper  length  of  time  and  then  re- 
move the  blue-print  paper  and  wash  it  in  water. 

439.  In  detail,  the  process  is  as  follows.  First,  turn  the 
printing- frame  over  so  that  the  glass  is  on  the  bottom,  and  remove 
the  back  of  the  frame.  Then,  after  the  tracing  cloth  has  been 
rolled,  if  necessary,  so  that  it  will  lie  flat,  place  it  with  its  face 
against  the  glass.  Place  the  blue-print  paper,  which  has  been 
cut  to  the  proper  size,  on  top  of  the  tracing  with  the  sensitized 
side  of  the  paper  next  to  the  tracing.  The  back  of  the  frame  is 
then  clamped  into  position  and  the  frame  turned  over  so  that 
the  glass  is  up.  It  should  then  be  examined  to  see  that  the  trac- 
ing has  been  put  into  the  frame  with  its  ink  lines  against  the 
glass,  that  the  blue-print  paper  is  under  the  entire  tracing,  and 
that  mere  are  no  wrinkles  in  the  tracing.  All  of  the  process  to 
this  stage  should  be  done  in  subdued  light,  usually  in  a  room 
with  the  shades  drawn  to  keep  out  most  of  the  sunlight. 

The  frame  is  then  moved  out  into  the  direct  sunlight,  placed 
as  nearly  as  may  be  at  right  angles  to  the  rays  of  sunlight,  and 
left  there  a  proper  length  of  time,  which  will  depend  upon  the 
sensitiveness  of  the  coating  of  the  paper  and  the  intensity  of  the 
light.  Some  blue-print  papers  will  print  in  20  seconds,  others 
require  5  or  6  minutes  in  direct  sunlight.  In  purchasing,  then, 
it  is  necessary  to  ascertain  from  the  dealer  the  "speed  "  of  the 
paper  and  govern  the  exposure  accordingly.  Blue-prints  can 
be  made  in  cloudy  weather  as  well  as  when  the  sun  is  visible,  the 
only  difference  being  that  it  requires  a  much  longer  time  for  the 
exposure.  In  all  cases  where  the  time  of  exposure  is  doubtful 
the  following  simple  test  may  be  applied.    Instead  of  taking  a 
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print  of  the  entire  tracing  the  first  time,  use  only  a  small  piece 
of  the  blue- print  paper  and  put  it  in  the  frame  as  explained  above 
and  expose  it  a  given  time.  Take  it  out  and  wash  it,  and  from 
this  test  judge  the  length  of  exposure  necessary  to  give  the  print 
of  the  entire  drawing.  An  under-exposed  print,  after  it  has 
been  washed,  will  be  light  blue  in  color  with  white  lines;  an  over- 
exposed print  will  be  dark  blue  with  bluish-white  lines.  The 
result  desired  is  a  dark  or  medium  blue  background  with  white 
lines.  It  should  be  borne  in  mind,  in  judging  the  results,  that 
all  prints  become  a  little  darker  when  they  are  dry. 

In  washing  the  print  it  should  be  entirely  immersed  in  clear 
water  at  first;  care  should  be  taken  that  no  part  of  the  print  is 
left  dry.  It  should  be  washed  by  moving  it  back  and  forth  in 
the  water  or  by  pouring  water  over  it  until  the  greenish  solution  is 
entirely  washed  off  its  face.  The  print  should  be  left  irt  the  water 
for  I  o  to  20  minutes,  then  it  is  hung  up  to  dry.  It  will  dry  more 
quickly  if  hung  so  that  one  comer  is  lower  than  the  others.  It 
should  not  be  hung  where  the  sun  will  shine  on  it  as  the  sim- 
light  will  fade  it. 

In  taking  prints  great  care  must  be  exercised  not  to  get  the 
tracing  wet.  When  the  prints  are  being  washed  the  tracing 
should  always  be  put  in  a  safe  place  where  the  water  will  not 
spatter  on  it  and  it  should  never  be  handled  with  moist  hands. 
It  is  practically  impossible  to  eradicate  the  eflfect  of  a  drop  of 
water  or  even  the  marks  made  by  damp  fingers  on  tracing  cloth ; 
it  is  sure  to  show  in  every  subsequent  print  which  is  taken  from 
the  tracing. 

440.  Blue-print  cloth  is  prepared  in  the  same  manner  as 
the  blue-print  paper.  Its  advantage  over  the  paper  lies  solely 
in  the  fact  that  it  does  not  shrink  as  badly  and  is  much  more 
durable.  Prints  which  are  to  be  used  on  construction  work 
where  they  are  sure  to  get  rough  usage  are  sometimes  made  on 
cloth. 

441.  Vandyke  Solar  Paper.  —  There  has  always  been  a  call 
for  a  sensitive  paper  which  will  give  positive  prints,  —  a  black, 
a  brown,  or  a  blue  line  on  a  white  background.  Such  effect  was 
secured  by  the  old  so-called  "black  print  process,'*  but  its  opera- 
tion was  not  altogether  simple  and  good  results  were  not  reason- 
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ably  sure.  The  Vandyke  paper  has  apparently  solved  this 
difficulty,  and  in  addition  affords  other  advantages  which  the 
old  "black  process  "  paper  did  not  possess. 

Vandyke  paper  is  a  sensitized  paper  which  is  printed  in  the 
same  way  as  a  blue-print,  except  that  the  tracing  is  put  into  the 
frame  so  that  the  ink  lines  will  be  against  the  Vandyke  paper. 
The  exposure  is  about  5  minutes  in  direct  sunlight  or,  more  defi- 
nitely, until  the  portion  of  the  Vandyke  paper  which  protrudes 
beyond  the  tracing  is  a  rich  dark  tan  color.  Fresh  Vandyke  paper 
is  light  yellow  in  color.  The  print  is  washed  for  about  5  minutes 
in  clear  water  (where  it  grows  lighter  in  color)  and  then  it  is  put 
into  a  solution  consisting  of  about  one-half  ounce  of  fixing  salt 
(hyposulphite  of  soda)  to  one  quart  of  water,  where  it  turns  dark 
brown.  It  is  left  in  the  fixing  bath  about  5  minutes,  after  which 
the  print  is  again  washed  in  water  for  20  to  30  minutes  and  then 
hung  up  to  dry.  The  fixing  solution  may  be  applied  with  a 
sponge  or  brush  if  only  a  few  Vandykes  are  being  made,  but  it  is 
better  to  immerse  them  in  a  tank  containing  the  solution. 

After  the  Vandyke  print  is  washed  the  body  is  dark  brown  in 
color  while  the  lines  are  white.  This  is  not  the  final  print  to  be 
sent  out;  it  is  simply  the  negative. 

This  Vandyke  print  is  then  put  into  the  printing-frame  in 
place  of  the  tracing,  the  face  of  the  Vandyke  being  next  to  the 
sensitive  side  of  the  process  paper,  and  from  it  as  many  prints  as 
are  desired  are  made  on  blue-print  paper  or  on  any  kind  of  sen- 
sitized paper  desired.  These  blue-prints  made  from  Vandykes 
have  a  white  background  while  the  lines  of  the  drawing  appear 
in  deep  blue  lines,  for  in  this  case  the  rays  of  the  sun  act  only 
through  the  white  parts  of  the  Vandyke  (the  lines),  whereas  in 
making  an  ordinary  blue- print  from  a  tracing  the  sim's  rays  act  on 
the  paper  through  all  parts  of  the  tracing  cloth  except  where  the 
lines  appear.  Where  brown  Unes  on  a  white  background  are 
desired,  the  print  is  made  by  using  a  sensitized  sheet  of  Vandyke 
paper,  in  place  of  the  blue-print  paper. 

One  of  the  advantages  of  this  process  is  that,  as  soon  as  a  Van- 
dyke has  been  made  from  the  tracing,  the  tracing  can  be  filed 
away  and  kept  in  excellent  condition,  the  Vandyke  being  used  in 
making  all  prints. 
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Another  advantage  in  the  use  of  the  blue-prints  which  have 
been  made  by  this  process  is  that  any  additions  made  in  pencil  or 
ink  show  clearly  on  the  white  background  of  the  print  which  is 
not  true  of  the  ordinary  blue-print,  on  which  corrections  must  be 
made  with  a  bleaching  fluid  or  water-color. 

442.  Electrical  Printing  Frames.  —  The  uncertainty  of  the 
sunlight  for  making  prints  has  brought  forward  a  printing  frame 
in  which  an  artificial  light  is  used. 

One  form  of  electrical  printing  frame  is  an  apparatus  con- 
sisting of  a  hollow  glass  cylinder,  formed  of  two  sections  of  glass, 
and  resting  on  a  circular  base  which  is  rotated  by  clock  work. 
An  electric  light  is  suspended  in  the  center  line  of  the  cylinder 
where  it  travels  up  and  down  by  means  of  a  clock  work  attach- 
ment. 

The  tracing  and  paper  are  wrapped  around  the  outer  sur- 
face of  the  glass  where  they  are  tightly  held  against  the  glass  by 
a  canvas  which  is  wound  around  the  cylinder  by  means  of  a 
vertical  roller  operated  by  a  handwheel.  The  cylinder  can  be 
rotated  at  any  desired  speed  and  the  light  which  travels  up  and 
down  the  axis  of  the  cylinder  can  be  moved  through  any  desired 
distance  or  at  any  desired  speed.  These  motions  are  all  made 
automatically  when  the  apparatus  is  once  adjusted. 

In  another  type  of  electrical  machine  several  horizontal  rollers 
are  provided,  with  the  light  so  arranged  that  as  the  tracing  and 
blue- print  paper  passes  from  one  roller  to  another  the  exposure 
is  made.  The  speed  of  the  machine  is  controllable  and  the  length 
of  the  tracing  that  can  be  printed  is  limited  only  by  the  length  of 
the  roll  of  blue-print  paper.  With  this  machine,  then,  long 
plans  or  profiles  can  be  printed  without  the  necessity  of  frequent 
splicing  which  is  required  with  other  types  of  printing  frame; 
furthermore  the  color  of  the  print  is  also  uniform  throughout. 
The  machine  is  driven  by  an  electric  motor.  There  are  several 
machines  of  this  general  type  on  the  market;  some  of  them  are 
provided  with  an  apparatus  for  washing  the  prints  as  fast  as  they 
come  from  the  machine. 

443.  INKS  AND  WATER-COLORS.  —  Bottled  ink,  which  is 
prepared  in  various  colors,  is  used  extensively  on  engineering 
drawings.     The  so-called  "waterproof"  inks  differ  from  other 
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inks  in  that  a  water-color  wash  can  be  put  over  the  lines  without 
causing  them  to  "run."  Bottled  inks  are  satisfactory  for  most 
drawings,  but  when  very  sharp  and  fine  hair-lines  are  required  it 
is  well  to  use  the  stick  india  ink.  This  is  made  by  grinding  the  ink 
together  with  a  Uttle  water  in  a  saucer  made  for  this  purpose, 
until  the  ink  is  thick  and  black  enough  to  be  used.  If  the  ink 
becomes  dry  it  can  be  restored  to  as  good  condition  as  when  first 
ground  by  adding  water,  a  drop  or  two  at  a  time,  and  rubbing  it 
with  a  piece  of  cork  or  a  pestle;  if  the  water  is  added  too  rapidly 
the  ink  will  flake. 

While  the  bottled  black  inks  are  fairly  well  prepared,  the  red 
inks  are  very  unsatisfactory.  They  will  sometimes  run  on  paper 
where  only  very  slight  erasures  have  been  made;  in  fact,  on  some 
of  the  cheaper  papers  red  ink  will  always  run.  For  tracing  pur- 
poses red  ink  is  wholly  unsatisfactory,  as  it  is  impossible  to  ob- 
tain a  good  reproduction  of  a  red  ink  line  by  any  of  the 
process  prints.  Where  red  lines  are  needed  the  use  of  scarlet 
vermilion  water-color  will  be  found  to  give  not  only  a  brilliant 
red  line  on  the  tracing,  but  also  **body  "  enough  in  the  color 
so  that  the  Unes  will  print  fully  as  well  as  the  black  ink  b'nes. 
Scarlet  vermilion  water-color  will  give  much  better  lines  on  any 
paper  than  the  bottled  red  inks.  Only  enough  water  should  be 
used  to  make  the  water-color  flow  well  in  the  pen.  Other  water- 
colors  are  used  in  the  place  of  the  bottled  colored  inks,  such  as 
Piussian  blue  instead  of  bottled  blue  ink,  or  burnt  sienna  instead 
of  brown  ink,  and  these  give  much  better  results. 

It  is  frequently  necessary  on  blue-prints  to  represent  additions 
in  white,  red,  or  yellow.  A  white  line  can  easily  be  put  on  by 
using  Chinese  white  water-color;  but  sometimes  a  bleaching  fluid 
is  used  which  bleaches  out  the  blue  lca\ing  the  white  paper  visible. 
The  best  color  for  a  red  line  on  blue-prints  is  scarlet  vermilion 
water-color;  and  for  a  yellow  line  none  of  the  ordinary  yellow 
water-colors  gives  as  brilliant  lines  as  Schoenfeld  &  Co.'s  light 
chrome  yellow. 

For  tinting  drawings  water-colors  and  dilute  inks  are  used. 
Effective  tinting  may  be  done  on  tracings  by  using  colored  pencils 
on  the  rough  side  of  the  linen. 
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BIETHODS  OF  PLOTTINO* 

444.  LAYING  Out  a  Plan.  —  Laying  out  a  plan  requires 
careful  work.  If  a  good-looking  plan  is  to  be  obtained  this  part 
of  the  work  must  be  done  with  not  a  litde  judgment.  Besides  the 
plan  of  the  survey  or  property  the  drawing  must  have  a  title,  and 
sometimes  notes  and  a  needle  to  show  the  direction  of  the  merid- 
ian. These  must  all  be  arranged  so  that  the  entire  drawing 
when  completed  will  have  a  symmetrical  appearance.  Often 
the  plot  is  of  such  awkward  shape  that  it  is  very  difficult  to  lay 
out  the  drawing  so  that  it  will  look  well,  and  the  draftsman's 
artistic  instincts  are  taxed  to  the  utmost  to  produce  a  satis- 
factory result. 

445.  Scale.  —  In  many  cases  the  scale  of  the  plan  as  well  as 
the  general  arrangement  of  its  parts  must  be  chosen  by  the 
engineer.  Surveys  of  considerable  extent  which  do  not  contain  a 
great  many  details,  such,  for  example,  as  the  preliminary  survey 
for  a  railroad,  may  be  drawn  to  a  scale  of  400  ft.  to  an  inch.  A 
plan  of  a  large  piece  of  woodland  or  a  topographical  map  of  a 
section  of  a  town  may  be  represented  on  a  scale  of  from  100  ft. 
to  400  ft.  to  an  inch.  A  plan  of  a  city  lot  for  a  deed  is  represented 
on  a  20- ft.  to  80- ft.  scale;  and  city  streets,  such  as  sewer  plans 
and  the  like,  are  frequently  drawn  to  a  scale  of  20  ft.  to  40  ft.  to 
an  inch.  Sometimes  on  plans  of  construction  work  drawings  of 
different  scale  are  made  on  the  same  sheet.  The  drawing  for  a 
conduit,  for  example,  may  be  represented  by  a  general  plan  on 
a  scale  of  80  ft.  to  an  inch,  while  on  the  same  sheet  the  conduit 
may  be  shown  in  section  on  a  scale  of  4  ft.  to  an  inch. 

The  field  maps  of  the  U.  S.  Coast  and  Geodetic  Survey  are 
usually  plotted  on  a  scale  of  Tiyivv,  but  some  special  maps  are 
made  on  scales  as  large  as  jjhjs.  The  field  maps  of  the  U.  S. 
Geological  Survey  are  mosdy  plotted  to  a  scale  of  ^ifhjsv  and 
reduced  on  the  lithograph  sheets  to  w^jsjf  or  i^^Viyv. 

♦  For  a  brief  description  of  different  projections  for  maps  of  large  areas,  such 
as  states  or  counties,  see  Volume  II,  Chapter  X. 
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These  remarks  in  regard  to  scales  are  not  to  be  con- 
sidered in  any  sense  as  hard  and  fast  rules  to  govern  all  condi- 
tions They  are  suggested  simply  to  give  some  idea  of  the  exist- 
ing practice  in  this  matter. 

METHODS    OF   PLOTTING   TRAVERSES. 

446.  PLOTTING      BY      PROTRACTOR      AND     SCALE.  —  The 

most  common  method  of  plotting  angles  is  by  use  of  the  pro- 
tractor (Art.  417,  p.  382),  and  of  plotting  distances,  by  use  of  the 
engineer's  scale.  •  Every  traverse  consists  of  a  series  of  straight 
lines  and  angles,  which  can  be  plotted  by  a  protractor  in  the  fol- 
lowing manner.  First,  the  survey  to  be  mapped  should  be 
sketched  out  roughly  to  scale,  in  order  to  ascertain  its  extent  and 
shape  so  as  to  decide  the  size  of  paper  necessary  for  any  given 
scale  of  drawing  and  to  determine  its  general  position  on  the 
sheet,  which  will  fix  the  direction  of  the  first  line  of  the  traverse, 
to  be  used  as  a  starting  line  for  the  entire  drawing.  This  having 
been  done,  the  first  line  is  drawTi  in  the  proper  place  on  the  paper, 
its  length  is  scaled  off  by  using  the  proper  scale,  and  its  two  ex- 
tremities accurately  marked  by  pencil  dots  or  by  means  of  a 
needle  point,  and  surrounded  by  a  light  penciled  circle.  The  line 
should  be  drawn  so  that  it  ^^^ll  extend  beyond  the  next  angle 
point  a  distance  greater  than  the  radius  of  the  protractor,  this 
extension  of  line  being  of  use  in  the  manipulation  of  the  pro- 
tractor. 

The  protractor  is  placed  so  that  its  center  is  exactly  on  the 
second  angle  point  and  so  that  both  the  0°  and  180°  marks  of  the 
protractor  exactly  coincide  with  the  line.  The  traverse  angle  taken 
from  the  field  notes  is  plotted,  the  protractor  removed,  the  line 
dra^vn,  and  the  length  of  the  second  course  carefully  scaled. 
Then  the  protractor  is  placed  along  this  new  line  and  opposite 
the  third  point,  the  angle  at  that  point  is  laid  off,  the  next  line 
drawn,  and  the  distance  scaled.  By  this  process  the  entire 
traverse  is  plotted. 

447.  Checks.  —  On  all  plotting  work,  just  as  on  all  field- 
work  and  computations,  frequent  checks  should  be  applied  to 
insure  accuracy. 
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If  the  traverse  is  a  closed  traverse  the  plot,  of  course,  should 
close  on  the  paper.*  If  it  does  not  and  the  error  of  closure  is  in  a 
direction  parallel  to  any  one  of  the  lines,  there  is  probably  a  mis- 
take in  plotting  the  length  of  that  line.  If  there  is  no  indication 
of  this  sort  the  mistake  may  be  either  in  scaling,  in  laying  off  the 
angles,  or  in  both.  In  such  a  case  the  entire  plot  should  be 
checked  unless  there  is  some  reason  to  think  that  a  certain  line 
may  have  been  laid  off  at  the  wrong  angle,  in  which  event  that 
questionable  angle  should  be  replotted.  The  bearings  of  all  the 
lines  of  the  traverse  can  be  computed  with  reference  to  the  mag- 
netic or  to  any  assumed  meridian ;  any  line  can  be  produced  to 
meet  the  meridian  line,  and  this  angle  measured  and  checked. 
Similarly,  the  bearing  of  the  last  line  of  a  traverse  which  does 
not  close  can  be  computed  and  the  angle  the  last  line  makes  with 
the  meridian  measured.  If  it  checks  the  computed  angle  it  is 
evident  that  no  error  has  been  made  in  the  angles  unless  mis- 
takes were  made  that  exactly  balance  each  other,  which  is  not 
probable.  In  this  way,  by  ** cutting  into"  the  drawing  here 
and  there,  the  angular  error,  if  there  is  one,  can  be  quickly  "run 
down,"  without  laying  out  all  of  the  angles  again  and  so  possibly 
repeating  the  mistake  that  was  originally  made.  The  angles 
measured  in  applying  this  check  have  different  values  from  the 
ones  first  laid  out,  and  the  chance  of  repeating  the  original  mis- 
take is  thereby  eliminated.  If  no  error  is  found  to  exist  in  the 
angles,  the  distances  should  next  be  checked.  This  can  be  done 
in  two  ways,  and  in  some  drawings  both  of  these  checks  should 
be  applied. 

First,  scale  each  line  separately  setting  down  the  results  in- 
dependently upon  a  sheet  of  paper.  After  these  are  all  recorded 
(and  not  before),  compare  the  lengths  with  the  lengths  of  lines  as 
taken  from  the  field  notes.  No  error  should  be  allowed  to  pass 
if  it  is  large  enough  to  be  readily  plotted  by  the  use  of  the  scale. 

*  Instead  of  plotting  every  line  of  the  traverse  from  its  preceding  line  and 
returning,  in  the  case  of  a  closed  traverse,  to  the  other  end  of  the  starting  line,  it 
may  be  well  to  plot  half  the  traverse  from  one  end  of  the  starting  line  and  the 
other  half  from  the  other  end ;  the  check  will  then  come  at  a  point  about  half-way 
around  the  traverse.  The  advantage  of  this  method  lies  in  the  fact  that  accumu- 
lative errors  are  to  some  extent  avoided  since  they  are  carried  through  only  half 
as  many  courses. 
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Second,  lake  a  long  straight  piece  of  paper,  lay  this  on  the 
drawing,  and  mark  off  tlie  length  of  the  first  line  on  the  edge  of 
the  paper;  then  mark  off  the  length  of  the  second  line  starting 
from  the  mark  which  denotes  the  end  of  the  first  line,  and  proceed 
in  a  similar  way  to  the  end  of  the  traverse.  Apply  the  scale  to 
the  strip  of  paper  and  read  the  station  of  each  rtiark;  record  each 
of  these  independently  and  afterwards  compare  them  with  the 
field  notes.  The  entire  length  of  line  should  check  within  a 
reasonable  amount  depending  upon  the  scale;  the  allowable 
error  can  easily  be  determined  by  the  principle  explained  in 
Art.  23,  p.  14. 

By  checking  angles  and  distances  by  the  above  methods 
errors  of  any  consequence  can  be  avoided;  in  any  case  a  drafts- 
man should  not  allow  a  drawing  to  leave  his  hands  which  has 
not  been  properly  checked  and  known  to  be  correct. 

When  the  traverse  is  not  closed,  such  checks  as  have  been 
described  above  must  always  be  applied;  otherwise  there  is  no 
assurance  whatever  that  the  plan  is  correct.  It  is  especially 
necessary  to  check  the  bearings  of  lines  frequently,  so  that  the 
accumulation  of  small  errors  may  not  become  appreciable. 

448.  Protractor  and  T-Square.  —  While  the  ordinary 
T-square  is  not  much  used  in  plotting  engineering  plans,  there 
are  some  occasions  where  it  is  convenient  to  use  it.  Where  a 
traverse  has  been  run  by  bearings  or  by  deflection  angles  the 
T-square  with  a  shifting  head  can  be  conveniently  used  in  con- 
nection with  a  protractor  for  plotting  the  angles  by  bearings. 

The  paper  is  fastened  to  a  drawing  board  having  a  metal  edge, 
which  insures  one  straight  edge  to  the  board.  A  meridian  line 
is  drawn  on  the  paper,  and  the  shifting  head  of  the  T-square 
is  fastened  so  that  the  blade  coincides  with  the  meridian  line. 
Then  as  the  T-square  is  slid  up  and  down  the  edge  of  the  draw- 
ing board  its  blade  always  takes  a  direction  parallel  to  the  meri- 
dian. By  means  of  the  protractor  shown  in  Fig.  172  the  bear- 
ing of  each  line  can  be  readily  laid  off  or  checked  as  illustrated 
by  Fig.  174  and  the  distances  laid  off  with  the  scale.  In  order 
to  secure  a  satisfactory  check,  the  deflection  angles  should  be 
laid  off  directly  from  the  previous  line,  and  the  bearings  checked 
by  means  of  the  T-square  and  protractor. 
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It  is  evident  that  the  bearings  of  the  lines  may  be  computed 
just  as  well  from  any  assumed  meridiafn  as  from  the  magnetic  or 
true  meridian ;  and  that  the  drawing  can  be  fastened  to  the  board 


Fig.  174.    Laying  off  Bearings  by  Use  of  T-Square  and 
Protractor. 

in  such  a  way  that  the  T-square  can  be  conveniently  used. 
This  method  is  especially  applicable  to  compass  surveys  as  it  ob- 
viates the  necessity  of  drawing  a  new  meridian  line  through  each 
angle  point. 

This  method  can  be  easily  applied  also  as  a  means  of  check- 
ing any  of  the  angles  of  a  traverse  which  have  been  plotted  by 
any  of  the  ordinary  methods. 

449.  PLOTTING  BY  RECTANGULAR  COORDINATES In  plot- 
ting by  this  system  all  points  in  the  traverse  are  referred  to  a 
pair  of  coordinate  axes.  For  convenience  these  axes  are  often 
the  same  as  those  used  in  calculating  the  area  enclosed  by  the 
traverse.  The  advantages  of  this  method  are,  (i)  that  all  meas- 
urements are  made  by  means  of  the  scale  only  and  (2)  that  the 
plotting  may  be  readily  checked. 

To  plot  a  survey  of  a  field  by  rectangular  coordinates,  first 
calculate  the  total  latitude  and  the  total  departure^  that  is,  the 
ordinate  and  the  abscissa,  of  each  point  in  the  survey.  If  the 
meridian  through  the  most  westerly  point  and  the  perpendicular 
through  the  most  southerly  point  are  chosen  as  the  axes  negative 
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signs  in  the  coordinates  will  be  avoided.  The  coordinates  of  the 
transit  points  are  computed  by  beginning  with  the  most  westerly 
point,  whose  total  departure  is  zero,  and  adding  successively  the 
departure  of  each  of  the  courses  around  the  traverse.  East 
departures  are  called  positive  and  West  departures  «^^a//W. 
The  total  departure  of  the  starting  point  as  computed  from 
that  of  the  preceding  point  will  be  zero  if  no  mistake  is  made  in 
the  computations.  The  total  latitudes  may  be  computed  in  a 
similar  manner  beginning,  preferably,  with  the  most  southerly 
point  as  zero. 

450.  For  plotting  the  points  on  the  plan,  a  convenient 
method  of  procedure  is  to  construct  a  rectangle  whose  height 
equals  the  difference  in  latitude  of  the  most  northerly  and  the 
most  southerly  points  and  whose  width  equals  the  difference  in 
departure  of  the  most  westerly  and  the  most  easterly  points.  If 
the  most  westerly  and  the  most  southerly  points  are  taken  as  zero 
then  the  greatest  ordinate  and  the  greatest  abscissa  give  the 
dimensions  of  the  rectangle.  The  right  angles  should  be  laid 
off  either  by  the  use  of  a  reliable  straight-edge  and  a  triangle  or 
by  the  beam  compass. 

451.  The  better  method,  however,  is  to  construct  the 
perpendiculars  by  means  of  a  straight-edge  and  a  triangle.     It  is 
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Erecting  a  Perpendicular  with  a  Straight-edge  and 
AN  Inaccurate  Triangle. 


RECTANGULAR  COORDINATES  403 

not  at  all  necessary,  although  it  is  always  desirable,  that  the 
triangle  shall  be  accurate.  It  should  be  used  in  the  following 
manner.  It  is  first  placed  against  the  straight-edge,  as  shown  by 
the  full  lines  in  Fig.  175,  and  a  point  A,  marked  on  the  paper. 
Point  C  is  also  marked  opposite  a  certain  definite  part  of  the 
triangle.  Then  the  triangle  is  reversed  to  the  dotted  position 
and  brought  so  that  its  edge  coincides  with  point  A,  and  then 
point  B  is  marked  opposite  point  C,  as  nearly  as  can  be  judged. 
A  point  D  is  plotted  midway  between  B  and  C  and  the  line  AD 
is  then  drawn  which  is  perpendicular  to  the  straight-edge.  If  the 
triangle  is  accurate  point  B  will  fall  on  point  C,  so  that  this 
is  a  method  of  testing  the  accuracy  of  the  right  angle  of  any  tri- 
angle. If  it  is  found  to  be  inaccurate  it  should  be  sent  to  an 
instrument  maker  and  be  "trued  up."  A  few  cents  spent  in 
keeping  drafting  instruments  in  shape  will  save  hours  of  time 
trying  to  locate  small  errors,  which  are  often  due  to  the  inac- 
curacy of  the  instruments  used. 

If  the  compass  is  used  the  right  angle  may  be  laid  off  by 
geometric  construction.  On  account  of  the  difficulty  of  judging 
the  points  of  intersection  of  the  arcs,  very  careful  work  is  re- 
quired to  obtain  good  results  with  the  compass. 

Since  the  accuracy  of  all  of  the  subsequent  work  of  a  coordi- 
nate plot  depends  upon  the  accuracy  with  which  the  rectangle 
is  constructed,  great  care  should  be  taken  to  x:heck  this  part  of 
the  work.  The  opposite  sides  of  the  rectangle  should  be  equal 
and  the  two  diagonals  should  be  equal,  and  these  conditions 
should  be  tested  by  scaling  or  with  a  beam  compass  before  con- 
tinuing with  the  plot. 

452.  After  the  rectangle  has  been  constructed,  all  points  in 
the  survey  can  be  plotted  by  use  of  the  scale  and  straight-edge. 
To  plot  any  point,  lay  off  its  total  latitude  on  both  the  easterly 
and  the  westerly  of  the  two  meridian  lines  of  the  rectangle,  be- 
ginning at  the  southerly  line  of  the  rectangle.  Draw  a  line 
through    both  of  these   points  by  means  of  a   straight-edge.* 

*  Accurate  work,  of  course,  cannot  be  obtained  with  a  straight-edge  that  is 
not  true.  A  straight-edge  can  easily  be  tested  by  drawing  a  fine  pencil  Tine  on  the 
paper  along  one  edge  of  the  straight-edge ;  then  turn  the  straight-edge  over  on 
its  other  side,  fit  the  same  edge  to  the  two  ends  of  the  pencil  line,  and  see  if  the 
edge  coincides  with  the  line. 
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Then  lay  off  along  this  line  the  total  departure,  beginning  at  the 
westerly  side  of  the  rectangle,  thus  obtaining  the  desired  position 
of  the  point. 

The  computations  of  the  total  latitudes  and  departures  and 
the  method  of  plotting  a  traverse  by  the  coordinate  method  are 
shown  in  Fig.  176.     This  is  the  survey  which  is  shown  in  the 
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Fig.  170.    Computations  and  Plotting  by  Rectangular 
Coordinates. 

calculations  in  Fig.  161,  p.  362,  and  in  the  form  of  notes  in  Fig. 
52,  p.  103. 

453.  Plotting  by  rectangular  coordinates  is  the  most  accurate 
of  all  the  methods  usually  employed.  It  is  not  very  often  ap- 
plied, however,  to  traverses  which  do  not  close,  as  there  is  seldom 
any  other  use  for  the  coordinates  of  such  a  traverse,  and  the 
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labor  of  computing  them  for  this  purpose  alone  is  hardly  war- 
ranted. For  such  traverses,  therefore,  either  the  protractor  and 
scale,  the  Tangent  Method,  or  the  Chord  Method  (which  are  ex- 
plained in  the  following  articles)  may  be  employed.  But  for 
plans  of  a  closed  traverse,  where  the  latitudes  and  departures 
have  been  computed  in  connection  with  calculating  its  area,  this 
coordinate  system  of  plotting  is  frequently  used. 

454.  Checks.  —  When  the  transit  points  have  been  plotted, 
the  scale  distance  between  consecutive  points  should  equal  the 
distance  measured  in  the  field.  It  sometimes  happens  that  some 
of  the  transit  lines  run  so  nearly  parallel  to  one  of  the  axes  that 
the  distances  will  scale  the  right  amount  even  though  a  mistake 
has  been  made  in  laying  off  one  of  the  coordinates.  In  such  a 
case  any  appreciable  error  can  be  detected  by  testing  the  bear- 
ings of  the  lines  by  means  of  a  protractor.  These  two  tests, 
together  with  the  scaled  distances  of  any  cut-off  lines  which  may 
have  been  measured  in  the  field,  (Art.  145,  p.  109),  form  a  good 
check  on  the  accuracy  of  the  plotting.  Since  all  of  the  points 
are  plotted  independently  errors  cannot  accumulate.  If  it  is 
found  that  any  scaled  distance  fails  to  check  with  the  measured 
distance  it  is  probable  that  one  of  the  two  adjacent  lines  will  also 
fail  to  check  and  that  the  point  common  to  the  two  erroneous 
lines  is  in  the  wrong  position. 

It  should  be  remembered  that  everything  depends  upon  the 
accuracy  of  the  rectangle  and  that  nothing  should  be  plotted 
until  it  is  certain  that  the  right-angles  have  been  accurately  laid 
off. 

455.  PLOTTING  BY  TANGENTS.  —  The  traverse  should  first  be 
plotted  approximately  on  some  convenient  small  scale  by  use  of 
the  protractor  and  scale,  to  ascertain  its  extent  and  shape.  The 
importance  of  this  little  plot  is  often  overlooked,  with  the  result 
that  when  the  plan  is  completed  it  is  found  to  be  too  close  to  one 
edge  of  the  paper  or  otherwise  awkwardly  located  on  the  sheet. 
It  takes  only  a  few  moments  to  draw  such  a  sketch,  and  unless 
the  draftsman  is  sure  of  the  shape  and  extent  of  the  plot  he 
should  always  determine  it  in  some  such  manner  before  the  plan 
is  started. 

The  directions  of  all  the  lines  are  referred  to  some  meridian 
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and  the  bearings  determined  with  an  accuracy  consistent  with  the 
measured  angles.  From  the  auxiliary  plot  it  can  be  decided 
where  to  start  the  first  course  of  the  traverse  on  the  paper  and 
in  what  direction  to  draw  the  meridian,  so  that  the  lines  of  the 
completed  traverse  will  be  well  balanced  with  the  edges  of  the 
sheet,  and  so  that  the  needle  will  be  pointing,  in  a  general  way, 
toward  the  top  of  the  drawing  rather  than  toward  the  bottom. 
The  bearing  of  the  first  line  is  plotted  as  follows  (Fig.  177). 


Fig.  177.     Plotting  by  Tangent  Offsets. 

Lay  off  on  the  meridian  line  a  length  Aa  of  at  least  10  inches 
and  erect  a  perpendicular  at  a  on  the  right-hand  side  of  the 
meridian  if  the  bearing  of  the  first  course  is  east,  and  on  the 
left-hand  side  if  it  is  west.  Look  up  in  the  table  of  natural 
functions  the  tangent  of  the  bearing  of  the  first  course  and  scale 
off  this  distance  ad  on  the  perpendicular.*     Draw  Ai  which  is 


*  These  distances  and  also  the  lo-inch  base*Iines  are  all  laid  off  by  use  of  the 
engineer*s  scale.  By  using  the  lo-ft.  or  loo-ft.  scale  the  tangents  can  be  laid  off 
without  any  computation,  whereas  with  the  other  scales  the  tangent  must  be  multi- 
plied by  some  number,  e.g.,  by  2  if  the  20-ft.  scale  is  used,  by  3  if  the  30-ft  scale 
is  used,  etc.,  taking  care  in  the  pointing  off. 

If  it  is  deemed  unnecessary  to  use  a  base  as  long  as  10  inches,  one  can  be  laid 
off  at  the  *'  10**  mark  on  any  engineer's  scale  and  the  tangent  distances  laid  off  by 
using  the  same  scale,  e.g.,  if  a  20-ft.  scale  is  used  the  *Mo  "  mark  will  give  a  base* 
line  5  inches  long. 
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the  direction  of  the  first  course.  On  this  line  scale  off  AB,  the 
length  of  the  first  course.  On  this  line  produced  lay  off  Bg-  equal 
to  10  inches  and  erect  a  perpendicular,  scaling  off  on  the  perpen- 
dicular the  length  ^-d  equal  to  the  tangent  of  the  deflection  angle 
at  B,  This  determines  the  direction  of  ^Cfrom  the  first  course. 
The  remaining  lines  of  the  traverse  are  plotted  in  the  same  manner, 
using  each  time  the  deflection  angle. 

456.  Checks.  —  Unless  the  survey  is  a  closed  traverse  checks 
must  be  occasionally  applied.  Every  third  or  fourth  course 
should  be  checked  by  finding  the  angle  between  it  and  the  meri- 
dian line.  This  angle  should  be  found  by  the  same  method 
(tangent  offset  method)  and  by  using  a  base  of  10  inches  as  in 
plotting  the  angles.  In  checking  the  course  De,  for  example,  a 
meridian  is  drawn  through  D  parallel  to  Aa,  De  is  scaled  off  10 
inches,  and  a  perpendicular  ^  erected.  The  distance  ^  is  scaled 
and  from  the  table  of  tangents  the  angle /Dc  is  obtained.  If  the 
angle  that  the  course  makes  with  the  meridian  line  disagrees 
with  the  calculated  bearing  of  that  course  by  any  considerable 
amount,  say,  10  minutes  of  angle  or  more,  the  previous  courses 
should  be  replotted.  If  the  error  is  less  than  10  minutes  the 
course  which  is  being  checked  should  be  drawn  in  the  correct 
direction  so  that  even  the  slight  error  discovered  may  not  be 
carried  further  along  in  the  plot.  Then  after  the  plotting  has 
proceeded  for  three  or  four  more  courses  the  check  is  again 
applied. 

The  bearings  of  the  lines  can  be  checked  by  use  of  the  pro- 
tractor and  this  will  detect  errors  of  any  considerable  size,  but 
this  method  will  not  disclose  any  small  errors  ;  moreover,  if  it  is 
desired  to  have  the  plot  when  completed  as  accurate  as  could  be 
expected  from  the  precise  method  employed,  it  is  entirely  incon- 
sistent to  check  by  use  of  a  method  which  is  far  less  accurate 
than  the  one  used  in  making  the  plot.  For  this  reason  the 
checks  on  the  direction  of  the  lines  are  applied  with  the  same 
care  and  by  the  same  method  as  was  used  in  the  original  layout 
of  the  angles. 

Occasionally  it  is  more  convenient  to  plot  the  complement  of 
an  angle  rather  than  the  angle  itself,  as  was  done  in  plotting  the 
line  £F,     In  this  case  the  right  angle  erected  at  £  must  be  laid 
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off  with  great  care,  preferably  by  the  method  explained  in  Art. 
451,  p.  402. 

It  is  evident  that  the  direction  of  each  course  could  have 
been  plotted  by  drawing  a  meridian  line  through  the  transit  points 
and  by  laying  off  the  bearings  by  the  tangent  method.  But  if 
Huch  a  method  were  used  there  would  be  no  single  check  applied 
that  would  check  all  the  previous  courses,  which  is  an  important 
feature  of  the  method  explained  above. 

If  the  traverse  is  not  closed  the  lengths  of  the  lines  of  the 
traverse  should  always  be  checked  by  the  methods  explained  in 
Art.  447,  p.  398. 

457-  PLOTTING  BY  CHORDS.  —  This  method,  which  is  em- 
ployed by  many  draftsmen  in  plotting  traverse  lines,  is  fairly 
gfK)d  although  probably  not  so  accurate  as  the  Coordinate  or 
as  convenient  as  the  Tangent  Methods. 

Fig.   178   represents  the  traverse  ABCDEF  which  has  been 


Plotting  by  Chords. 


plotted  by  chords.     It  is  the   same  traverse  that  is  shown  in 
Fig.  177. 

On  the  meridian  line  the  distance  Aa  is  scaled  off  equal  to 
10  inches  and  the  arc  ab  swung  from  ^  as  a  center  by  use  of 
the  ordinary  pencil  compass.     Then  from  a  table  of  chords  *  the 

•  Tables  of  chords  can  be  found  in  Trautwine*s  **  Civil  Engineer's  Pocket 
Book,"  published  by  John  Wiley  &  Sons,  New  York. 
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length  of  the  chord  ab  is  found  for  the  angle  aAb.  The  point  b 
is  sometimes  located  by  setting  the  dividers  at  the  distance  ab 
and  with  a  as  a  center  intersecting  the  arc  ^^  at  b\  but  the 
more  accurate  method  is  to  scale  from  point  a  the  chord  distance 
and  mark  the  point  ^on  the  arc.  Then  the  line^^  is  drawn  and 
AB  scaled  off  on  it.  With  5  as  a  center  the  arc  gd  is  drawn 
and  the  chord  gd,  corresponding  to  the  deflection  angle  at  5,  is 
scaled  off.  Bd  is  then  drawn  and  BC  scaled  off  on  it.  In  the 
same  way  the  entire  traverse  is  plotted. 

458.  Use  of  the  Sine.  —  It  is  evident  that  the  chord 

.     A 
tf*=»2x  lox  sm  —  • 
2' 

hence,  if  a  table  of  chords  is  not  available,  a  table  of  sines  (always 
easily  obtainable)  can  be  used.  The  sine  of  half  the  angle  can 
be  taken  from  the  tables  and  multiplied  by  20  mentally.  Some 
draftsmen  use  the  table  of  sines  and  a  radius  of  5  inches  to  avoid 
the  multiplication.  This  is  not  recommended  because  a  base  of 
5  inches  is  not  long  enough  to  insure  a  very  accurate  drawing. 
The  necessity  of  multiplying  by  2  can  very  easily  be  done  away 
with  by  laying  off  the  radius  with  a  20-ft.  scale  and  scaling  off 
the  sine  of  the  angle  with  a  lo-ft.  scale. 

With  dividers  of  the  ordinary  size  it  is  impossible  to  lay  out 
an  arc  with  a  lo-inch  radius.  In  such  a  case  either  beam  com- 
passes must  be  used  or  the  radius  employed  must  be  shorter,  so 
short,  in  fact,  that  it  will  frequently  be  better  to  resort  to  the 
Tangent  Method. 

459.  Checks.  —  Since  this  method  is  usually  applied  to 
traverses  which  do  not  close  it  is  desirable  to  check  every 
fourth  or  fifth  course  so  that  a  mistake  will  not  be  carried  too 
far  before  it  is  discovered  and  thereby  cause  a  waste  of  time. 
In  Fig.  178  it  is  desired  to  check  the  calculated  bearing  of  De, 
The  meridian  Df  is  drawn  through  D  parallel  to  Aa^  the  arc  fe 
is  swung  with  Z^  as  a  center  and  with  a  radius  of  10  inches,  and 
the  chord  ef'is  scaled.  .From  the  table  of  chords  (or  sines)  the 
angle  fDe  (the  bearing)  can  be  found.  It  should  agree  reason- 
ably well  with  the  calculated  bearing.     The  degree  of  precision 

to  be  expected   when  plotting  by   chords  is  a  little   less  than^ 
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that  suggested  for  the  Tangent  Method  in  Art.  455,  unless  the 
beam  compass  is  used.  The  Tangent  Method,  especially  if  the 
right  angles  are  laid  off  by  reversing  the  triangle,  gives  more 
accurate  results  than  the  Chord  Method,  for  the  use  of  the 
ordinary  compass  in  the  Chord  Method  is  a  fruitful  source  of 
error  unless  it  is  handled  with  the  utmost  care. 
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460.  BmLDIlfGS,  FENCES,  STREAMS,  ETC.  —  The  previous 
articles  have  dealt  with  the  plotting  of  the  traverse  lines  only, 
and  these  in  many  cases  form  merely  the  skeleton  of  the  final 
plan.  In  the  field  the  details  of  the  survey  are  located  from  the 
transit  line ;  and,  in  a  similar  manner,  the  details  are  located  on 
the  plan  from  the  traverse  line  which  has  already  been  plotted. 

Buildings,  fences,  shore-lines,  streams,  etc.  are  all  plotted  by 
means  of  the  scale  for  distances  and  the  protractor  for  the 
angles.  Often  a  smaller  protractor  is  used  for  this  sort  of  work 
than  for  the  traverse  lines.  This  is  permissible,  for  the  lines 
which  locate  the  details  are  usually  short  in  comparison  with 
the  traverse  lines  and  the  resulting  error  is  small  in  any  case ; 
furthermore  any  slight  error  in  the  location  of  a  detail  will  not 
as  a  rule  affect  the  rest  of  the  drawing,  whereas  an  error  in  a 
transit  line  will,  of  course,  have  an  effect  on  all  of  the  rest  of 
the  drawing.  The  plotting  of  buildings  has  been  taken  up  in 
connection  with  their  location.     (See  Chapter  VI.) 

In  plotting  a  set  of  notes  where  several  angles  have  been 
taken  at  one  point,  such  as  in  stadia  surveying,  it  is  well  to  plot 
all  of  the  angles  first,  marking  them  by  number  or  by  their 
value,  and  then  to  plot  the  distances  with  the  scale. 

461.  Contours.  —  Where  contours  are  located  by  the  cross- 
section  method  (Art.  304,  p.  278),  this  cross-section  system  is 
laid  out  in  soft  penciled  lines  on  the  drawing.  The  elevations 
which  were  taken  are  written  at  their  respective  points  on  the 
plan  and  then  the  contours  desired  are  sketched.  The  ground 
is  assumed  to  slope  uniformly  between  adjacent  elevations,  and, 
by  interpolation  between  these  points,  the  location  of  the  con- 
tours on  the  plan  can  be  made.     When  the  contours  have  been 
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located,  the  cross-section  lines  and  elevations  are  erased  unless 
the  plan  is  intended  to  be  used  as  a  working  drawing.  As  a 
rule  all  useful  data,  such  as  construction  lines  and  dimensions, 
are  left  on  a  working  drawing. 

When  the  contours  are  located  by  any  other  means  the 
principle  is  the  same.  The  points  whose  elevations  have  been 
determined  are  plotted  by  scale  and  protractor,  and  the  contours 
are  interpolated  between  the  elevations  and  sketched  on  the 
plan. 

462.  Cross-Sections.  —  In  plotting  on  cross-section  paper, 
the  rulings  of  the  paper  are  used  as  the  scale,  and  all  the  dimen- 
sions of  the  cross-section,  which  are  to  be  plotted,  are  laid  off  by 
counting  the  number  of  squares  on  the  cross-section  paper. 

In  highway,  railroad,  and  dam  construction  it  is  often  neces- 
sary to  keep  a  record  of  the  progress  made  on  the  earthwork  by 
plotting  the  cross-section  at  each  station,  and,  as  the  work  goes 
on,  to  mark  on  each  section  in  colored  ink  the  progress  of  the 
work  for  each  month.  In  this  way  monthly  estimates  can  be 
readily  made,  and  the  cross-section  sheets  will  also  give  a  record 
of  the  progress  of  the  work,  each  month  being  represented  by  a 
different  colored  line  or  by  a  different  style  of  line. 

Where  a  series  of  cross-sections  like  this  are  to  be  plotted 
the  station  number  and  the  elevation  of  the  finished  grade  are 
recorded  just  under  or  over  the  section.  To  avoid  mistakes  in 
numbering  the  sections  this  should  be  done  at  the  time  of  plot- 
ting the  section. 

As  these  cross-section  sheets  rarely  go  outside  the  office  they 
are  usually  considered  in  the  same  class  with  working  drawings, 
and  dimensions,  such  as  the  areas  of  sections  or  the  quantities 
of  earthwork,  are  usually  recorded  on  them,  together  with  any 
other  data  which  may  be  of  use  in  calculating  the  volumes. 

463.  PROFILES.  —  Profiles  are  almost  always  plotted  on  pro- 
file paper,  although  occasionally  they  are  plotted  on  the  same 
sheet  with  the  plan  so  that  the  two  can  be  readily  compared. 

The  profile  is  intended  to  show  (graphically)  relative  eleva- 
tions. In  most  surveys  the  differences  in  eleyation  are  so  small 
in  comparison  with  the  horizontal  distances  that  it  is  necessary 
to  exaggerate  the  vertical  scale  of  the  profile  so  that  the  eleva- 
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tions  can  be  read  from  the  profile  with  a  reasonable  degree  of 
accuracy.  The  horizontal  scale  of  the  profile  should  be  the  same 
as  the  scale  of  the  plan,  but  the  vertical  scale  should  be  exagger- 
ated, say,  5  to  20  times  the  horizontal  scale,  depending  upon 
how  close  it  is  desired  to  read  the  elevations  from  the  drawing. 
If  the  horizontal  scale  of  the  profile  is  80  ft.  to  an  inch  its  ver- 
tical scale  should  probably  be  20,  10,  or  8  ft.  to  an  inch. 

464.  In  plotting  any  profile  the  first  step  is  to  lay  it  out 
properly  on  the  paper,  i.e.,  to  decide,  from  an  examination  of  the 
range  of  the  elevations,  where  to  start  it  on  the  paper  so  that  it 
will  look  well  when  completed,  and  so  that  any  additions  or 
studies  which  may  subsequently  be  drawn  on  it  will  come  within 
the  limits  of  the  paper.  Station  o  of  the  profile  should  come  on 
one  of  the  heavy  vertical  lines,  and  the  heavy  horizontal  lines 
should  represent  some  even  elevation  such  as  100,  125,  150,  etc 

The  profile  is  plotted  by  using  the  rulings  of  the  profile 
paper  as  a  scale ;  it  is  drawn  in  pencil  first  and  afterward  inked 
in.  It  will  be  found,  if  these  profile  papers  are  carefully  meas- 
ured with  a  scale,  that  they  are  not  as  a  rule  very  accurate. 
The  rulings  may  be  uniform,  but  owing  to  the  shrinkage  of  the 
paper  the  divisions  frequently  do  not  scale  as  long  as  they  should. 
In  plotting  a  profile  or  section  on  such  paper  no  attempt  is  made 
to  use  a  scale  ;  the  scale  of  the  paper  is  assumed  to  be  correct 
and  the  intermediate  points  are  plotted  by  estimation,  which  can 
almost  always  be  accurately  done  since  the  rulings  of  the  paper 
are  quite  close  together. 

The  data  for  a  profile  of  the  ground  generally  consist  of 
levels  taken  in  the  field  at  such  points  that  the  ground  may  be 
assumed  to  run  straight  between  adjacent  elevations.  For  this 
reason,  in  drawing  the  profile,  the  points  where  the  slope  of  the 
ground  changes  should  not  be  rounded  off.  On  the  other  hand, 
however,  the  ground  probably  does  not  come  to  an  actual  angle 
at  that  point.  The  profile  should  be  plotted  therefore  as  a  series 
of  free-hand  straight  lines  drawn  so  that  the  angles  are  not 
emphasized.  When  a  profile  is  made  from  a  contour  map,  the 
line  should  be  a  smooth,  rather  than  an  angular  line. 

465.  Profiles  of  the  surface  of  the  ground  are  generally 
made  for  the  purpose  of  studying  some  proposed  construction 
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which  is  represented  on  the  profile  by  a  grade  line,  consisting 
usually  of  a  series  of  straight  lines.  The  points  where  the  gra- 
dient changes  are  plotted  and  connected  by  straight  ruled  lines 
unless  the  proposed  grade  should  happen  to  be  a  vertical  curve 
(Art.  268,  p.  242).  Vertical  lines  are  also  drawn  from  the  bottom 
of  the  profile  to  the  grade  line  at  these  points. 

466.  When  the  elevations  are  such  that  the  profile,  if  con- 
tinued, will  run  off  the  top  or  bottom  of  the  paper  the  entire 
surface  line  is  lowered  or  raised  some  even  number  of  feet,  such 
as  20  or  50  ft.,  and  the  plotting  continued:  the  number  of  feet 
represented  between  two  heavy  horizontal  rulings  of  the  pro- 
file paper  should  determine  the  drop  or  rise  of  the  grade  line. 
This  change  should  be  made,  when  convenient,  on  one  of  the 
heavy  vertical  rulings  of  the  paper  or  on  one  of  the  vertical  lines 
where  the  gradient  changes. 

467.  Checks.  —  After  plotting  the  surface  and  grade  eleva- 
tions in  pencil,  read  off  from  the  profile  the  station  and  elevation 
of  each  point  as  plotted  and  record  both  the  station  and  eleva- 
tion on  a  piece  of  paper.  Compare  these  readings  with  the  data 
given  and  make  the  necessary  corrections.  Time  can  be  saved 
if  one  man  reads  off  the  station  and  elevation  from  the  profile 
while  a  second  man  compares  the  readings  with  the  note-book. 
A  quick  method  of  plotting  profiles  is  to  have  one  man  read  the 
notes  while  the  other  man- plots  them,  but  when  the  profile  is 
being  checked  this  method  should  not  be  used  ;  the  man,  prefer- 
ably the  one  who  did  not  do  the  plotting,  should  read  from  the 
profile  as  plotted  and  these  readings  should  be  compared  with  the 
note-book. 

PROBLEMS. 

1.  Plot  the  surveys  given  in  Fig.  50,  p.  100,  and  in  Fig.  53,  p.  104,  by  Pro- 
tractor and  Scale,  Rectangular  Coordinates,  Fangents,  or  Chords. 

2.  Plot  by  use  of  Scale  and  Protractor  the  notes  given  in  Fig.  72,  p.  i63,  and 
in  Fig.  116,  p.  266. 


CHAPTER  XVI. 

FINISHINa  AND   nLXNG  DRATT^INGS** 

468.  WHAT  SHOULD  APPEAR  ON  A  DRAWING.  —  Drawings 
are  made  for  a  great  variety  of  purposes,  so  that  the  data  which 
a  plan  should  contain  depend  entirely  upon  the  use  to  which  it 
is  to  be  put.  There  are,  however,  several  important  things  which 
should  appear  on  every  engineering  drawing.  In  the  first  place, 
it  should  have  a  complete  title  which  should  be  a  brief  descrip- 
tion of  the  drawing.  The  title  should  state  whether  the  drawing 
is  a  plan,  cross-section,  profile,  etc. ;  what  it  represents,  — a  lot 
of  land,  a  sewer,  a  railroad,  etc. ;  the  name  of  the  owner ;  the 
place ;  the  date ;  the  scale ;  and  the  name  of  the  surveyor.  Be- 
sides the  title,  some  plans,  such  as  land  plans,  always  require  the 
names  of  owners  of  abutting  property,  and  a  meridian.  Notes 
are  frequently  added  giving  such  information  as  is  necessary  to 
interpret  the  plan.  All  essential  dimensions  are  lettered  in  their 
proper  places. 

Besides  these  it  is  well  to  insert  in  some  inconspicuous  place 
(preferably  near  the  border)  the  number  of  the  note-book  and  the 
page  from  which  the  notes  were  plotted,  and  also  the  initials  of 
the  draftsman  who  made  the  drawing  and  of  the  man  who 
checked  it. 

Fig.  179  represents  a  land  plan  which  contains  all  of  the  es- 
sentials ;  it  is  a  plot  of  the  land  shown  in  the  form  of  notes  in 
Fig-  52i  p.  103;  its  computations  are  on  p.  362;  and  its  working 
plot  is  illustrated  by  Fig.  176,  p.  404. 

469.  Traverse  lines.  —  The  convenient  use  of  a  plan  some- 
times requires  the  traverse  line  to  be  shown  on  the  completed 
drawing.  In  such  a  case  it  is  usually  shown  as  a  full  colored  line, 
each  of  the  angle  points  being  represented  by  a  very  small  circle 
of  the  same  color,  the  center  of  which  marks  the  angle  point. 
Sometimes  the  lines  of  the  traverse  are  drawn  to  the  angle  points 

*  For  methods  of  finishing  topographic  and  hydrographic  maps  see  Volume  II, 
Chapter  XI.  . 
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which  are  marked  by  very  short  lines  bisecting  the  angles.     Fig. 
1 80  illustrates  these  two  methods  of  marking  transit  points. 


Fig.  180.    Methods  of  Marking  Angle  Points  on  Traverse  Lines. 


Tnangulation  stations  are  represented  by  a  small  equilateral 
triangle  drawn  around  the  station  point.  Fig.  115,  p.  258,  con- 
tains stiveral  examples  of  this. 

470.  PHYSICAL  Features.  —  The  boundaries  of  property 
and  the  physical  features  which  are  represented  on  a  plan,  such 
as  streets,  buildings,  etc.,  are  usually  drawn  in  black  ink.  Any 
additions  or  proposed  changes  are  frequently  drawn  in  colored 
ink,  usually  in  red,  although  water-color  is  much  better  for 
the  reasons  stated  in  Art.  443,  p.  395. 

Shore  lines  and  brooks  are  represented  either  in  black  or  in 
Prussian  blue.  As  a  rule  the  shore  line  should  be  one  of  the 
heaviest,  if  not  the  heaviest  line,  on  the  drawing.  Water-lining, 
shown  in  the  topographical  signs  in  Fig.  181,  adds  materially  to 
the  prominence  and  appearance  of  a  shore  line. 

471.  TOPOGRAPHIC  CONVEirnONAL  SIGNS.  —  On  topo- 
graphic maps  certain  physical  features  are  shown  by  conventional 
signs  which  have  come  to  be  used  so  generally  that  they  are 
practically  standard  throughout  the  country.  A  few  of  the 
more  common  of  these  symbols  are  shown  in  Fig.  181.  The 
one  representing  "cultivated  land  "  and  the  horizontal  lines  of 
the  "salt  marsh"  and  "fresh  marsh"  symbols  are  ruled;  the 
rest  are  executed  with  an  ordinary  pen,  Gillott's  No.  303  being 
a  good  one  for  such  work.    (See  also  Volume  II,  Chapter  XI.) 

It  will  be  noticed  that  in  the  symbol  for  "grass"  the  indi- 
vidual lines  of  a  group  all  radiate  from  a  center  below  the  group, 
and  also  that  they  end  on  a  horizontal  line  at  the  bottom.     This 
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Fig.  18L    Topographic  Conventional  Signs. 
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horizontal  line,  in  the  case  of  "grass"  or  "marsh"  symbols, 
should  always  be  parallel  to  the  bottom  of  the  map. 

In  executing  "water-lining  "  the  first  line  outside  the  shore 
line  should  be  a  light  full  line  drawn  just  as  close  to  the  shore 
line  as  possible,  and  should  follow  very  carefully  every  irregular- 
ity of  the  shore  line.  The  next  water-line  should  be  drawn 
parallel  to  the  first  but  with  a  little  more  space  between  them 
than  was  left  between  the  shore  line  and  the  first  water-line. 
Then  the  third  water-line  should  be  spaced  a  little  farther  out, 
and  so  on  ;  five  to  ten  lines  are  sufficient  to  represent  this  s)mi- 
bol  properly.  As  the  succession  lines  are  added  farther  and 
farther  from  the  shore  line,  the  little  irregularities  of  the  shore 
gradually  disappear  until  the  outer  water-line  shows  only  a  few 
irregularities  opposite  the  most  prominent  ones  of  the  shore. 

Water-lining,  as  well  as  fresh  marsh  and  salt  marsh  symbols, 
is  often  represented  in  Prussian  blue.  •  In  fact,  on  some  topo- 
graphic maps  most  of  the  signs  are  represented  by  colors,  — 
the  trees  by  green,  the  grass  by  a  light  green  tint,  water  by  a 
light  blue  tint,  cultivated  land  by  yellow  ochre,  and  so  on. 

Contour  lines  (shown  in  several  of  the  cuts  in  Chapter  X.) 
are  almost  always  drawn  in  burnt  sienna  water-color.  Every 
fifth  or  tenth  contour  is  usually  represented  by  a  line  slightly 
heavier  and  also  a  little  darker  in  color.  Gillott*s  No.  303  pen 
will  be  found  to  give  good  results  for  this  work ;  but  a  contour 
pen,  if  it  can  be  handled  well,  will  give  very  uniform  lines  espe- 
cially where  the  contours  have  no  sharp  turns.  In  numbering 
the  contours  some  prefer  to  break  the  lines  and  place  the  num- 
bers in  the  spaces,  while  others  prefer  to  place  the  numbers 
just  above  or  below  the  contours.  Frequently  a  number  is 
placed  on  every  contour,  but  for  most  plans  this  is  entirely  un- 
necessary. If  the  contours  are  somewhat  regular  it  is  only 
necessary  to  number,  say,  every  fifth  contour.  A  good  general 
rule  to  follow  is  to  number  only  those  lines  which  are  necessary 
in  order  that  the  elevation  of  any  contour  may  be  found  without 
appreciable  mental  effort.  The  numbers  on  the  contours  should 
be  small  plain  figures  in  burnt  sienna. 

The  shape  of  the  surface  of  the  ground  is  sometimes  repre- 
sented by  hachure  lines,  which  are  illustrated  in  Fig.  182.     The 
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contour  lines  are  first  sketched  in  pencil  as  a  g^ide  to  the  drafts- 
man in  drawing  the  hachure  lines,  which  should  be  drawn  normal 
to  the  contours.  The  short 
lines  are  drawn  from  the  summit 
downward  in  rows,  each  row 
just  touching  the  next  pre- 
ceding row.  The  steepness 
of  the  slope  is  represented  by 
the  weight  and  length  of  the 
lines,— the  steeper  the  slope  the 
heavier  and  shorter  the  lines. 
The  individual  lines  are  equally 
spaced,  but  on  the  flat  slopes 
where  the  lines  are  lighter  they 
have  the  appearance  of  being 
spaced  farther  apart. 

472.    Such  physical  features  as  railroads,  highways,  buildings, 


Fig.  182.    Hachure  Lines. 
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Building.   (On  large  scale  maps.) 
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Fig.  183. 
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and  boundaries  are  usually  represented  in  black  ink  by  the  sym- 
bols shown  in  Fig.  183. 

473.  LETTERIlfG.* — The  lettering  on  a  drawing  probably 
has  more  to  do  with  its  appearance  than  any  other  feature.  To 
be  able  to  do  good  lettering  at  first  is  a  pft  which  but  few 
men  possess.  It  is  an  art  that  can  be  acquired  by  the  most 
awkward  draftsman,  however,  if  he  will  study  it  carefully  and 
devote  a  little  time  to  systematic  practice. 

Several  different  styles  of  lettering  are  shown  in  Figs.  184 
and  185.  The  general  style  to  use  in  any  given  case  depends 
on  the  type  of  drawing  and  on  the  use  to  which  it  is  to  be 
put.  On  plans  which  are  to  be  sent  from  the  office  as  com- 
pleted drawings  such  letters  as  the  Roman  or  Gothic  may  be 
appropriate.  Stump  writing  is  a  style  of  lettering  which  is 
difficult  to  execute  but  whose  appearance,  when  well  done,  is 
very  artistic.  The  ornate  lettering  in  vogue  a  few  years  ago 
has  been  superseded  by  simpler  styles  which  require  much  less 
time  to  produce.  For  construction  drawings,  like  a  plan  of  a 
bridge  or  a  conduit,  for  example,  the  Reinhardt  letters  are  used 


Fig.  186.    Lettering  on  Slopes. 


*  For  a  complete  discussion  and  illustrations  of  lettering  see  any  of  the  fol- 
lowing publications:  "Plain  Lettering,"  by  Professor  Henry  S.  Jacoby,  published 
by  the  Engineering  News  Publishing  Company ;  **  Technic  of  Mechanioil  Draft- 
ing/* by  Charles  W.  Reinhardt,  published  by  the  Engineering  News  Publishing 
Company ;  "  Letter  Plates "  by  Professor  Charles  L.  Adams,  Mass.  Inst,  of 
Technology,  published  by  Professor  Adams. 
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to  a  considerable  extent.    The  title  of  such  a  plan  looks  well 
lettered  in  either  erect  or  inclined  Gothic. 

All  plans  should  be  lettered  so  as  to  read  from  the  bottom. 
Unless  a  draftsman  exercises  considerable  care  he  will  find, 
when  the  plan  is  completed,  that  some  of  the  lettering  is  upside 
down.     Fig.  1 86  illustrates  the  proper  lettering  of  lines  of  varir 

OUS     slopes.  ^^/         y/.Wru 

474.  Titles. —The  design  of  the  title  of  a  plan  gives  the  drafts- 
man an  opportunity  to  exercise  good  taste.  It  should  be  so  ar- 
ranged and  the  size  of  the  letters  so  chosen  that  the  most  im- 
portant part  of  the  title  strikes  the  eye  first.  In  general,  each 
line  of  lettering  should  be  centered,  and  the  spacing  between  the 
lines  should  be  so  arranged  that  no  part  will  either  appear  crowded 
or  seem  to  be  floating  away  from  the  rest  of  the  title.  The  gen- 
eral outline  of  the  title  should  be  pleasing  to  the  eye.  In  some 
of  the  larger  offices,  in  order  to  save  the  time  of  the  draftsman, 
titles  are  set  up  in  type  and  printed  on  the  map. 

Fig.  187  shows  a  set  of  titles  which  are  well  balanced  and 
complete.  Fig.  188  shows  the  style  of  lettering  appropriate  for 
a  profile,  a  cross-section,  or  construction  details. 
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fhonv 

Crescent  Bectt^/h   to  Wboctictwn   Cemeteny. 

October-,   f802, 
SccLle  400     r^et  to  /  irtch, 

COMMONWEALTH    OF  MASSACHUSETTS. 

METROPOLITAN   WATER  WORKS. 

WACHUSETT    DAM 


UPPER    GATE-CHAMBER. 


JULY     9.  I900. 

UNITED  STATES 
COAST  AND  GEODETIC  SURVEY 

SKETCH  OF  GENERAL  PROGRESS 

JUNE  30  1897 
Eactein  Sbeet 


Fig.  187.    Titles  of  Plans. 
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TRACK     ELEVATION. 

C.  6c   \A/.    I.    R.    R. 

Cross- Section  of   Bridge  Showing 

Floor    Construction. 
Scale  i  in.-  I  ft.. 


HORIZONTAL    SECTIONS 

THROUGH    UPPER  THROUGH   LOWER  THROUGH   LOWER 

SLUICE-GATE  SLUICE-GATE  VALVE    WELL 

o    I     t    3    4    s    cm 


PreliminaiyFMile 

for  a  Railroad  from 

Redford  Junction  to  North  Liberty 

Sta.  O  I0  Sfa498*68,7 
May  006 


Fig.  188.    Titles  of  Profile& 
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475.  Notes.  —  Most  drawings  require  notes  of  some  sort. 
These  are  usually  executed  with  a  plain  letter  like  the  Reinhardt 
alphabet.  In  Fig.  189  are  a  few  samples  the  general  style  of 
which  is  consistent  with  modern  practice. 


Note:-  Th/5  re/nforcemenf  is  8-0  "/ongf. 
and  comes  o(irecf/y  uncfer  each  track. 
Leave  amp/e  room  for  br/'cf^e-seat 

Note:-The  datum  plane  used  for  con- 
tours and  soundings  on  this  map  is 
"Boston  City  Base? 
Boston  City  Base  is  0.64  ft  below 
base  known  as"Mean  Low  Water  at 
Navy  Yard"which  is  the  datum  used 
by  the  U.S. Coast  Survey,  the  U.S. 
Engineers  Office,  and  the  Mass. 
Harbor  and   Land    Commission. 

Soundings  and  Contours  confirmed  and  ex- 
tended by  data  from  map  (L-476)on  file  with 
Massachusetts  Hartwr  and  Land  Commission. 


Fig.  189.    Samples  of  Notes. 
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476.  Border  Lines.  —  The  border  line  of  a  drawing  should 
consist  of  a  heavy  single  line  or  double  lines  closely  spaced.  It 
should  neither  be  so  heavy  nor  of  such  fancy  design  as  to  be  con- 
spicuous. Plain  clear  drawings  are  the  practice  of  to-day,  and  the 
border  line  should  be  in  keeping  with  the  rest  of  the  drawing. 
For  drawings  2  ft.  long,  the  border  should  be  about  J''  from  the 
edge  of  the  sheet :  for  drawings  4  ft.  long,  i"  to  i-^''  looks  well. 
On  some,  particularly  office  drawings,  the  border  is  unnecessary 
and  may  be  undesirable.  Fig.  190  gives  a  few  examples  of  sim- 
ple practical  border  lines. 


Fig.  190.     Border  Lines. 

477.  Meridians. —  On  all  land  plans  it  is  customary  to  draw 
either  the  true  or  the  magnetic  meridian;  often  both  of  them  are 
represented.  To  be  in  keeping  with  the  rest  of  the  drawing  this 
should  be  simple  in  design.  Too  frequently,  however,  the  drafts- 
man attempts  to  "lay himself  out  "  on  the  needle  with  the  result 
that  it  is  so  large  and  ornate  that  it  is  the  first  thing  in  the  draw- 
ing that  strikes  the  eye.  The  simple  meridians  shown  in  Fig. 
191  are  suggested  as  suitable  for  ordinary  land  plans. 

The  plan  should  always  be  drawn,  if  possible,  so  that  th^| 


428 


FINISHING  AND  HUNG   DRAWINGS         [Chap.  XVI. 


meridian  will  point,  in  general,  toward  the  top  of  the  drawing 
rather  than  toward  the  bottom.  Sometimes  it  is  drawn  with  its 
upper  part  above  and  its  tail  below  the  drawing.     In  such  a  case 


Fig.  191.     Meridians. 

the  line  of  the  meridian  must  never  cut  any  of  the  lines  of  the 
drawings:  it  should  be  interrupted  far  enough  from  the  drawing 
so  that  it  cannot  be  mistaken  for  one  of  the  property  lines. 

478.  Scales.  —  On  account  of  the  shrinkage  of  drawing 
paper  the  scale  is  sometimes  drawn  on  the  plan  itself  at  the  time 
that  the  drawing  is  plotted.  It  is  well  to  have  it  sufficiently 
long,  say,  3  to  10  inches  (depending  upon  the  size  of  the  draw- 
ing), so  that  it  will  be  of  use  in  detecting  the  amount  of  shrink- 
age. This,  of  course,  will  determine  the  shrinkage  only  in  the 
direction  of  the  scale.  These  scales  are  usually  placed  directly 
under  the  title  or  in  one  of  the  lower  corners.  Fig.  192  gives 
two  examples  of  scales. 

In  plotting  a  coordinate  survey,  the  intersections  of  the  north 
and  south  with  the  east  and  west  lines  should  be  marked  on  the 
finished  drawing,  as  these  are  of  great  assistance  in  plotting  addi- 
tions. Moreover  the  distances  between  these  points  give  a 
reliable  measure  of  the  change  in  scale  of  the  map  due  to 
shrinkage. 

479.  SHRIIfKAGE  OF  DRAWING  PAPERS.  —  All  of  the  papers 
in   use  will  shrink  and   swell   more  or   less  with  variations  of 
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weather  conditions.  The  heavy  mounted  papers  are  affected 
the  least,  but  large  drawings  even  on  such  paper  will  be  found 
on  examination  to  change  in  size  perceptibly.  The  fact  that  they 
do  not  always  shrink  the  same  amount  in  different  directions 
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Fig.  192.     Scales. 

makes  it  difficult  to  estimate  the  amount  of  the  change  and  to 
allow  for  it.  This  effect  can  be  estimated  quite  closely,  how- 
ever, by  testing  the  drawing  by  measuring  accurately  a  few  lines 
running  in  different  directions  when  it  is  plotted  and  scaling  the 
same  lines  at  any  other  time  and  making  allowance  for  the 
change.  Scaled  distances  on  tracing  cloth  are  quite  unreliable 
if  it  is  not  kept  in  a  dry  place,  and  blue-prints  generally  shrink 
in  washing  so  that  scale  measurements  taken  from  them  usually 
contain  considerable  error. 

480.  Maps  of  large  EXTEWT.  —  Some  maps,  like  the 
location  map  of  a  railroad  or  the  map  of  a  city,  are  so  large  that 
they  must  be  made  in  sections.  In  such  cases  two  slightly  differ- 
ent methods  are  employed.  One  method  is  to  plot  the  several 
sheets  so  that  the  drawing  on  one  will  extend  to  but  not  include 
any  of  the  drawing  on  the  adjacent  sheet,  the  limits  of  the  draw- 
ings being  defined  by  straight  lines.  The  other  method  is  to 
have  the  drawing  on  each  sheet  lap  over  the  drawings  on  the 
adjacent  sheets  a  little.  In  this  case  marks  are  made  on  all 
drawings  which  make  it  possible  to  fit  them  to  the  correspond- 
ing marks  on  the  adjacent  drawings  when  they  are  being  used 
jointly. 

In  attempting  to  arrange  the  sheets  of  adjacent  drawings  after 
they  have  been  in  use  for  any  considerable  time,  it  is  often  found 
that  they  do  not  fit  weHon  account  of  the  unequal  shrinking  and  ^ 
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swelling  of  the  paper.  Moreover  in  plotting  lines  on  sefxirate 
sheets  so  that  they  will  fit  exactly,  there  are  mechanical  difficul- 
ties which  can  only  be  appreciated  by  the  draftsman  who  has  had 
experience  with  them.  These  objections,  together  with  the  fact 
that  a  comprehensive  view  of  the  whole  situation  cannot  be  taken 
in  at  one  time,  have  led  some  engineers  to  prefer  large  and  un- 
wieldy drawings  to  a  system  of  separate  sheets,  but  the  latter  are 
much  more  convenient  when  the  plans  are  to  be  used  in  the 
field. 

481.  IlVKING  IN  A  PROFILE. — The  surface  line  is  usually 
shown  as  a  full  firm  black  line  and  the  grade  line  as  a  full  red 
line  (Art.  443,  p.  395).  A  horizontal  base-line  is  sometimes  drawn 
in  red  a  short  distance  above  the  bottom  of  the  paper  and  ver- 
tical red  lines  are  drawn  from  this  line  to  the  grade  line  at  every 
change  of  gradient  and  at  both  ends  of  the  profile.  On  these 
vertical  lines  are  recorded  the  grade  elevations  at  these  points 
and  the  "  plus  "  if  the  place  where  the  gradient  changes  is  not 
at  a  full  station.  On  the  base-line  between  these  red  vertical 
lines  is  recorded  the  gradient  of  the  grade  line  above.  Under 
the  base-line  is  the  stationing,  which  is  marked  at  every  heavy 
vertical  ruling  of  the  profile  paper,  together  with  any  other  notes 
of  alignment  which  may  be  desired. 

Information  such  as  the  names  of  streets,  brooks,  etc.,  is  let- 
tered vertically  above  the  profile  and  at  the  proper  station.  A 
title  and  the  scale  are  sometimes  placed  on  the  face  of  the  pro- 
file ;  sometimes  these  are  put  on  the  back  of  the  profile  at  one 
end  of  it  (or  both  in  the  case  of  a  long  profile),  so  that  the  title 
can  be  read  when  it  is  rolled  up. 

482.  Cleaning  drawings.  —  Every  drawing,  during  its 
construction,  collects  more  or  less  dirt.  Often  construction 
lines  are  drawn  which  must  be  erased  when  the  plan  is 
completed.  In  cleaning  a  drawing  an  ordinary  soft  pencil 
eraser  is  used  for  the  pencil  lines  while  a  sponge  eraser  or  stale 
bread  crumbs  will  remove  the  dirt  satisfactorily  without  affect- 
ing the  ink  lines. 

To  take  off  the  pencil  lines  and  dirt  from  tracing  cloth, 
wash  the  drawing  with  a  cloth  saturated  with  gasolene  or 
benzine.     This  will  remove  pencil  lines  entirely  and  will  clean 
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the  tracing  perfectly  without  any  injurious  effect  on  the  tracing 
cloth. 

483.  FILING  DRAWINGS.  —  While  the  particular  method  of 
filing  plans  varies  considerably  in  different  oflSces,  there  are 
a  few  general  ideas  carried  out  by  all  drafting  offices  in  regard 
to  the  preservation  as  well  as  the  systematic  filing  of  drawings. 
There  is  no  doubt  that  the  best  method  of  filing  plans  is  to 
keep  them  flat,  but  this  is  not  practicable  with  large  plans 
which  must  usually  be  filed  in  rolls.  In  all  systems  of  plan 
filing  there  appears  to  be  a  proper  use  of  both  flat  and  rolled 
plans. 

In  large  offices  plans  are,  as  a  rule,  made  in  several  standard 
sizes  prescribed  by  the  rules  of  the  office,  and  are  filed  flat  in 
shallow  drawers  which  are  built  to  fit  the  different  sizes  of  draw- 
ings. In  some  offices  the  adherence  to  standard  sizes  is  very 
rigid,  and  considerable  time  is  often  spent  to  bring  drawings 
within  the  limits  of  one  of  these  sizes.  When  these  Sizes  are 
exceeded  the  plans  are  either  made  in  sections  of  standard  size, 
as  explained  in  Art.  480,  or  they  are  made  as  large  plans  which 
are  rolled  and  filed  away  in  pasteboard  tubes.  Sometimes  very 
large  plans  are  filed  flat  by  hanging  them  from  an  overhead 
frame. 

Plans  filed  flat  are  marked  each  with  its  proper  index 
number  in  one  corner,  preferably  the  lower  right-hand  corner, 
so  that  as  the  drawer  is  opened  the  numbers  can  be  readily  exam- 
ined. In  some  offices  it  is  required  that  in  returning  a  draw- 
ing it  shall  be  placed  in  its  proper  order  in  the  drawer  as  well 
as  in  the  proper  drawer,  while  in  other  offices  the  plan  drawers 
are  made  very  shallow,  so  as  to  contain  only  about  15  or  20 
drawings,  and  when  a  plan  is  returned  no  attempt  is  made  to 
put  it  in  any  particular  place  in  the  drawer,  there  being,  at  the 
most,  only  a  very  few  drawings  to  handle  to  obtain  the  one 
desired. 

Rolled  drawings  are  marked  on  the  side  of  the  rolls  at  each 
end  so  as  to  be  easily  read  by  one  standing  in  front  of  the  shelf 
on  which  the  plans  are  stored.  Another  style  of  roll  is  closed 
at  one  end  with  a  white  label  on  the  outside  of  the  closed  end. 
When  the  plan  has  been  put  into  the  tube  it  is  so  placed  on  the 
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shelf  that  the  label  on  which  the  plan  number  is  marked  is  at 
the  front  edge  of  the  shelf  where  it  can  be  conveniently  read. 
When  the  plan  is  in  use  the  empty  tube  is  left  on  the  shelf 
with  its  open  end  outward  so  that  its  number  is  in  the  back  part 
of  the  shelf  where  it  cannot  be  read. 

Large  plans  which  are  made  in  sections  are  often  filed  in 
large  folios  or  books  in  such  a  way  that  they  can  bie  readily 
taken  out  and  used  separately. 

484.  INDEXING  DRAWINGS.  —  There  are  so  many  systems  of 
indexing  plans  that  no  attempt  will  be  made  to  explain  them  other 
than  to  suggest  a  few  of  the  essentials  of  any  good  system. 
Every  system  of  numbering  the  plans  should  be  such  that  one 
can  tell  from  its  number  whether  the  drawing  is  a  sketch,  a 
working  drawing,  a  finished  drawing,  a  tracing,  or  a  process 
print.  The  numbering  also  should  suggest  the  type  of  draw- 
ing, as  a  land  plan,  a  construction  plan,  etc. 

For  oflSces  where  few  plans  are  on  file  an  index  book  may 
suffice  for  recording  the  plans,  but  in  large  drafting  offices  the 
card  catak)gue  system  is  used  extensively.  By  a  judicious  use 
of  ''markers"  a  card  catalogue  system  can  be  so  devised  that 
it  will  be  necessary  to  examine  only  a  very  few  cards  to  find 
the  one  corresponding  to  any  plan.  Frequently  it  is  necessary 
to  index  a  plan  by  two  or  three  different  cards  under  different 
general  headings. 

485.  FILING  Note-Books.  —  Note-books  should  always  be 
filed  in  vaults  where  they  will  be  protected  against  fire.  Too 
frequently  through  lack  of  forethought  note-books  containing 
information  which  it  has  cost  thousands  of  dollars  to  collect  are 
carelessly  filed  on  a  shelf  in  the  drafting  office.  In  some  offices 
the  rules  require  that  every  note-book  and  valuable  plan  shall 
be  placed  in  the  vault  at  the  end  of  the  day's  work,  and  this 
appears  to  be  the  proper  practice. 

Some  oflSces  go  so  far  as  to  require  that  all  notes  shall  be 
copied  in  ink  and  the  original  notes  kept  permanently  filed  in 
the  vault  to  guard  against  their  loss.  Whether  a  copy  is  made 
or  not,  the  original  should  be  preserved  as  it  has  a  value,  in 
a  lawsuit  for  instance,  which  any  copy  does  not  possess.  When 
copies  are  made  of  the  original  notes  they  are  sometimes  made 
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in  a  loose-leaf  book  so  that  if  any  notes  are  taken  from  the  office 
it  is  not  necessary  to  take  more  than  a  very  few  leaves  of  the 
copy;  the  original  notes  never  go  from  the  office  except  in  rare 
cases. 

486.  Indexing  Notes.  —  The  notes  contained  in  the  field  note- 
books are  often  indexed  either  in  a  book  for  this  purpose  or  by 
means  of  a  card  catalogue.  The  method  of  indexing  is  similar 
to  that  used  for  plans. 

487.  Other  Records. — Other  records,  such  as  borings,  sound- 
ings, estimates,  computations,  etc.,  are  carefully  filed  and  indexed 
so  that  it  will  be  easy  to  refer  to  them. 
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9447  9469  9491  9513  9535  9557  9579  9601  9623  9645 

9667  9688  9710  9732  9754  9776  9798  9820  9842  9863 

9885  9907  9929  9951  9973  9994  30016  30038  30060  30081 

200  30103  30125  30146  30168  30190  30211  30233  30255  30276  30298  | 

438 
TABLE  I.— LOGARITHMS  OF  NUMBERS. 


N 

0123456789 

200 

S0103  8012i  30146  30168  30100  30211  30233  3025^  30276  80208 

0320  0341  0363  0384  0406  0428  0449  0471  0492  0614 

0635  0667  0678  0600  0621  0643  0664  0685  0707  0728 

07i0  0771  0792  0814  0836  0866  0878  0899  0920  0942 

0963  0984  1006  1027  1048  1069  1091  1112  1133  1154 

1176  1197  1218  1239  1260  1281  1302  1323  1345  1366 

1387  1408  1429  14^0  1471  1492  1613  1634  1666  1676 

1697  1618  1639  1660  1681  1702  1723  1744  1765  1785 

1806  1827  1848  1869  1890  1911  1931  1962  1978  1994 

2015  2036  2066  2077  2098  2118  2139  2160  2181  2201 

210 

32222  32243  32263  32284  32305  32326  32346  32366  82887  82408 

2428  2449  2469  2490  2610  2531  2662  2672  2698  2613 

26:^  2664  2675  2695  2716  2736  2766  2777  2797  2818 

2838  2868  2879  2899  2919  2940  2960  2980  3001  8021 

3041  3062  3082  3102  3122  3143  3163  3188  8208  8224 

8244  3264  3284  3304  3325  8345  8365  8386  8405  8425 

3446  3465  3486  3606  3626  8646  3666  8686  8606  8626 

3646  3666  3686  3706  3726  3746  3766  3786  8806  8826 

3846  3866  3886  8906  8925  8945  3965  8985  4005  4025 

4044  4064  4084  4104  4124  4148  4163  4188  4208  4228 

220 

34242  34262  34282  34301  34321  84341  84361  34880  84400  84420 

4439  4469  4479  4498  4618  4537  4667  4677  4696  4616 

4636  4665  4674  4694  4713  4733  4763  4772  4792  4811 

4830  4850  4869  4889  4908  4928  4947  4967  4986  6005 

6025  6044  6064  6083  6102  6122  6141  6160  5180  5199 

6218  6238  6267  6276  6295  6315  6334  6363  5372  5392 

6411  6430  6449  6468  6488  6607  6626  6646  5664  5588 

6603  6622  6641  6660  6679  6698  6717  6736  6766  6774 

6793  6813  6832  6861  6870  6889  5908  6927  6946  5965 

6984  6003  6021  6040  6069  6078  6097  6116  6135  6164 

280 

36173  36192  36211  36229  36248  36267  36286  36305  86824  86842 

6361  6380  6399  6418  6436  6466  6474  6493  6611  6680 

6549  6568  6586  6605  6624  6642  6601  6680  6698  6717 

6736  6754  6773  6791  6810  6829  6847  6866  6884  6908 

6922  6940  6969  6977  6996  7014  7033  7061  7070  7088 

7107  7125  7144  7162  7181  7109  7218  7236  7264  7278 

7291  7310  7328  7346  7365  7383  7401  7420  7488  7467 

7475  7493  7611  7630  7548  7666  7685  7603  7621  7689 

7668  7676  7694  7712  7731  7749  7767  7786  7803  7822 

7840  7868  7876  7894  7912  7931  7949  7967  7985  8008 

240 

38021  38039  38057  38076  38093  38112  38130  38148  38166  88184 

8202  8220  8238  S2iy6    8274  8202  8310  8328  8346  8364 

8382  8399  8417  8436  8463  8471  8489  8607  8525  8548 

8561  8678  8606  8614  8632  8650  8668  8686  8703  8721 

8739  8757  8775  8702  8810  8828  8846  8863  8881  8899 

8917  8034  8952  8070  8087  0006  0023  0041  9068  9076 

9094  9111  0120  0146  0164  0182  0100  0217  9235  9262 

9270  9287  9305  0322  0340  aS68  0376  0303  0410  9428 

0446  0463  0480  0408  0516  0533  0550  9668  9686  9602 

9620  9637  9655  0672  9690  0707  0724  9742  9759  9777 

250 

39794  39811  39820  39846  39863  30881  30898  30915  39938  89950 

439 


TABLE  I.— LOGARITHMS  OF  NUMBERS. 

N 

0123456780 

250 

9967  9985  40002  40019  40037  40064  40071  40088  40106  40128 

40140  40167  0175  0192  0209  0226  0243  0261  0278  0295 

0312  0329  0346  0364  0381  0398  0415  0432  0449  0466 

0183  0600  0618  0635  0662  0669  0686  0603  0620  0637 

0664  0671  0688  0706  0722  0739  0766  0773  0790  0807 

0824  0841  0868  0875  0892  0909  0926  0943  0960  0976 

0993  1010  1027  1044  1061  1078  1095  1111  1128  1146 

1102  1179  1196  1212  1229  1246  1263  1280  1296  1313 

1330  1347  1363  1380  1397  1414.  1430  1447  1464  1481 

260 

41497  41614  41631  41647  41664  41681  41697  41614  41631  41647 

1664  1681  1697  1714  1731  1747  1764  1780  1797  1814 

1830  1847  1863  1880  1896  1913  1929  1946  1963  1979 

1996  2012  2029  2016  2062  2078  2095  2111  2127  2144 

2160  2177  2193  2210  2226  2243  2269  2276  2292  2308 

2325  2341  2367  2374  2390  2406  2423  2439  2466  2472 

2488  261)4  2521  2637  2663  2670  2686  2602  2619  2635 

2661  2667  2684  2700  2716  2732  2749  2765  2781  2797 

2813  2830  2846  2862  2878  2894  2911  2927  2948  2969 

2975  2991  3008  3024  3040  8066  3072  3088  8104  8120 

270 

43136  43162  43169  43185  43201  43217  43233  43249  43265  43281 

3297  3313  3329  8345  8361  8377  3393  8409  8425  8441 

3467  3473  8489  3605  3621  8637  3663  3669  8584  8600 

3616  3632  3648  3664  3680  8696  8712  8727  8748  8769 

3776  3791  3807  8823  8838  3864  8870  8886  8902  8917 

3933  3949  8965  8981  3996  4012  4028  4044  4059  4076 

4091  4107  4122  4138  4164  4170  4186  4201  4217  4232 

4248  4264  4279  4295  4311  4326  4342  4358  4373  4889 

4404  4420  4436  4461  4467  4483  4498  4514  4529  4545 

4660  4576  4592  4607  4628  4638  4654  4669  4685  4700 

280 

44716  44731  44747  44762  44778  44793  44809  44824  44840  44856 

4871  4886  4902  4917  4932  4948  4963  4979  4994  5010 

5025  6040  6066  5071  5086  5102  5117  5138  5148  5163 

5179  5194  5209  5225  5240  5265  5271  5286  5801  5317 

6332  6347  5362  5378  5393  5408  5423  5439  5454  5469 

6484  5500  6615  5630  5646  5661  5576  5591  5606  5621 

5637  6662  5667  5682  5697  5712  5728  5743  5758  5773 

6788  5803  5818  5834  5849  5864  5879  5894  5909  5924 

5939  5954  5969  5984  6000  6015  6030  6045  6060  6075 

6090  6105  6120  6135  6150  6165  6180  6195  6210  6225 

290 

46240  46255  46270  46285  46300  46315  46380  46345  46359  46374 

6389  6404  6419  6434  6449  6464  6479  6494  6509  6623 

6638  6663  6668  6683  6698  6618  6627  6642  6667  6672 

6687  6702  6716  6731  6746  6761  6776  6790  6805  6820 

6835  6850  6864  6879  6894  6909  6923  6938  6953  6967 

6982  6997  7012  7026  7041  7066  7070  7086  7100  7114 

7129  7144  7169  7173  7188  7202  7217  7232  7246  7261 

7276  7290  7305  7319  7334  7349  71363  7378  7392  7407 

8 

7422  7436  7461  7466  7480  7494  7609  7624  7638  7663 

9 

7667  7682  7696  7611  7626  7640  7664  7669  7688  7698 

300 

47712  47727  47741  47756  47770  47784  47799  47813  47828  47842 

440 
TABLE  I.— LOGARITHMS  OF  NUMBERS. 


N 

0123456789 

800 

47712  47727  47741  47756  47770  47784  477»9  47813  47828  47842 

7867  7871  7886  7000  7914  7929  7943  7968  7972  7986 

8001  8015  8029  8044  8058  8073  8087  8101  8116  8130 

8144  8159  8173  8187  8202  8216  8230  8244  8269  8273 

8287  8;)02  8316  8330  8344  8359  8373  8387  8401  8416 

8430  8444  8458  8473  8487  8601  8616  8630  8644  8558 

8572  8686  8601  861^  8629  8643  8667  8671  8686  8700 

8714  8728  8742  8756  8770  8785  8799  8813  8827  8841 

8865  8869  8883  8897  8911  8926  8940  8964  8968  8982 

8996  9010  9024  9038  9062  9066  9080  9094  9108  9122 

810 

49136  49150  49164  49178  49192  49206  49220  49234  49248  49262 

9276  9290  9304  9318  9332  9346  9360  9374  9388  0402 

9415  9429  9443  9457  9471  9486  9499  9513  9527  9641 

9664  9668  9582  9596  9610  9624  9638  9661  9666  9679 

9693  9707  9721  9734  9748  9762  9776  9790  9803  9817 

9831  9845  9859  9872  9886  9900  9914  9927  9941  9955 

9969  9982  9996  60010  60024  60037  5005160065  60079  60092 

50106  50120  50133  0147  0161  0174  0188  0202  0216  0229 

0243  0266  0270  0284  0297  0311  0325  0338  0362  0366 

0379  0393  0406  0420  0483  0447  0461  0474  0488  0501 

820 

50615  50529  60642  60556  60569  50683  60696  60610  60623  50637 

0661  0664  0678  0691  0705  0718  0732  0745  0769  0772 

0786  0799  0813  0826  0840  0853  0866  0880  0893  0907 

0920  0934  0947  0961  0974  0987  1001  1014  1028  1041 

1055  1068  1081  1095  1108  1121  1135  1148  1162  1175 

1188  1202  1216  1228  1242  1255  1268  1282  1295  1808 

1322  1335  1348  1362  1375  1388  1402  1415  1428  1441 

1455  1468  1481  1495  1508  1521  1634  1548  1561  1574 

1587  1601  1614  1627  1640  1654  1667  1680  1693  1706 

1720  1733  1746  1759  1772  1786  1799  1812  1825  1888 

330 

51851  51865  61878  51891  51904  61917  61930  51943  51967  51970 

1983  1996  2009  2022  2035  2048  2061  2075  2088  2101 

2114  2127  2140  2153  2166  2179  2192  2205  2218  2231 

2244  2267  2270  2284  2297  2310  2323  2336  2349  2362 

2375  2388  2401  2414  2427  2440  2463  2466  2479  2492 

2504  2517  2530  2643  2556  2669  2682  2595  2608  2621 

2634  2647  2660  2673  2686  2699  2711  2724  2737  2760 

2763  2776  2789  2802  2815  2827  2840  2863  2866  2879 

2892  2905  2917  2930  2943  2956  2969  2982  2994  3007 

3020  3033  3046  3058  3071  3084  3097  3110  3122  3185 

840 

63148  53161  5:^73  53186  53199  63212  63224  63237  63250  53263 

3275  3288  ^301  3314  3326  3339  3352  3364  3377  3390 

3403  3415  3428  3441  3453  3466  3479  3491  3504  8617 

3629  3542  3655  3567  3580  3503  3605  3618  3631  3643 

3656  3668  3681  3694  3706  3719  3732  3744  3757  3769 

3782  371H  3807  3820  3882  3845  3867  3870  38K2  3895 

3908  3920  3933  3945  3958  3970  3983  3995  4008  4020 

4033  4045  4058  4070  40^3  4095  4108  4120  4133  4146 

4158  4170  4183  4195  4208  4220  4233  4246  4258  4270 

4283  4295  4307  4320  4332  4345  4357  4370  4382  4394 

350 

54407  54419  64432  54444  64466  54469  54481  54494  64606  54618 

441 


TABLE  I.— LOGARITHMS  OF  NUMBERS. 


N 

0123456780 

850 

54407  54419  54432  54444  54456  54469  54481  54494  54506  54518 

1 

4581  4543  45^5  4568  4680  4593  4605  4<il7  4630  4642 

8 

4654  4667  4679  4691  4704  4716  4728  4741  4753  4765 

8 

4777  4790  4802  4814  4827  4839  4851  4864  4876  4888 

4 

4900  4913  4925  4937  4949  4962  4974  4986  4998  5011 

6 

5023  5035  5047  5060  5072  5084  5096  5108  5121  5133 

6 

5145  5157  6169  5182  5194  5206  5218  5230  5242  5255 

7 

5267  6279  6291  5303  5315  5328  5340  5352  5364  5376 

8 

6388  5400  5413  5425  5437  5449  5461  5473  5485  5497 

9 

6509  5522  5534  5546  5558  6570  5582  5594  5606  5618 

860 

55630  55642  55654  55666  55678  55691  55703  55715  55727  65739 

1 

6751  5763  5775  5787  5799  6811  5823  5835  5847  6859 

8 

5871  5883  5895  6907  5919  5931  5943  5955  5967  5979 

8 

5991  6003  6015  6027  6038  6050  6062  6074  6086  6098 

4 

6110  6122  6134  6146  6158  6170  6182  6194  6205  6217 

6 

6229  6241  6253  6265  6277  6289  6301  6312  6324  6336 

6 

6348  6360  6372  6384  6396  6407  6419  6431  6443  6455 

7 

6467  6478  6490  6502  6514  6526  6538  6549  6561  6573 

8 

6585  6597  6608  6620  6632  6644  6656  6667  6679  6691 

9 

6703  6714  6726  6738  6750  6761  6773  6785  6797  6808 

370 

56820  66832  66844  56855  66867  56879  66891  66902  66914  66926 

1 

6937  6949  6961  6972  6984  6996  7008  7019  7a31  7043 

8 

7054  7066  7078  7089  7101  7113  7124  7130  7148  7159 

3 

7171  7183  7194  7206  7217  7229  7241  7252  7264  7276 

4 

7287  7299  7310  7322  7334  7345  7357  7368  7380  7392 

6 

7403  7415  7426  7438  7449  7461  7473  7484  7496  7507 

6 

7519  7530  7542  7553  7565  7576  7688  7600  7611  7623 

7 

7634  7646  7657  7669  7680  7692  7703  7715  7726  7738 

8 

7749  7761  7772  7784  7795  7807  7818  7830  7841  7852 

9 

7864  7875  7887  7898  7910  7921  7933  7944  7955  7967 

880 

57978  57990  68001  58013  58024  68035  58047  58058  58070  58081 

1 

8092  8104  8115  8127  8138  8149  8161  8172  8184  8195 

8 

8206  8218  8229  8240  8252  8263  8274  8286  8297  8309 

3 

8320  8331  8343  8354  8365  8377  8388  8399  8410  8422 

4 

8433  8444  8456  8467  8478  8490  8501  8512  8624  8535 

6 

8546  8557  8569  8580  8591  8602  8614  8625  8636  8647 

6 

8659  8670  8681  8692  8704  8715  8726  8737  8749  8760 

7 

8771  8782  8794  8805  8816  8827  8838  8850  8861  8872 

8 

8883  8894  8906  8917  8928  8939  8950  8961  8973  8984 

9 

8995  9006  9017  9028  9040  9051  9062  9073  9084  9095 

890 

59106  59118  69129  69140  69161  59162  59173  59184  69195  59207 

1 

9218  9229  9240  9251  9262  9273  9284  9295  9306  9318 

8 

9329  9340  9351  9362  9373  9384  9395  9406  9417  9428 

8 

9439  9460  9461  9472  9483  9494  9506  9517  9528  9639 

4 

9550  9561  9672  9583  9594  9605  9616  9627  9638  9649 

6 

9660  9671  9682  9693  9704  9715  9726  9737  9748  9769 

6 

9770  9780  9791  9802  9813  9824  9836  9846  9867  9868 

7 

9879  9890  9901  9912  9923  9934  9945  9956  9966  9977 

8 

9988  9999  60010  60021  60032  60043  60054  60065  60076  60086 

9 

60097  60108  0119  0130  0141  0152  0163  0173  0184  0196 

400 

60206  60217  60228  60239  60249  60260  60271  60282  60293  60304 

442 
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IS   ' 

0   1234a678d 

400 

C0206  60217  6032S  00239  60249  60260  60271  60282  60293  60304 

0314  0325  0336  0347  0358  0369  0379  0390  0401  0412 

0423  0433  0444  0456  0460  0477  04S7  0498  0509  0520 

0531  0541  0563  0563  0574  0584  0595  0606  0617  0627 

0638  0649  0660  0670  0681  0692  0703  0713  0724  073^ 

0746  0756  0767  0778  0788  0799  0810  0821  0831  0842 

0853  0863  0874  OS85  0895  0906  0917  0927  093S  0949 

0969  0070  0981  0991  1002  1013  1023  1034  1045  1056 

1066  1077  1087  1098  1109  1119  1130  1140  1161  1102 

1172  1183  1194  1204  1215  1226  1236  1247  1267  1268 

410 

61278  61289  61300  61310  61321  6133X  61342  61362  61383  61374 

13B4  1395  1406  1416  1426  1437  1448  1458  1469  1470 

U90  1600  1511  1621  1532  1642  1563  1563  1674  1584 

1596  1606  1616  1627  1637  1648  1068  1669  1679  1690 

1700  1711  1721  1731  1742  1762  1763  1773  1784  1794 

IBOi  1815  1826  1836  1847  1867  1868  1878  1888  1899 

1909  1!E0  1930  1941  1051  1962  1972  1982  1993  2003 

2014  2024  2034  204^  2066  2066  2076  2086  2097  2107 

2118  2128  2138  2U9  2159  2170  2180  2190  2201  2211 

2221  2232  2242  2252  2263  2273  2284  2294  2304  231 5 

#20 

62325  02335  62346  62356  62306  62377  62387  62397  62408  62418 

2428  2439  2449  2459  2469  2480  2490  2500  2511  2521 

2531  2542  2552  2562  2672  2583  2593  2603  2613  3^24 

2634  2644  265^  2665  2675  2685  2696  2706  2716  2726 

2737  2747  2757  2767  2778  2788  2798  2808  2618  2829 

2839  2849  2859  2870  2880  2890  2900  2910  B921  2931 

2941  2961  2961  2972  2982  2992  3002  3012  3022  3033 

3043  3063  3063  3073  3083  3094  3104  3114  8124  3134 

3144  3165  3185  3175  3185  31^5  3206  3216  8225  3236 

3246  3256  3266  3276  3286  3290  3306  3317  3327  3337 

4ao 

63347  63367  63367  63377  63387  63397  63407  63417  63428  63438 

3448  3458  3468  3478  3488  3498  3508  3518  3528  3638 

3648  3558  3668  3679  3689  3599  3609  3619  3629  3639 

3649  3069  3669  3079  3689  3699  3709  3710  3729  3739 

3749  3769  3769  3779  3789  3790  3809  3819  3829  3839 

3849  3869  3869  3879  3889  S899  3900  3919  3929  3939 

3940  3960  3069  3970  3988  3998  4008  4018  4028  4038 

7 

4048  4068  4068  4078  4088  4098  4108  4118  4128  4137 

4147  4157  4107  4177  4187  4197  4207  4217  4227  4237 

4246  4266  4266  4276  4286  4296  4306  4316  4326  4336 

440 

64345  64355  64366  64375  04385  04395  04404  64414  64424  64434 

4444  4454  4464  4473  4483  441*3  4503  4513  4523  4532 

4542  4652  4562  4672  4682  4591  4601  4611  4621  4631 

4040  4650  4660  4070  4680  4689  4699  4709  4719  4729 

4738  4748  4758  4768  4777  4787  4797  4807  4816  4820 

4836  4846  4856  4865  4875  4885  4895  4904  4914  4924 

4933  4943  4953  4963  4972  4982  4902  5002  5011  5021 

5031  6040  5050  5060  5070  5079  6089  6099  5108  5118 

5128  5137  6147  6157  5167  6176  6186  6196  5205  5215 

5225  6234  5244  6264  6263  5273  5283  6202  5302  5312 

4W 

05321  65331  65341  65350  66360  66369  66379  65389  66398  65408 

44J 


TABLE  I.— LOGARITHMS  OF  NUMBERS. 


450 

O   1   2   3 

4   5   6   7    8   0 

05321  mm\  65:141  G&36ft  66360  fi,>369  65379  653S0  65308  65408  1 

5418  64^7  &4;i7  6447 

6456  6466  6476  6485  6405  5504 

5614  6523  5633  6543 

6552  6562  6571  5681  6591  6600 

&eiO  6619  5629  miO 

5648  6658  f^7  5677  5686  5696 

5706  6716  672i  5734 

6744  5753  6763  5772  6782  6792 

5801  5811  6820  5830 

58:^9  5840  6858  5868  5877  6887 

5806  5006  6016  5^*25 

5935  5044  6054  6063  5973  6982 

5tm2  mn    (lull  6020 

6030  6039  6049  6058  6068  mil 

6087  601*6  (HOC  61 1^ 

6\U    6134  6143  6163  6162  6172 

6181  6101  (J200  6210 

6219  6229  6238  6247  6267  6266 

im 

06276  66285  66205  66304  06314  66323  66332  66342  66351  66361  | 

6370  6380  6;180  6308 

mm    6417  6427  6436  6445  6455 

6464  6474  6483  6492 

6602  6511  6521  6630  6639  6-^9 

65.58  6567  6677  6686 

66fW  6605  6614  6624  6633  6(^2 

6652  6661  6671  6680 

6*t89  0^i09  6708  6717  6727  6736 

6745  6755  6764  6773 

6783  6702  6801  6811  6820  6829 

68:^9  6848  6857  6867 

6876  6886  6804  6904  693S  6922 

6932  6941  6950  6960 

6069  6978  6987  6097  7006  7015 

7025  70:U  7043  7052 

7062  7971  7080  7089  7099  7108 

7117  7127  7136  7145 

7164  7164  7173  7182  7101  7201 

470 

67210  67219  67228  67237  67247  67266  67265  67274  67284  672a3  | 

7302  7311  7321  7330 

7339  7348  7367  7367  7376  7385 

731*4  7403  7413  7422 

7431  7440  7449  7459  7468  7477 

7486  7406  7504  7614 

7523  7532  7641  75fiO  7560  7669 

7578  7587  7506  7605 

7614  7624  7633  7642  7661  7660 

7(i69  7679  7688  7607 

7706  7716  7724  7733  7742  7752 

7761  7770  7779  7788 

7797  7806  7815  7825  7834  7843 

7852  7861  7870  7879 

7888  7807  7906  7916  7925  7034 

7943  7952  7961  7070 

7970  7988  7997  8006  8016  8024 

8034  8043  8062  8061 

8070  8U70  8088  8007  8106  8116 

4B0 

68124  68133  68  U2  68161 

68160  68109  68178  68187  68106  68296 

8215  S224  82;13  8242 

8261  8200  8260  8278  8287  8206 

8305  8314  8323  8332 

8341  8350  8369  8368  8377  8386 

8395  8404  8413  8422 

8431  8440  8449  8468  8467  8476 

8485  8494  8602  8611 

8620  8520  8538  8547  8556  mVo 

8574  8683  8692  8601 

8610  8619  8628  8637  8646  8656 

8664  8tJ73  8681  8690 

mm    8703  8717  8726  8736  8744 

87.^3  8763  8771  8780 

8789  8797  8806  8816  8824  8833 

8842  8851  8860  8869 

8878  8886  8806  8904  8913  8022 

8931  8940  8949  8058 

8066  8976  8984  8993  9002  9011 

490 

69020  60028  69037  60046  60^55  69064  69073  69082  69000  69ffl>0  | 

9108  0117  0126  0135 

9144  0152  9161  9170  9179  9188 

0197  0205  9214  9223 

9232  9241  9249  9258  0267  9276 

9285  0204  9302  9311 

9320  9329  0338  9346  9366  03($4 

9373  9381  9300  0399 

9408  0417  9426  9434  0443  0452 

:  9461  9469  9478  0487 

9496  0504  0513  9622  9531  0539 

0548  9557  9566  9574 

9683  9592  9601  mm    0618  9627 

9636  9644  0653  0662 

9671  0679  9688  9697  0706  0714 

9723  9732  0740  0749 

9768  9767  0776  9784  9793  0801 

9810  0819  9827  9836 

9845  9854  9862  0871  9880  9888 

500 

69697  69906  60914  60923  60932  60940  69949  69958  69966  69975  1 

444 
TABLE  t.— LOGARITHMS  OF  NUMBERS. 


N 

0123456780 

500 

60897  60006  60014  69923  60082  60040  60040  60958  69966  69975 

9984  9992  70001  70010  70018  7U027  70036  70044  70063  70062 

70070  70070  0088  0006  0105  0114  0122  0131  0140  0148 

0157  0165  0174  0183  0101  0200  0200  0217  0226  0234 

0243  0262  0260  0260  0278  0286  020^  0303  0312  0321 

0320  0338  0346  035^  0304  0372  0381  0380  0308  0406 

0416  0424  0432  0441  0440  0458  0467  0476  0484  0492 

0601  0500  0618  0626  0536  0544  0562  0661  0660  0578 

0686  0605  0603  0612  0621  0620  0638  0646  0655  0668 

0672  0680  0680  0607  0706  0714  0723  0731  0740  0749 

510 

70767  70766  70774  70783  70701  70800  70808  70817  70825  70834 

0842  0861  0850  0868  0876  0885  0803  0002  0910  0019 

0027  0036  0044  0062  0061  0060  0078  0086  0995  1003 

1012  1020  1020  1037  1046  1064  1063  1071  1070  1088 

1006  1105  1113  1122  1130  1130  1147  1155  1164  1172 

1181  1180  1108  1206  1214  1223  1231  1240  1248  1257 

1265  1273  1282  1200  1200  1307  1315  1324  1332  1341 

1340  1367  1366  1374  1383  1301  1309  1408  1416  1425 

1433  1441  1450  1458  1466  1475  1483  1402  I5OO  1508 

1617  1626  1633  1642  1660  1660  1567  1676  1584  1592 

520 

71600  71600  71617  71626  71634  71642  71660  71669  71667  71675 

1684  1692  1700  1700  1717  1725  1734  1742  1760  1760 

1767  1775  1784  1702  1800  1800  1817  1825  1834  1842 

1860  1868  1867  1875  1883  1802  1000  1008  1017  1925 

1933  1041  1050  1068  1066  1075  1083  1001  1999  2008 

2016  2024  2032  2041  2040  2067  2066  2074  2082  2090 

2000  2107  2116  2123  2132  2140  2148  2166  2165  2173 

2181  2180  2108  2206  2214  2222  2230  2239  2247  2255 

2203  2272  2280  2288  2206  2304  2313  2321  2829  2837 

2346  2364  2362  2370  2378  2387  2305  2403  2411  2419 

530 

72428  72436  72444  72462  72460  72460  72477  72485  72493  72501 

2609  2518  2626  2534  2642  2660  2668  2667  2575  2583 

2601  2500  2607  2616  2624  2632  2640  2648  2656  2665 

2673  2681  2680  2607  2706  2713  2722  2730  2738  2746 

2764  2762  2770  2770  2787  2705  2803  2811  2819  2827 

2835  2843  2852  2860  2868  2876  2884  2802  2000  2908 

2016  2025  2033  2041  2949  2067  2066  2073  2981  2989 

2997  3006  3014  3022  3030  3038  3046  3064  3062  3070 

3078  3086  3004  3102  3111  3110  3127  3135  3143  3151 

3160  3167  3175  3183  3101  3109  3207  3215  8223  3281 

540 

73230  73247  73265  73263  73272  73280  73288  73206  73804  78812 

3320  S:V2S    3336  3344  3362  3360  3368  3376  8384  3892 

3400  3408  3416  3424  3432  3440  3448  3466  3464  3472 

3480  3488  3406  3604  3612  3620  3528  3636  3544  8552 

3560  3568  3576  3684  3502  3600  3608  3616  3624  8682 

3640  3648  3656  3664  3672  3670  3687  8605  8703  3711 

3710  3727  3736  3743  3761  3750  3767  3775  8788  8791 

3700  3807  3815  3823  3830  3838  3846  3864  3862  8870 

3878  3886  3804  3002  3010  3018  3026  3933  8941  8949 

3957  3065  3073  3081  3080  3007  4005  4013  4020  4028 

550 

74036  74044  74052  74060  74068  74076  74084  74092  74099  74107 

445 

TABLE  I.— LOGARITHMS  OF  NUMBERS. 


N 

0123456780 

&50 

74036  74044  74052  T4ltf!0  74CHi8  74076  74084  740i»2  74009  74107  , 

4115    it23    4131    4139    4147    4165    41^2    4170    4178    41^ 

4m    4l£t)2    4'ilO    4218    4225    4i!33    4241    4249    4257    426^ 

4273    42m    4288    4206    Aim    4312    431^0    4327    4335    4343 

4361    4369    43417    4374    43B2    43iW    4308    440ti    4414    4421 

4420    4437    4445    4453    4461    4468    4475    4484    440:4    4^00 

45U7    4516    4528    4531    4630    4547    45M    4662    4570    4678 

4586    4593    4601    4009    4017    4024    46:^2    4040    4648    4066 

40a;J    4671    4679    4687    4095    4702    4710    4718    4726    4733 

4741    4749    4757    4764    4772    4780    4788    4700    4803    4811 

500 

74819  74827  74834  74842  74850  74858  74865  74873  74881  74880 

4896    4fM)4    4912    4020    4927    4935    4943    4050    4958    4966 

4974    4981    4089    4097    6005    5012    5020    5(^28    6^5    5043 

5061    6059    60Q6    6074    5082    5089    6097    5105    6113    5120 

6128    5136    6143    5151    5159    5100    5174    5182    5180    5197 

5205    6213    6220    5228    6236    6243    6261    5269    5266    5274 

5282    5289    6297    5305    6312    6:*20    5328    5335    5343    6361 

6368    6306    5374    5381    5389    5307    5404    6412    6420    5427 

5435    5442    6150    6468    6465    5473    6481    5488    6496    6504, 

5511    5619    5626    5534    5512.  5540    5557    6565    5572    6680 

570 

75687  75595  75fM)3  76610  76018  75r326  76633  75041  76648  76656 

5064    5071    5679    6686    5004    5702    6700    5717    5724    5732 

5740    5747    5765    6762    5770    5778    5786    6793    5800    6808 

5815    5823    &^n    5838    6840    5863    6861    5808    6876    5884 

6801    5890    6906    6014    5921    5920   6^37    6044    5052    6960 

5967    5974    6982    6089    6907    6005    6012    6(.>20    6027    6035 

6042    6050    6057    6005    6072    6060    6087    6095    0103    6110 

0118    6126    0133   6140   6148    0155    6103    6170   6178    6186 

6103    6200    6208    6216    6223    0230    6238    6245    6253    6200 

6208    6276    6283    0290    6298    6305    6313    6320    6328    6335 

580 

76343  76350  76358  76365  76373  70:iS0  70388  76306  76403  70410 

6418    0425    6433    6440    6448    6455    6402    6470    6477    648S 

6492    6500    6607    6615    6622    6630    6537    6645    6652    6669 

05*17    6574    6682    6680    6597    6604    6612    0*H9    0626    6034 

6041    0049    mm   6664    6671    6678    608*)    6693    6701    6708 

0716    6723    6730    6738    6745    6763    6760    6708    6775    6782 

0700    6797    6805    6812    6810    6827    6&i4    6842    6840    OSr^O 

0864    0871    6870    6886    6803    6901    6908    6916    6923    6930 

0938    6945    6053    6060    6067    6975    6082    6089    6097    7004 

7012    7010    7026    70S4    7041    7048    7056    7063    7070    7078 

590 

77086  77093  77100  77107  77115  77122  77120  77137  77144  77151 

7159    7166    7173    7181    7188    7106    7203    7210    7217    7225 

7232    7240    7247    7254    7262    7269    7276    7283    7291    7298 

mm    7313    7320    7327    7335    7342    7349    7357    7364    7371 

7379    7386    7393    7401    7408    7416    7422    7430    7437    7444 

7452    7459    7468    7474    7481    7488    7406    7603    7610    7517 

7525    7632    75:*0    7546    7554    7501    7668    7676    7683    7600 

7597    7905    7612    7010    7627    7634    7641    7648    7666    70*)3 

7070    7877    7685    7602    7099    7706    7714    7721    7728    7735 

7743    7750    7757    7764    7772    7779    7786    7793    7801    7808 

600 

77815  77822  77830  77837  77844  77851  77859  77866  77873  77880 

446 
TABLE  L— LOGARITHMS  OF  NUMBERS, 


N 

0123456789 

600 

77816  77822  77830  77837  77844  77861  77869  77866  77878  77880 

7887  7895  7902  7909  7916  7924  7931  7988  7946  7062 

7960  7967  7974  7981  7988  7996  8003  8010  8017  8025 

8032  8039  8046  8063  8061  8068  8075  8082  8080  8007 

8104  8111  8118  8126  8132  8140  8147  8164  8161  8168 

8176  8183  8190  8197  8204  8211  8219  8226  8288  8240 

8247  8264  8262  8269  8276  8283  8290  8297  8805  8812 

8319  8326  8333  8340  8347  8365  8362  8360  8376  8388 

8390  8398  8405  8412  8419  8426  8433  8440  8447  8465 

8462  8469  8476  8483  8490  8497  8604  8612  8619  8620 

610 

78633  78640  78647  78664  78661  78669  78676  78683  78680  78607 

8604  8611  8618  8626  8633  8640  8647  8664  8661  8668 

8676  8682  8689  8696  8704  8711  8718  8725  8782  8789 

8746  8763  8760  8767  8774  8781  8789  8796  8803  8810 

8817  8824  8831  0838  8846  8862  8869  8866  8878  8880 

8888  8895  8902  8909  8916  8923  8930  8037  8944  8061 

8968  8966  8972  8979  8986  8993  9000  9007  9014  9021 

9029  9036  9043  9050  9067  9064  9071  9078  9085  9002 

9099  9106  9113  9120  9127  9134  9141  9148  9166  0162 

9169  9176  9183  9190  9197  9204  9211  9218  9226  9232 

620 

79239  79246  79263  70260  79267  79274  79281  79288  79296  79802 

9.)09  9310  9323  9330  9337  9344  9361  9368  9866  9372 
9379  9386  9393  9400  9407  9414  9421  9428  9435  9442 

9449  9466  9403  9470  9477  9484  9491  9498  9605  9611 

9618  9626  9632  9639  9646  9663  96(M)  9667  9674  9681 

9688  9695  9602  9609  9616  9623  9630  9637  9644  9660 

9667  9664  9671  9678  9686  9692  9099  9706  9713  9720 

9727  9734  9741  9748  9764  9761  9768  9776  9782  9789 

9796  9803  9810  9817  9824  9831  9837  9844  9861  9868 

9866  9872  9879  9886  9893  9900  9906  9913  9920  9927 

680 

79934  79941  79948  79965  79962  79969  79976  79982  79989  79996 

80003  80010  80017  80024  80030  80037  80044  80061  80068  80065 

0072  0079  0086  0092  0099  0106  0113  0120  0127  0134 

0140  0147  0164  0161  0168  0175  0182  0188  0196  0202 

0209  0216  0223  0229  0236  0243  0260  0267  0204  0271 

0277  0284  0291  0298  0305  a312  a318  0326  0332  aS39 

0346  0363  (mO   a366  0373  0380  0387  0393  0400  0407 

0414  0421  0428  0434  0441  0448  0465  0462  0468  0476 

0482  0489  0496  0602  0509  0616  0623  0630  0636  0543 

0560  0667  0664  0670  0677  0684  0691  0698  0604  0011 

640 

80618  80625  80632  8063^  S0646  80662  80669  80666  80672  80679 

0686  0693  0699  0706  0713  0720  0726  0733  0740  0747 

0764  0760  0767  0774  0781  0787  0794  0801  0808  0814 

0821  0828  0835  0841  0848  0855  0862  0868  0876  0882 

0889  0896  0902  0909  0916  0922  0929  0936  0943  0049 

0956  0963  0969  0976  0983  0990  0996  1003  1010  1017 

1023  1030  1037  1043  1060  1057  1064  1070  1077  1084 

1090  1097  1104  1111  1117  1124  1131  1137  1144  1161 

1168  1164  1171  1178  1184  1191  1198  1204  1211  1218 

1224  1231  1238  1245  1261  1258  1265  1271  1278  1285 

660 

81291  81298  81305  81311  81318  81325  81331  81338  81345  81361 

447 


TABLE  1.— LOGARITHMS  OF  NUMBERS. 


N 

01234567   80 

650 

81291  81298  8130^  81311  81318  8132^  81331  8133S  SlU^  81351 

1 

1358  13«i  1371  1378  1385  1391  1398  1405  1411  1418 

2 

1425  1431  1438  1445  1451  1458  14(55  1471  1478  1485 

8 

1491  1498  1505  1511  1518  1525  1531  1538  1544  1551 

4 

1558  1564  1571  1578  1584  1591  1598  1604  1611  1617 

6 

1624  1631  1637  1644  1651  1657  1664  1671  1677  1684 

6 

1690  1697  1704  1710  1717  1723  1730  1737  1743  1750 

7 

1757  1763  1770  1776  1783  1790  1796  1803  1809  1816 

8 

1823  1829  1836  1842  1849  1856  1862  1869  1875  1882 

9 

1889  1895  1902  1908  1915  1921  1928  1935  1941  1948 

660 

81954  81961  81968  81974  81981  81987  81994  82000  82007  82014 

1 

2020  2027  2033  2040  2046  2053  2060  2066  2073  2079 

2 

2086  2092  2099  2105  2112  2119  2125  2132  2138  2145 

8 

2151  2158  2164  2171  2178  2184  2191  2197  2204  2210 

4 

2217  2223  2230  2236  2243  2249  2256  2263  2269  2276 

5 

2282  2289  2295  2:)02  2308  2315  2321  2328  2334  2341 

6 

2347  2354  2360  2367  2373  2380  2387  2393  2400  2406 

7 

2413  2419  2426  2432  2439  2445  2452  2458  2465  2471 

8 

2173  2484  2m    2497  2504  2510  2517  2523  2530  2536 

9 

2543  2549  2550  2502  2569  2575  2582  2588  2595  2601 

670 

82607  82014  82620  82627  820:i3  82640  82(J46  82653  82059  82666 

1 

2672  2679  2685  2692  2698  2705  2711  2718  2724  2730 

2 

2737  2743  2750  2756  2763  2769  2776  2782  2789  2795 

8 

2802  2808  2814  2821  2827  2834  2840  2847  2853  2860 

4 

2866  2872  2879  2885  2892  2898  2905  2911  2918  2924 

6 

2930  2937  2943  2950  2956  2963  2969  2975  2982  2988 

6 

2995  3001  3008  3014  3020  3027  3033  3040  3046  3052 

7 

3059  3065  3072  3078  3085  3091  3097  3104  3110  3117 

8 

3123  3129  3136  3142  3149  3155  3161  3168  3174  3181 

9 

3187  3193  3200  3206  3213  8219  3226  3232  3238  3245 

6S0 

83251  83257  83264  83270  83276  83283  83289  88296  83302  83308 

1 

a3l5  3321  3327  3334  3340  3347  3353  8369  3366  3372 

2 

3378  3385  3391  3398  3404  3410  3417  3423  3429  3436 

8 

3442  3448  3455  3461  3467  3474  3480  3487  3493  3499 

4 

3506  3612  3518  3525  3531  3537  3544  3660  3656  3663 

6 

3569  3676  3582  3688  3694  3601  3607  3613  3620  3626 

6 

3632  36;}9  3646  3661  3658  3664  3670  3677  3683  3689 

7 

3696  3702  3708  3715  3721  3727  3734  3740  3746  3763 

8 

3759  3765  3771  3778  3784  3790  3797  3803  3809  3816 

9 

3822  3828  3835  3841  3847  3863  3860  3866  3872  3879 

690 

83885  83891  83897  83904  83910  83916  83923  83929  83936  83942 

1 

3948  3954  3960  3967  3973  3979  3985  3992  3998  4004 

2 

4011  4017  4023  4029  4036  4042  4048  4055  4061  4067 

8 

4073  4080  4086  4092  4098  4105  4111  4117  4123  iVSO 

4 

4136  4142  4148  4155  4161  4167  4173  4180  4186  4192 

6 

4198  4205  4211  4217  4223  4230  4236  4242  4248  4255 

6 

4261  4267  4273  4280  4286  4292  4298  4305  4311  4317 

7 

4323  4330  4336  4342  4348  4354  4361  4367  4373  4379 

8 

4386  4392  4398  4404  4410  '4417  4423  4429  4436  4442 

9 

4448  4454  4460  4466  4473  4479  4485  4491  4497  4604 

700 

84610  84616  84622  84628  84635  84641  84647  84663  84669  84666 

448 


TABLE  I     LOGARITHMS  OF  NUMBERS. 

700 

0l2a45e78f> 

&t5l0  &4516  S4&22  S4628  8463^  845*1  &4647  84553  84&69  8456Q  , 

4572    4578    451*4    4im   Aim    4Wa    4009    461&    4tt21    4fi28 

-l^m    4l>ia    4m0    m^    I6O8    4O65    40n    4677    4^83    4689 

m>e    4702    4708    4714    4720    472ti    4733    4730    474i    4761 

47  >7    47G3    4770    4776    471*2    4788    4704    4800    4807    4813 

4819    482S    4831    4837    4&44    48:0    48&6    4802    4808    4S74 

4880    4887    4803    4800    41105    4011    4017    4024    4^30    4036 

4942    4948    4954    4960    41)67    4073    4979    4081    4901    4007 

50<)3    6009    6016    6022    5028    6031    5040    6(H6    6052    mS 

5061    5071    5U77    6083    60B9    5005   5101    5107    5114    5120 

710 

85126  8i>132  85138  85144  85150  S6156  86163  86160  SdHi  85181 

5187    6193    6199    6205    5211    62J7    6224    6230    5236    6242 

5248    6254    6260    6266    6272    6278    6285    6201    K07    6303 

5300    6315    5321    5327    6333    6330    5345    5352    5358    6364 

6370    6376    6382    6388    631»4    6400    6400    6412    5418    Ml^ 

5431    5437    5443    5449    6455    5481    '^67    6473    6470    6485 

MOl    6497    6603    5609    5516    6622    6628    5534    5&10    5546 

65i>2    6368    5564    5670    6678    56':2    6588    6604    6600    6606 

6612    6018    6625    5631    5637    5643    5640    6665    5661    5667 

5673    6679    6685    5691    6697    5703    5709    5715    5721    5727 

720 

85733  86739  85745  86751  85757  86763  86760  85775  B5781  85788^ 

5794    5800    6806    6812    5818    5824    5830    6836    6842    6848 

5&>4    5860    5866    6872    5878    5884    5800    5806   6002    6008 

69U    6920    6926    6932    50:^8    5944    6950    6956    6062    6968 

5974    54180    5086    5993    6908    6004    6010    6016    6022    6028 

6034    fJ040    6048    6052    6058    6064    6070    6076    6082    6088 

6094    6100    0106    6112    6118    6124    6130    6136    6141    6147 

C15:i    6139    6165    6171    6177    6183    6180    6195    0201    6297 

6213    6219    6225    6231    6237    6243    6249    6255    0261    6267 

6273    6279    628£    6201    6207    6303    6308    6314   6320   6326 

730 

863.32  86338  66344  86350  86358  86362  86368  86374  86380  863S6 

6392    6398    6404    6410    6415    6421    6427    6433    6439    644 -i 

0461    6457    6463    6469    6475    6481    6487    6493    6409    6504 

mm    6516    6522    6628    6634    6540    6546    6652    6568    6564 

6570    6576    6581    6587    6603    6590    6605    6611    6617    6623 

6629    663^    6641    6646    6652    6668    6664    6670    6676    6682 

6688    6694    6700    6705    6711    6717    6723    6729    6735    6741 

6747    6753   6759   6764    6770    6776    6782    6788    6794    6800 

mm   6812    6817    6823    6820    6835    6841    6847    6863    6869 

6864    6870    6876   6883    6888    6894   6000   6006    6011    6017 

740 

86023  8*t029  86935  fi«04l  86947  86953  86058  86964  86970  86976 

0982    6988    6094    0099    7005    7011    7017    7023    7020    7035 

7040    7046    7052    7058    7064    7070    7075    7081    708T    7093 

7009    7105    7111    7116    7122    7128    7134    7140    7146    7151 

7157    71tt:i    7160    7175    7181    7186    7192    7198    7204    7210 

7216    7221    7227    7233    7239    7245    7251    7256    7262    7268 

7274    7280    7286    7291    7297    7:W}3    7309    7315    7320    7326 

7^32    7:m    7344    7340    7355    7361    7367    7373    7370    7^4 

7390    7306    7402    7408    7413    7419    7425    7431    7437    7442 

7448    7454    7460    7466    7471    7477    7483    7489    749i    75001 

750 

8760tt  87612  87618  87523  87520  87635  87641  87547  87652  87558 

449 


TABLE  I.— LOGARITHMS  OF  NUMBERS, 

N 

0123456789 

750 

87606  87512  87618  87623  87629  87636  87541  87647  87662  87668 

7664  7670  7676  7681  7687  7693  7699  7604  7610  7616 

7622  7628  7633  7639  7645  7661  7666  7662  7668  7674 

7679  7685  7691  7697  7703  7708  7714  7720  7726  7731 

7737  7743  7749  7754  7760  7766  7772  7777  7783  7789 

7795  7800  7806  7812  7818  7823  7829  7835  7841  7846 

7852  7858  7864  7869  7876  7881  7887  7892  7898  7904 

7910  7915  7921  7927  7933  7938  7944  7950  7966  7961 

7967  7973  7978  7984  7990  7996  8001  8007  8013  8018 

8024  8030  8036  8041  8047  8063  8068  8064  8070  8076 

760 

88081  88087  88093  88098  88104  88110  88116  88121  88127  88133 

8138  8144  8150  8166  8161  8167  8173  8178  8184  8190 

8195  8201  8207  8213  8218  8224  8230  8235  8241  8247 

8252  8258  8264  8270  8276  8281  8287  8292  8298  8304 

8309  a315  8321.  8326  8332  8338  8343  8349  8355  8360 

8366  8372  8377  83a3  8389  8395  8400  8406  8412  8417 

8423  8429  8434  8440  8446  8451  8457  8463  8468  8474 

8480  8485  8491  8497  8602  8608  8513  8619  8525  8630 

8536  8542  8547  8553  8659  8564  8570  8576  8581  8687 

8593  8598  8604  8610  8616  8621  8627  -8632  8638  8643 

770 

88640  88665  88660  88666  88672  88677  88683  88689  88694  88700 

8705  8711  8717  8722  8728  8734  8739  8745  8760  8766 

8762  8767  8773  8779  8784  8790  8795  8801  8807  8812 

8818  8824  8829  8835  8840  8846  8852  8867  8863  8868 

8874  8880  8886  8891  8897  8902  8908  8913  8919  8925 

8930  8036  8941  8947  8953  8968  8964  8969  8975  8981 

8986  8992  8997  9003  9009  9014  9020  9026  9031  9037 

9042  9048  9053  9069  9064  9070  9076  9081  9087  9092 

9008  9104  9109  9115  9120  9126  9131  9137  9143  9148 

9154  9159  9165  9170  9176  9182  9187  9193  9198  9204 

780 

89209  89215  89221  89226  89232  89237  89243  89248  89254  89260 

9266  9271  9276  9282  9287  9293  9298  9304  9310  9315 

9321  9326  9332  9337  9343  9348  9354  9360  9366  9371 

9376  9382  9387  9393  9398  9404  9409  9415  9421  9426 

9432  9437  9443  9448  9454  9459  9465  9470  9476  9481 

9487  9492  9498  9604  9609  9515  9620  9626  9631  9637 

9542  9548  9553  9559  9664  9670  9575  9681  9586  9592 

9597  9603  9609  9614  9620  9626  9631  9636  9642  9647 

9653  9668  9664  9669  9675  9680  9686  9691  9697  9702 

9708  9713  9719  9724  9730  9736  9741  9746  9762  9767 

790 

89763  89768  89774  89779  89785  89790  89796  89801  89807  89812 

9818  9823  9829  9834  9840  9846  9861  9866  9862  9867 

9873  9878  9883  9889  9894  9900  9906  9911  9916  9922 

9927  9933  9938  9944  9949  9955  9960  9966  9971  9977 

9982  9988  9993  9998  90004  00009  90015  90020  90026  90031 

90037  90042  90048  90063  0059  0064  0069  0075  0080  0086 

0091  0097  0102  0108  0113  0119  0124  0129  0135  0140 

0146  0161  0167  0162  0168  0173  0179  0184  0189  0195 

0200  0206  0211  0217  0222  0227  0233  0238  0244  0249 

9 

0265  0260  0266  0271  0276  0282  0287  0293  0298  0304 

800 

90309  90314  90320  90326  90331  90336  90342  90347  90352  90368 

4SO 
TABLE  I.— LOGARITHMS  OF  NtJMBERS. 


N 

0123456789 

800 

90309  90314  90320  90326  90331  90336  90342  90347  90362  90368 

0363  0369  0374  0380  0385  0390  0396  0401  0407  0412 

0417  0423  0428  0434  0439  0445  0450  0466  0461  0466 

0472  0477  0482  0488  0493  0499  0604  0609  0615  0620 

0626  0631  0636  0642  0647  0663  0668  0663  0669  0674 

0680  0685  0690  0696  0601  0607  0612  0617  0623  0628 

0634  0639  0644  0650  0666  0660  0666  0671  0677  0682 

0687  0693  0698  0703  0709  0714  0720  0726  0730  0786 

0741  0747  0762  0767  0763  0768  0773  0779  0784  0789 

0795  0800  0806  0811  0816  0822  0827  0882  0838  0843 

810 

90849  90864  90869  90865  00870  90876  90881  90886  90891  90897 

0902  0907  0913  0918  0924  0929  0934  0940  0945  0960 

0966  0961  0966  0972  0977  0982  0988  0993  0998  1004 

1009  1014  1020  1026  1030  1036  1041  1046  1062  1067 

1062  1068  1073  1078  1084  1089  .1094  1100  1106  1110 

1116  1121  1126  1132  1137  1142  1148  1163  1168  1164 

1169  1174  1180  1185  1190  1196  1201  1206  1212  1217 

1222  1228  1233  1238  1243  1249  1264  1269  1265  1270 

1276  1281  1286  1291  1297  1802  1307  1312  1318  1323 

1328  1334  1339  1344  1350  1365  1360  1366  1371  1376 

820 

91381  91387  91392  91397  91403  91408  91413  91418  91424  91429 

1434  1440  1445  1460  1466  1461  1466  1471  1477  1482 

1487  1492  1498  1603  1608  1614  1619  1624  1629  1635 

1640  1646  1661  1666  1661  1666  1672  1677  1682  1687 

1693  1698  1603  1609  1614  1619  1624  1680  1635  1640 

1046  1061  1066  1661  1666  1672  1677  1682  1687  1693 

1098  1703  1709  1714  1719  1724  1730  1735  1740  1746 

1761  1766  1761  1766  1772  1777  1782  1787  1793  1798 

1803  1808  1814  1819  1824  1829  1834  1840  1845  1860 

1866  1861  1866  1871  1876  1882  1887  1892  1897  1903 

880 

91908  91913  91918  91924  91929  91934  91939  91944  91950  91965 

1960  1966  1971  1976  1981  1986  1991  1997  2002  2007 

2012  2018  2023  2028  2033  2038  2044  2049  2064  2069 

2065  2070  2075  2080  2086  2091  2096  2101  2106  2111 

2117  2122  2127  2132  2137  2143  2148  2163  2168  2163 

2169  2174  2179  2184  2189  2195  2200  2206  2210  2216 

2221  2226  2231  2236  2241  2247  2262  2267  2262  2267 

2273  2278  2283  2288  2293  2298  2304  2309  2314  2319 

2324  2330  2335  2340  2346  2360  2366  2361  2366  2871 

2376  2381  2387  2392  2397  2402  2407  2412  2418  2423 

840 

92428  92433  92438  92443  92449  92464  92469  92464  92469  92474 

2480  2485  2490  2496  2600  2606  2611  2616  2621  2626 

2631  2636  2642  2647  2662  2667  2662  2667  2672  2678 

2683  2688  2693  2698  2603  2609  2614  2619  2624  2629 

2634  2639  2645  2650  2665  2660  2666  2670  2675  2681 

2686  2691  2696  2701  2706  2711  2716  2722  2727  2732 

6 

2737  2742  2747  2762  2768  2763  2768  2773  2778  2788 

7 

2788  2793  2799  2804  2809  2814  2819  2824  2829  2834 

w 

2840  284^  2850  2865  2860  2866  2870  2876  2881  2886 

2891  2896  2901  2906  2911  2916  2921  2927  2932  2987 

850 

92942  92947  92962  92967  92962  92967  92973  92978  92988  92968 

451 


TABLE  I.— LOGARITHMS  OF  NUMBERS. 


N 

01234:567        8       9 

830 

92942  92M7  92fl52  92957  92962  92f)67  92973  92078  92fm  mmS 

2993    2998    3U0H    3008    3<)13    3018    3024    3029    3034    81^* 

3i>44    3040    3064    3059    3064    3069    3<)7i    3080    3085    30*>0 

309^    3100    3105    3110    3116    3120    31^6    3131    3130    3141 

3140    3161    3]5fl    3161    3166    3171    3170    3181    3166    3192 

3197    3202    3207    3212    3217    3222    3227    8232    3237    3242 

3247    3253    3268    3263    3268    3273    3278    3263    3288    3203 

3208    nsm    3308    3313    3318    3323    3:J28    3334    1^139    SM4 

3349    3354    a%9    3364    3369    3374    3379    3384    3:^69    3304 

3309    3404    3490    3414    3430    3425    3430    343^    3440   344j 

860 

93450  93455  03460  03405  03470  ft3475  93480  93485  03400  03406 

360*)    3606    3510    3615    3620    3526    3631    3630    3641    3646 

3561    SP>r^i    3.3<n    3566    3671    3670    3581    3580    3501    36W 

3601    mm    3611    3^116    3(J21    302tl    3631    3630    3641    3046 

3ti5l    3660    3tWl    3660    3671    3076    3682    3687    ;i0r*2    :i607 

3702    3707    3712    3717    3722    3727    3732    3737    3742    3747 

3762    3767    3762    8767    3772    3777    3782    3787    3792    3707 

3802    3807    3812    3817    3822    :1827    3832    3a37    im^    3847 

;m2    3867    3862    3667    3872    3677    3662    3887    :i692    3807 

3tK>2    3907    3012    3917    3922    3027    3032    3037    3042    3W7 

g70 

03952  93067  03962  03907  03972  93077  93082  03087  93002  03097 

4002    4007    4012    4017    4^2    4027    ^0:^2    4037    4042    4047 

4062    4067    4002    40*17    4072    4077    4082    408tl    4O01    401*6 

4101    410<1    4111    4110    4121    4126    4131    4136    4141    4146 

4151    4166    4101    4100    4171    4176    4181    4186    4101    41fKJ 

4201    420<i    4:^11    4210    4221    4220    4231    4236    4240    4246 

4250    4265    4200    4266    4270    4276    4260    4266    421*0    ^205 

43IX>    4305    4310    4315    4320    4325    4330    iti^^    itUO    4345 

4:149    4364    4369    43fJ4    4369    4374    4379    4384    4369    4304 

4300    4404    4409    4414    4419    4424    4429    4433    4438    4443 

880 

0444S  94463  W458  94463  94468  04473  94478  W483  94488  94493 

4408    4503    4507    4612    4517    4522    4527    4532    4637    4642 

4647    4662    4557    4662    4567    4571    4676    4681    4580    4501 

4696    4601    4606    4611    4016    4621    4626    4630    4035    4»W0 

4645    4660    4066    4600    4(J65    4670    4675    4680    4665    4069 

4094    4699    4704    4709    4714    4719    4724    4729    4734    4738 

4743    4748    4753    4758    4763    4708    4773    4778    4783    47i^7 

4702    4797    4802    4807    4812    4817    4822    4827    48:32    4836 

4841    4840    4851    4866    4861    4866    4871    4870    4680    4885 

4800    4896    4900    4005    4910    4915    4910    4024    4929   4034 

890 

049,30  94044  04940  940,54  04950  94063  9496S  94073  94078  94063 

4988    4{m    41*08    5002    5007    6012    5017    6022    6027    6032 

60;i0    5041    6040    6061    6060    mil    6000    5071    5076    6*J80 

5^585    60JM)    6095    6100    5105    5109    6114    6119    6124    6120 

5134    6139    5143    6148    6153    5168    51*J3    5168    6173    5177 

5182    6187    6102    6197    6202    5207    6211    6216    5221    5226 

5231    6236    5240    6246    6260    6255    5200    5205    6270    6274 

6279    5264    6280    6294    621*0    5^^    6306    6313    6318    6323 

6328    6;i32    6337    6342    6S47    6362    6367    6361    bBm    6371 

6370    6381    6386    5300    5395    6400    5405    6410    6415    5410 

900 

95424  96429  95434  95430  05444  05448  06453  05468  05403  95408 

452 

TABLE  I.— LOGARITHMS  OF  NUMBERS 


N 

0123456789 

900 

95424  05429  95434  95439  95444  95448  95453  95458  95463  95468 

5472  5477  5482  5487  5492  5497  5501  5506  5511  5616 

5521  5525  55:^0  5535  5540  554i  55^0  5554  5550  5564 

5569  5574  5578  5583  5588  5593  5598  5602  6607  6612 
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49 

1% 

^m-i 

9974fi 

09607 

ooofle 

]5iet 

00^ 

48 

U 

OdiriB 

99744 

OOOOT 

90055 

16508 

9006^ 

<7 

H 

oajr4 

9ur4!i 

loooa 

00663 

1C506 

0OI55O 

46 

15 

O^iGOO 

99741 

10300 

BD051 

l^DSS 

00^& 

45 

16 

0381I& 

90;4O 

lOSOS 

eooao 

15770 

9SM0 

44 

1? 

OlOiO 

0973B 

10301 

00048 

15857 

90&J5 

43 

IB 

<m^ 

90rJ7 

1CM03 

00047 

]riB44 

90B43 

At 

t» 

OlllS 

907^ 

10501 

00045 

ICOBO 

90511 

41 

90 

9.043K? 

0.00734 

0JKJ99 

0.99643 

OJfllltt 

9.00530 

40 

n 

043T6 

90733 

loeoT 

9004J 

16i3J3 

»y!Ki7 

30 

S9 

04190 

«o:3i 

io:k 

90040 

w^m 

9Ki35 

38 

a^ 

oieorj 

OOIBO 

10803 

000% 

jcar4 

oosa;^ 

37 

24 

04H5 

tf97i!S 

KOOO 

00D37 

lOJGO 

9Q532 

80 

93 

CM8;8 

007^ 

noBi 

00035 

Hi545 

00530 

35 

SO 

04010 

99726 

11134 

000^ 

\im\ 

99r^ 

34 

i? 

OfiOv^ 

90?-S4 

nasi 

00038 

167]0 

005^6 

33 

SB 

0&m4 

997^^ 

nsrr 

906^ 

1G601 

00534 

S3 

^ 

(KSOTS 

007«1 

11474 

99029 

ittHeo 

OOB*i 

31 

sa 

0.05380 

9.tf97a0 

O.DBTO 

9.996^ 

0J097D 

0.99530 

30 

ai 

€64[F7 

0971B 

iicafl 

M^ 

17050 

00518 

n 

33 

05O07 

99717 

11761 

ftoai4 

17130 

99517 

S8 

33 

05717 

00710 

IIB.'ST 

oeo^ 

17©3 

00515 

07 

34 

068^'7 

09714 

IIDQS 

00600 

i:307 

9a513 

26 

&■» 

05e;i7 

00713 

U®47 

OOOlB 

17301 

09511 

115 

39 

Qoatd 

0*711 

19142 

OMIT 

17474 

99509 

*4 

37 

oeiM 

00710 

n^ 

D0R15 

17508 

00507 

3£3 

»i^ 

oe'i04 

99708 

12331 

0061S 

17«1 

9WG05 

n 

30 

€037:t 

mm 

1U4;^ 

00019 

irm 

oe:«3 

n 

40 

9.€64B1 

0.0070B 

o.mio 

o.sgoio 

9*17807 

0,99501 

00  ! 

41 

oa5f» 

0P7O1 

1^13 

00608 

17800 

00400 

43 

€6fiM 

w^m 

1*706 

OOUOT 

17978 

09407 

43 

{M8[M 

ooroi 

vjtm 

00600 

1800,1 

09496 

44 

m&vi 

ooaoa 

nm-i 

00608 

laiST 

09494 

4,1 

OTom 

D^OS 

12985 

OQOOt 

i^&eo 

00492 

4« 

07134 

99006 

lacTS 

DOOOO 

isws 

90490 

4T 

OThSJI 

o^son 

18m 

99000 

18881 

mWpS 

4B 

07337 

oo«o^ 

]3S«3 

BOfiOO 

18466 

90186 

4fl 

0744*^ 

0000^ 

193^ 

HOMO 

13047 

004S4 

SO 

0.0T548 

0.99fi00 

0.m47 

9.99008 

0.18639 

0.9948a 

&1 

07fl5.1 

OO&BO 

J3&3U 

OOMl 

18709 

O^HO 

&:i 

0776^ 

OStS^T 

13US0 

OOfi^ 

187TIO 

90478 

h3 

07893 

090B6 

187«3 

190568 

1B871 

00476 

&4 

m^m 

ooaA4 

13Bta 

B0980 

13B!J3 

99474 

a& 

0807a 

t«683 

13004 

00684 

1Q038 

9047^i 

3A 

oei7fl 

OOlSHt 

lrs0O4 

90060 

19118 

90470 

fir 

OB^SO 

ooeso 

140e& 

90681 

10103 

99463 

as 

069183 

0067B 

um 

WfiTft 

1&.'73 

00456 

59 

ONBO 

00677 

143fl6 

00BT7 

103.^ 

004*4 

SO 

Oflaao 

00071 

143E^ 

0007Q 

10183 

00462 

tf 

CoHinfi 

Stfie 

CtHtn? 

SiDP 

CosJue 

Sitif* 

/ 

&r 

se* 

8P 
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# 

9* 

1©» 

11 

• 

# 

Bine 

Cosine 

Sine 

Coeine 

Sine 

OosiDe 

0 

9.19488 

9.99462 

9.28967 

9.90886 

9.28000 

9.99196 

60 

1 

19618 

99400 

24089 

99888 

26185 

99108 

60 

2 

19602 

99458 

24110 

99831 

26190 

99190 

58 

8 

19672 

99456 

24181 

99688 

28854 

99187 

S7 

4 

19751 

99454 

24858 

99326 

28810 

99185 

06 

5 

1W30 

99452 

24884 

99824 

28884 

99182 

66 

6 

19909 

90450 

24895 

09322 

28448 

99180 

54 

7 

19W8 

99448 

24466 

99819 

&«12 

99177 

68 

8 

20067 

99446 

24536 

99817 

28677 

99175 

62 

9 

20145 

99444 

24007 

99815 

28641 

99172 

51 

10 

9.20228 

9.99442 

9.24677 

9.99618 

9.28706 

9.99170 

60 

11 

200W 

99440 

24748 

99810 

28760 

99167 

48 

1i 

2U380 

99488 

24818 

99806 

28888 

99166 

48 

18 

204A8 

90486 

24888 

99806 

28806 

99168 

47 

14 

20586 

99434 

24968 

99804 

28960 

99100 

46 

15 

20618 

99482 

25088 

99801 

290M 

99157 

46 

1« 

80001 

994.!9 

89006 

99899 

29067 

99166 

44 

17 

20768 

99427 

25168 

99897 

29160 

99162 

48 

Irt 

yO^I5 

004i5 

85887 

99-^94 

29214 

99180 

42 

12 

201122 

994:23 

;J5a07 

99'J98 

29277 

99147 

41 

20 

9.20099 

9.90421 

9.85876 

9.99v>90 

9.89340 

9.99145 

40 

21 

21UT6 

99419 

25445 

99888 

29403 

99142 

80 

» 

21158 

99417 

85514 

99285 

20400 

99140 

88 

*l 

212^ 

99415 

25588 

99:!88 

29529 

99187 

87 

24 

21806 

99418 

25652 

99881 

29S01 

99186 

86 

25 

218(S 

99411 

25721 

90278 

29054 

99188 

85 

23 

21166 

99409 

25790 

99876 

29710 

99180 

84 

27 

21534 

99407 

25858 

99874 

29r;9 

99127 

88 

28 

21610 

99404 

88027 

99871 

29841 

99121 

82 

29 

21085 

99402 

26095 

99800 

29903 

99122 

31 

80 

9.21761 

9.99400 

9.20008 

9.99267 

9.29900 

9.99119 

ao 

81 

21886 

99398 

20181 

99804 

80088 

99117 

89 

82 

21012 

QfMKM 

20199 

99S62 

80090 

99114 

88 

88 

21067 

90894 

96267 

99800 

80161 

99112 

27 

84 

22002 

99392 

26885 

99857 

80818 

99109 

26 

8» 

22187 

90890 

20408 

99855 

80275 

99100 

25 

80 

28211 

99888 

20470 

90262 

80886 

99104 

M 

37 

22^286 

9V)85 

20688 

99860 

80898 

99001 

26 

88 

22861 

99888 

99248 

80469 

99009 

22 

89 

22486 

99681 

20672 

99945 

80681 

99000 

21 

40 

9.2S809 

9.99379 

9.26789 

9.99248 

9.805tt 

9.99009 

20 

41 

28588 

99877 

26806 

99841 

80048 

99001 

19 

42 

22057 

99375 

20678 

99888 

9mi 

99088 

18 

48 

22781 

99878 

20940 

99880 

80765 

99080 

IT 

44 

22806 

99370 

27007 

99288 

80886 

99088 

16 

49 

22878 

99808 

27078 

90881 

80887 

99080 

15 

46 

2»68 

99806 

27140 

99829 

80947 

99078 

14 

47 

88085 

99864 

27206 

99820 

81006 

99075 

18 

48 

98006 

99808 

27878 

99824 

81008 

99072 

12 

49 

28171 

99069 

27889 

99221 

81129 

99070 

11 

60 

9.28244 

9.99857 

0.27405 

9.99819 

9.81189 

9.99067 

10 

61 

28817 

99^'» 

27471 

99217 

81260 

90064 

62 

88800 

99868 

27587 

99814 

81810 

99062 

68 

28462 

99851 

27602 

99212 

81870 

99069 

64 

28585 

99348 

27006 

99809 

81480 

99056 

66 

28007 

99846 

27734 

99807 

81490 

99054 

60 

99844 

27799 

99804 

81649 

99051 

67 

28752 

9934? 

27864 

99208 

81009 

99048 

66 

28883 

99840 

27930 

99800 

81009 

60 

28805 

09837 

£7996 

99197 

81728 

99048 

00 

28967 

99885 

28060 

99195 

81788 

99040 

# 

Cosine 

Sine 

Coeine 

Sine 

Cosine 

Sine 

# 

80» 

79* 

78» 

1 
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TABLE  n.— LOGARITHMIC  SINES  AND  COSINES. 


1 

la* 

IS* 

14* 

f 

ISiae 

Coaiue 

Sli^e 

Goftino 

aii« 

CoalD« 

0 

i»,m:b8 

0.99040 

0,351300 

9,98873 

9,38968 

9.9SB90 

60 

J 

atmr 

00038 

S^fSS 

»$869 

38118 

081387 

59 

1 

3L907 

S9035 

^m 

08867 

38460 

0868* 

58 

s 

Rige« 

90O^> 

35373 

ftt864 

33519 

98681 

57 

4 

aach45 

O0O9O 

35137 

98861 

88570 

08678 

56 

6 

s-^^ 

090537 

3^1 

0R85S 

wm 

98675 

55 

« 

»^'!43 

0d&>4 

3&5^ 

08355 

i&GiO 

08071 

54 

7 

Si-JO^J 

WOOtt 

33^90 

96853 

m72} 

986e8 

sa 

8 

3*^1 

09010 

35644 

98849 

38771 

0(^665 

^ 

fi 

3^19 

O'JOIQ 

35698 

9a»46 

388;!1 

886^ 

61 

10 

*S2:!7S 

9.M01S 

0.S5:55 

0.98843 

9.38871 

9.98659 

50 

n 

J^J+iT 

OMU 

35806 

0^0 

388^1 

98656 

40 

13 

32*il5 

ooone 

S^iflOO 

98887 

381171 

98653 

48 

IS 

sa^sa 

WOfVi 

350L4 

90834 

moit 

98ii40 

47 

14 

ssrfiisi 

lKlOOt> 

33938 

98831 

80071 

08646 

46 

]«    1 

S»70 

09000 

360  ia 

9^^ 

801  Jl 

08643 

45 

10 

3,??^ 

98U9r 

saoTS 

9!«:5 

3ono 

08640 

44 

17 

a-^TiM 

0H904 

361  £9 

98SiK 

30^250 

08636 

43 

le 

3;»44 

98901 

3618* 

0H819 

ao-JTo 

98633 

43 

i» 

ssteoj 

Ik^KW 

38236 

988 16 

3031B 

08^^ 

41 

m 

fl.aMoo 

%mm 

9.36289 

9.98813 

0.3fi36O 

i,9sm 

40 

ai 

3a<^»M 

98083 

36313 

98810 

3Mt8 

30 

2t 

89075 

osoeo 

S6ffl» 

98807 

39467 

HSflSD 

38 

as 

33131 

efi97g 

36149 

X 

»517 

08617 

37 

^ 

33181) 

9«3B15 

3660^ 

30566 

98614 

SC 

as 

a^^jH 

OHOT^ 

aeew 

98708 

39616 

08610 

35 

ae 

JiT«5 

OBDOa 

36604 

98796 

S9604 

98607 

34 

srr 

33901 

\m&r 

36650 

987fW 

39713 

98604 

33 

9fl 

^\m 

OMOOi 

86713 

0?C89 

3076-3 

o»aoi 

33 

;£B 

sairr 

08061 

3a;66 

0^!7S6 

SOBU 

08597 

31    1 

80 

fl,3.^53| 

o.oeose 

O.fflWlO 

9,0S7S3 

9,39«f.O 

0.B85O4 

,10 

SI 

3:1501 

geoftfi 

3C871 

oerm 

30000 

08591 

29 

S2 

33&47 

oetKS 

369-24 

98777 

30058 

98588 

38 

321 

:«rot 

9eof^ 

36976 

9srr4 

omt 

37 

a4 

31701 

SHM7 

aro^ 

98771 

40C^ 

0S58J 

36 

35 

S3HI8 

9I*W4 

370fll 

98768 

40103 

0S5Tl!t 

25 

Sfl 

S3S74 

0SB41 

37133 

08765 

40153 

98574 

24    1 

37 

3^1 

ge»3« 

37165 

98702 

i&XO 

9857! 

33 

38 

3ig«7 

9(^m 

STsar 

987ri9 

40249 

98568 

23 

39 

34043 

S»fS3l} 

375189 

08756 

40307 

98565 

31 

40 

ftjnoa 

s.oaeeo 

9.S7341 

0,IW75a 

9.40^46 

9.1Kffl61 

90 

4t 

34J6fi 

fli^jx 

3739S 

98750 

umi 

98558 

19 

4« 

S4iM4 

GS9-i4 

37445 

96746 

40443 

9««55 

18 

<s 

3«L>US 

m^i 

37407 

98743 

40190 

98651 

17 

44 

ajSil 

O8OS0 

37540 

OHr*» 

40638 

9^.548 

16 

45 

31380 

KtOlfl 

37600 

08737 

4^m 

98515 

IB 

45 

844.-*^ 

9^913 

s?eaa 

aSTiW 

40C84 

98541 

14 

47 

91401 

OHOIO 

37703 

98731 

40683 

98538 

13 

46 

3*5*7 

98007 

97755 

98738 

4073O 

08536 

13 

4» 

3480-2 

OtifflH 

37ft}6 

0tt*M5 

4077B 

B8tysi 

11 

SO 

9.1lfl5ft 

9,96901 

0,37SBa 

^.9&m 

9.46835 

9.08538 

10 

ftl 

SJTIS 

MrtQfl 

37909 

serto 

4087S 

08535 

9 

m 

3470a 

9§g96 

37060 

08715 

40021 

B8.'->in 

8 

KS 

zmi 

9««&1 

38011 

987ft 

40968 

08518 

7 

M 

34679 

Ot^ftOO 

38063 

9«700 

41016 

985J5 

6 

fiS 

34t»?l4 

98887 

3SI 13 

98706 

41063 

08111 

6 

M 

34090 

SW^4 

^164 

98703 

4ini 

98G08 

4 

B7 

3S0I* 

98881 

asdis 

08700 

43158 

9H.M»,5 

3 

58 

1       35090 

988^ 

S8966 

08697 

41*2(1& 

98501 

3 

59 

35154 

08975 

88817 

98604 

4ia5-;3 

1 

eo 

wm^ 

9887l» 

38909 

98690 

41300 

08*04 

0 

* 

OoAliie 

Bine 

Qtmhie 

BiDe 

G^infl 

Slii« 

t 

77* 

7f 

76- 

46o 


TABLE  II.— LOGARITHMIC  SINES  AND  COSINES- 


f 

!&• 

le- 

ij' 

f 

Sfoi* 

Cosine 

SiBfl 

CoUne 

Srne 

CoatDP 

».4130O 

0.984fl4 

9.44034 

9.96984 

9,45594 

9.06D0O 

00 

41S47 

9tM9t 

4IIJTO 

9^61 

45035 

96060 

m 

41^ 

9ft4l» 

4419« 

fiaar; 

45070 

9i06i 

56 

41411 

nflifti 

#4165 

98171 

4b;i7 

0S546 

57 

41488 

mm\ 

44^0 

98Sn> 

4t»t56 

moti 

00 

4153^ 

94477 

44^!5^ 

9S255 

458P0 

96040 

5& 

415M3 

M4T4 

44497 

mm 

46641 

980W 

M 

41111^ 

914471 

44341 

96350 

46882 

96062 

^ 

4]fi7a 

98407 

443tJfi 

98^85 

409«3 

S6029 

5« 

Ai-m 

984m 

444^ 

96251 

46954 

981^ 

51 

^Axm 

0.96460 

9.44472 

9.96^6 

9.47005 

9.98091 

00 

41815 

fl64^7 

44118 

ft«it4 

47U4S 

08017 

40 

4\m\ 

W453 

44550 

96^ 

470HO 

96013 

48 

41908 

9SI6Q 

445012 

miiST 

471«7 

98000 

4T 

41054 

9^7 

44545 

mm 

47158 

ft^ooe 

45 

43WCH 

98443 

445K8 

9B^ 

471TO 

06UO1 

45 

4M7 

iM440 

44^ 

96^ 

'472^9 

01907 

44 

44099 

mm 

44n« 

D(^^ 

47TjflO 

^cvm 

48 

44140 

ftr«43l 

44819 

96;!18 

47330 

0^969 

*i 

u\m 

flSJ^ 

44tMU 

0^15 

4;a7i 

01080 

41 

m 

%AW^ 

9.08t3fl 

9.44905 

fi.QfrJll 

9.47411 

0.9T062 

40 

n 

\^sn» 

w^m 

4494^ 

96907 

4T452 

O'OTB 

39 

S2 

4**M 

1W4iD 

44092 

m^ 

47402 

0^7074 

86 

^ 

44ST0 

«C^15 

43035 

mxo 

4758^ 

o:9;w 

37 

«4 

4S4ia 

96411} 

45077 

sHige 

47573 

«:oco 

88 

«fi 

4Mt»l 

96409 

45U>0 

98199 

4;0I3 

f7S« 

» 

s« 

isaoT 

96105 

4S1113 

96169 

4;5&4 

07958 

34 

n 

4;i55S 

9R409 

4S^ 

981K5 

47504 

97954 

33 

ae 

4]eS09 

wm 

4^i49 

06181 

47T54 

97050 

82 

v» 

4»M4 

ossa^ 

4^m 

98177 

47*74 

irrwo 

ai 

90 

9*4SflO() 

ft,9dS9] 

9.45SH 

9.Q6I74 

0.47814 

9.0IWS 

80 

SI 

4*735 

96338 

45srr 

96170 

4^614 

0^36 

S 

Al 

41I7SI 

96364 

45419 

98165 

47694 

r.mi 

96 

84 

438^ 

wm 

4ft402 

96159 

47034 

t:980 

OT 

S4 

43872 

sewT 

4&5GI 

9S1S0 

41974 

«:«» 

20 

35 

4a»l7 

mm 

45547 

96155 

4*014 

07029 

S 

« 

4J!9<1« 

mm 

45589 

98101 

48054 

97016 

H 

sr 

4rlO»W 

98305 

4^m 

96147 

460O4 

97014 

88 

m 

4Si^ 

m^ 

4S5T4 

96144 

4«!S9 

9;9io 

0 

sa 

A'&m 

96369 

45Tt5 

96L40 

46173 

orrooo 

n 

40 

0.4-^14S 

9.989S8 

9.4ST5e 

9.96(30 
Sl32 

9.46218 

0.07002 

10 

41 

,       4.11  ftS 

9mA 

45601 

48262 

97898 

10 

4* 

43^1 

96349 

45648 

98129 

4&!02 

07804 

18    1 

4^ 

43^ 

SB345 

458Mfi 

mm 

mm 

07f«a 

17 

44 

43-^ 

96348 

4/mi 

D8IS1 

46371 

97885 

18 

« 

4SW7 

96398 

^m 

96ri7 

4641] 

97669 

15 

4a 

434li 

98834 

48011 

98118 

464S0 

^iim 

14 

47 

4a  (57 

88331 

40058 

B6110 

46400 

97874 

18 

48 

A^sm 

98*17 

40005 

9H1O0 

4N5S9 

97670 

it 

49 

43545 

96334 

40130 

96lO£ 

43558 

07BM 

11 

fiO 

fi.4S30L 

9.96390 

9.40178 

9.(36096 

9.46007 

0.07B51 

10 

Bl 

43^ 

9»I17 

4e^m 

98(»4 

48547 

OtW? 

9 

«« 

43080 

9(«13 

^m 

98090 

46065 

978&S 

8 

tA 

437V4 

96309 

46303 

9Ka67 

48725 

07649 

7 

54 

437a« 

ofcua 

45315 

960N18 

4H764 

07645 

e 

BA 

4a8ia 

96303 

45365 

WQ^ 

46^ 

9C641 

8 

SS 

43^47 

98'J«9 

4fl4« 

98075 

4»m 

?78r 

4 

OT 

431001 

96-^ 

45430 

9wrt 

4»«l 

0T633 

8 

fiS 

4a»4a 

98^1 

imi 

981107 

46920 

01929 

t 

S0 

43990 

96^ 

♦ea.'Ki 

mm 

48859 

97605 

1 

«0 

440*4 

98d4 

45fii;^ 

98* «) 

07^1 

0 

# 

Covine 

81i]« 

Oodne 

sine 

OOAltie 

8li># 

* 

?#• 

n* 

If 

46i 

TABLE  n*— LOGARITHMIC  SINES  AND  COSINES. 


f 

18* 

10' 

* 

0^ 

* 

Sine 

Cowlne 

Bfoe 

ODidne 

Slue 

COHlDft 

Q  1 

g,iBdoe 

o.*;e5ji 

0.51864 

0.97B67 

O.ii.^05 

0.9?2e9 

60 

1  t 

4WW7 

07HJ7 

m^\ 

97:363 

5i|40 

97^ 

50 

s 

49arfi 

flrsia 

6t3% 

07S^ 

53475 

97^89 

58 

3 

40S 15 

OTSOS 

61374 

07554 

53509 

07386 

57 

4 

401^^ 

97801 

614U 

ttTMO 

63544 

07360 

60 

& 

4919« 

07800 

5t4l7 

07545 

5367S 

972*6 

55. 

e 

493ai 

077WJ 

51481 

OJIMI 

58G18 

07271 

54 

7 

im& 

frres 

51630 

07QM 

53547 

97*366 

53 

B 

mm 

97788 

51567 

9753t 

^682 

972B3 

53 

9 

49S17 

07714 

51593 

975^ 

53716 

97257 

51 

]0 

0.4g«8S 

0.07779 

0.51620 

9.97523 

9.53751 

9.07253 

50 

It 

404^ 

0777:5 

5lOtiO 

97ftl0 

63785 

97348 

40 

n 

97771 

6l70d 

97515 

53819 

97243 

4» 

IS 

40300 

07707 

51738 

97510 

5.1854 

97338 

47 

14 

49030 

OTTea 

51774 

97500 

63888 

97^ 

46 

1A 

40577 

onao 

51811 

97301 

63022 

onfcig 

45 

16 

4D61S 

OTTM 

51847 

97497 

53057 

07224 

44 

17 

40aM 

07760 

51888 

07493 

530ai 

07iK0 

43 

IB 

4D003 

97740 

61010 

07489 

5iO^ 

97215 

43 

ta 

lOTKI 

miA 

51055 

97484 

f  059 

97210 

41 

so 

0.4QTflB 

9.07738 

0.5t90l 

9.07470 

0.61098 

9.9730Q 

40 

21 

40^^ 

977M 

mt^ 

07475 

54m 

yfmx 

30 

n 

4»Mt 

orr» 

(vawa 

07470 

64161 

07196 

3B 

38 

4081^ 

07725 

5SI099 

OT46fl 

54105 

97193 

87 

«4 

4ua-^ 

Wi%l 

62135 

97461 

64^ 

971B7 

38 

s& 

49958 

07717 

5^171 

97457 

54263 

97133 

36 

ao 

40OO6 

07718 

53207 

07453 

54297 

07178 

34 

27 

£0034 

9770« 

53«4tl 

97448 

54331 

07173 

33 

2B 

5007^ 

977M 

5aJ78 

07444 

54365 

07168 

33 

«9 

Gono 

07700 

52314 

97439 

64399 

07163 

31 

80 

0.SO14S 

9.07896 

9,58^50 

0.07436 

9.54433 

0.97159 

30 

ai 

&01^ 

97601 

5^SS5 

07430 

54466 

D71M 

29 

^ 

Hm^ 

07687 

634^1 

07426 

54500 

07149 

28 

BS 

bo^i 

OTBeS 

5a4r,a 

07421 

M534 

07145 

97 

34 

50^ 

97670 

5^92 

97417 

645e7 

07140 

20 

a& 

6(1830 

07tt74 

^^^ 

07412 

54001 

07135 

25 

a« 

£0374 

97670 

5-;J565 

07408 

6463n 

97130 

01 

37 

OOill 

07560 

^^m 

07403 

f>¥m 

07128 

23 

as 

MM  40 

97662 

52634 

1*7890 

5470a 

97121 

23 

30 

mm 

97fl57 

^*^m 

97301 

&1730 

07U6 

21 

40 

o.soL'iaa 

0.«7658 

9.K?705 

9.97360 

9.tM7e9 

9.97111 

20 

41 

B0501 

97640 

52T40 

07^85 

fi4«0Z 

07107     1 

10 

4^ 

B0a9^ 

07645 

5il775 

97381 

54836 

07I0S 

18 

43 

BOOl-i 

07640 

53811 

07378 

548^ 

07007 

17 

44 

MttTH 

OTeao 

53B46 

07372 

54«» 

07003 

16 

45 

fiOilO 

07fl3a 

teiSSl 

97367 

M938 

070S7 

15 

4S 

60717 

or«a« 

62915 

07363 

54S69 

07083 

14 

47 

Ci07T*4 

07fl33 

5S951 

0:B58 

18 

4a 

^y^\ 

or€i9 

52S86 

07353 

65030 

07073 

13 

40 

50858 

o:^L6 

63021 

97349 

550QO 

97068 

11 

50 

©.soeoa 

0.97610 

0.58O5ft 

O.tTMl 

955103 

0.97063 

10 

ai 

500!!3 

OTBOa 

SSOfisg 

97340 

651B6 

97050 

0 

fii? 

B007i} 

vtmi 

6Sia5 

97335 

55169 

97054 

S 

63 

61007 

07697 

63161 

07381 

66009 

97010 

7 

54 

51048 

9^598 

58t05 

07330 

65335 

97044 

5 

&G 

bt090 

97580 

53331 

973^ 

65^^ 

07039 

5 

ew 

fliiir 

97t^ 

53260 

97317 

66901 

07W 

4 

B7 

51154 

07580 

56301 

07310 

&5S34 

07089 

8 

08 

51m 

07576 

53338 

07308 

55867 

970M 

3 

50 

5iaer 

07571 

53370 

97303 

55*00 

97090 

I 

00 

5t»4 

97B67 

58406 

07209 

55133 

97015 

0  _ 

t 

C0S|Q« 

81[i« 

Coelne 

8ln« 

Oofllnfl 

BlDe 

# 

71^ 

70» 

69- 

462 

TABLE  II.— LOGARITHMIC  SINES  AND  COSINES. 


t 

«!• 

Si" 

e*-           1 

t 

Sine 

Cofllne 

Sine 

CofdtK^ 

Bitte 

Cwltie 

1     0 

9.5S138 

0,0:01a 

0,57358 

0,067ir 

0.50188 

0.06403 

80 

554Sa 

B7010 

573t(0 

00711 

69918 

00807 

60 

BMW 

07005 

574^ 

06706 

60347 

06398 

58 

5SS^ 

07001 

57451 

9mi 

60277 

0C3^7 

S7 

65*64 

00096 

5748tt 

oeeoo 

68307 

06381 

m 

0 

a&fi9T 

00001 

57514 

OflOBI 

50336 

00876 

56 

asoao 

MIM^ 

57M5 

oe«86 

rmm 

06!rro  , 

64 

mm 

00061 

57576 

wmi 

60:»6 

o«8a& 

53 

AfiflilS 

06070 

67607 

0G6rr6 

5»*t» 

oeaeo 

M 

55738 

WTA 

57638 

06070 

50456 

008M 

M 

8.5fi7fl1 

9.0B006 

0.57660 

0,06005 

0.50484 

O.OO^lO 

M 

55TfiS 

MOm 

snxw 

OOUflO 

506H 

06343 

40 

5S9M 

fivoar 

57731 

00665 

50543 

48 

&UGB 

0005^ 

ftnoi 

00650 

69573 

96333 

47 

eiaesj 

00047 

6770S 

^0645 

5O60te 

063^ 

46 

flfiWS 

00043 

67834 

BO&iO 

6«BJ 

45 

OGOM 

00887 

57855 

06634 

50361 

00316 

44 

55988 

OOOS^ 

57SK5 

WktitO 

5OG0O 

66311 

48 

5eosi 

OM^n 

6701^ 

056■^4 

OOTliO 

eeaoo 

4A 

MCfia 

0(3O-43 

57^7 

QOOIO 

50740 

00800 

41 

eo 

«.fi6085 

0.00017 

0.57^78 

O.OESflU 

0.5&778 

v.$eso4 

40 

il 

55118 

05D1S 

mm 

06008 

591^00 

30 

23 

C«]50 

ftaw 

68030 

06606 

60^ 

oeiN 

3B 

Sfi 

50181 

00008 

58070 

OOflOS 

OOfitTS 

37 

^ 

6(ma 

008S8 

68101 

Odfioi 

60805 

08073 

38 

3S 

56-^47 

00809 

58161 

065QS 

30904 

0O»7 

35 

90 

6ffl7» 

0^88 

fiSlOE 

00581 

69054 

90:»i 

M 

W 

50311 

00888 

5810-^ 

06577 

500r« 

06^  ; 

33 

ss 

56344 

95S7S 

^^m 

mhit 

oootn 

00951 

33 

S8 

66375 

00873 

58aft3 

06567 

O0O41 

00845 

31 

w 

o.Boiaa 

O.oeaoB 

0.68381 

O.OG56^ 

0.00070 

O.OOSIO 

80 

ai 

55440 

06861 

5K&14 

06660 

GOOCO 

OflSaH 

90 

w 

A6473 

oeaiss 

waji-i 

90551 

60I'J8 

OftSiO 

38 

s^ 

60504 

OfiSM 

68875 

06546 

60157 

90i^ 

07 

34 

MGS6 

0084S 

56106 

96M1 

60186 

mi\% 

38 

^ 

jutuui 

00843 

58130 

ftt-vas 

60315 

oeott 

36 

M 

5650S 

06S» 

68467 

06&30 

60^44 

ooaor 

64 

«T 

5«ll3t 

«tfl»!l 

58(07 

06505 

OOifTS 

08901 

13 

38 

54003 

O0Pt8 

685^ 

Do.'vao 

6(«H 

96100 

tf 

39 

eeosfi 

06833 

6865T 

00514 

60331 

96100 

n 

40 

ft.seTST 

o.Bfljns 

0.5eW8 

O.BO-IOO 

0.00360 

O.OOlftO 

00 

41 

50:50 

00813 

&8618 

06MJJ 

tfi^m 

06170 

10 

43 

RPflO 

oe»o8 

68S48 

06108 

60417 

00174 

]S 

43 

55822 

oewdt 

6807« 

06408 

O0M3 

90168 

17 

44 

BOfiN 

00708 

68700 

064^ 

60474 

00100 

16 

4A 

5v89v 

58790 

06483 

60503 

06157 

15 

40 

aeiiiT 

06r«a 

llffTOO 

0M77 

6C6Sa 

06151 

14 

47 

50010 

ooTwa 

58700 

06470 

OQMl 

96146 

If 

48 

DfiMO 

08778 

masA 

06407 

600^ 

06140 

13 

40 

57012 

05773 

088:10 

06461 

600IS 

00136 

11 

60 

0.57OH 

0.00757 

%,mm 

0,06456 

0.60646 

0.06m 

10 

51 

57075 

067tH! 

58010 

06461 

OOfiTS 

06103 

0 

m 

B71Cr7 

0fl7Ci7 

68040 

06445 

BOTKH 

96113 

6 

e^ 

67  rag 

06753 

58070 

06440 

flwsa 

96110 

T 

M 

57160 

0«7J7 

69n00 

00t«5 

oo;oi 

061  fFT 

0 

55 

57«1 

007^1 

wm 

00  (SO 

607>0 

06101 

6 

56 

BT'ia*i 

tBTS? 

5D0e« 

oom 

608tS 

03006 

4 

57 

5rift4 

mn 

59008 

06119 

00646 

8 

5S 

S*^^ 

oerer 

5013» 

064  m 

OOBTB 

00»4 

t 

A« 

&:b» 

067^ 

60I.SS 

0640fl 

00008 

90070 

1 

ao 

57ffi8 

06717 

^m 

96«03 

OOOSI 

080:8 

0 

t 

C£wln« 

aioe 

CDBinfl 

8Lne 

CaslDft 

SItw 

f 

«»• 

«J* 

86- 

4G3 


TALBE  IL— LOGARITHMIC  SINES  AND  COSINES. 


* 

S4* 

^o» 

f«o 

#     ■ 
60 

Sine 

Cofllne 

&rie 

Ooflln« 

StDfl 

CoRliie 

0 

g.60S3i 

9. 06073 

9.0^^ 

9.06738 

9.641SI 

8,R&S03 

1 

600(t0 

0fi067 

(j^'fiiJiJ 

95722 

OtflO 

95300 

!    50 

2 

60osa 

osooa 

0^040 

0&713 

04^ 

0585J 

68 

3 

aioio 

oea-i6 

63070 

957JO 

^';m 

96348 

57 

4 

0IOJ5 

0(K]50 

COTQ8 

9.^704 

04288 

96341 

03    ' 

5 

eH0T3 

fleoi.'j 

02^730 

0^98 

04313 

05333 

55 

5 

eiioi 

960:^9 

eSTBT 

9500*1^ 

01330 

54 

7 

E>]1:2S 

96034 

^^m 

95663 

34305 

938:^ 

63 

B    1 

fllt5§ 

900:33 

OJ^ll 

950SO 

04391 

9531? 

32 

9 

eufla 

»0;U 

63838 

95074 

04417 

95310 

31 

TO 

fl,«l«t4 

0.96017 

0.03805 

9.95668 

9.04442 

9.95304 

50 

11 

aiai3 

90011 

csaia 

96603 

^m 

95208 

49 

ts 

eisro 

900i>5 

eaoie 

95057 

64104 

052091 

48 

IS 

eiijse 

90000 

6^915 

95C6t 

315  m 

05280 

47 

14 

«im 

959Cr4 

0J9r2 

95345 

3J5^15 

95279 

43 

15 

01354 

95^ 

^mo 

Ouoao 

34571 

96273 

45 

]fl 

aisfti 

9M«i 

mm 

95633 

01593 

05267 

44 

IT 

flnii 

1K^977 

6305^ 

93327 

34022 

O5S01 

43 

19 

GLlSd 

95071 

63070 

95021 

64C47 

95254 

43 

10    1 

61100 

03905 

63L03 

96015 

31073 

mm 

41 

^ 

«.0im 

9.03960 

9.031  ?ia 

095609 

9.64(^98 

9.95243 

40 

91 

fi15^J 

059fi4 

(Si:iO 

06003 

01724 

05230 

SO 

Sj 

31550 

95918 

m\m 

95507 

04749 

05220 

68 

33 

BiriT^ 

0^942 

^m 

95501 

04775 

0522S 

37 

SI 

ei^Mj 

9^0;t7 

oa-3ao 

05585 

CM800 

0^17 

m 

«5 

§1691 

93931 

esiifio 

95570 

34823 

06311 

m 

3A 

6136^ 

9a9^a 

63J94 

0<"i573 

64851 

03904 

34 

27 

31689 

9.'i030 

03319 

05537 

04t^ 

96108 

33 

S8 

31717 

0»»I4 

03315 

05301 

61002 

^192 

83 

39 

01:43 

96906 

633TO 

06663 

040-17 

^185 

31 

aa 

9.0irra 

S.&^OOS 

9.33.308 

9.00319 

9.61953 

9.9.5179 

30 

%\ 

fltSOO 

9S897 

6^1425 

05543 

04078 

S6I73 

29 

33    , 

0i8ia 

95801 

63451 

96537 

0500.3 

93107 

38 

5-^ 

oiasi 

wm 

a347S 

0&531 

65029 

9SI30 

27 

U 

31S83 

wm 

03501 

06525 

05054 

05134 

Sfl 

SB 

A10L1 

,9j873 

83531 

05.510 

05079 

95148 

^ 

M 

31930 

9.^808 

OSTiBT 

95513 

00104 

05141 

B4 

a? 

01906 

OfVrtflS 

OTiMa 

055O7 

05130 

05135 

23 

8S 

%\m\ 

OSSTiO 

0.3010 

O^-VXi 

35155 

05129 

as 

S9 

fiaOJl 

95850 

O3oac 

05401 

05180 

9512a 

21 

40 

B.3'J049 

9.93^1 

9.63062 

0.fl:v*8S 

9.35200 

9.95;i0 

£0 

41 

33070 

908:^ 

03080 

054^ 

35230 

03110 

19 

43 

32104 

90833 

0.3716 

95iT0 

05265 

95103 

18 

4S 

3aiai 

958  !7 

03741 

95-f70 

0538t 

03007 

17 

44 

3i]fiff 

oeesi 

03737 

06*34 

05306 

95090 

16 

43 

32180 

ocietG 

63704 

KllSfi 

65^1 

99081 

13 

4tt 

fl^U 

9G3L0 

flSEKO 

35452 

63^ 

D9078 

14 

4T 

39^11 

05S0I 

33810 

05440 

35»1 

W07I 

13 

41 

32JMI8 

95708 

eflS73 

95440 

05403 

950eil 

12 

49 

es'.'se 

0L>T9a 

oasofl 

05434 

0M31 

m^ 

U 

&0 

9.32^ 

0.937fl6 

9.63034 

9.95427 

©,3M5fl 

0.0500$ 

10 

Gl 

(ffi3.'i0 

0?iT80 

039r*0 

05121 

55481 

95043 

0 

1    ^ 

33877 

IHT^a 

6307G 

05415 

0.5500 

05030 

S 

53 

62103 

9g:oo 

3W02 

95400 

655!11 

05033 

T 

Dl 

3^439 

03733 

34(^8 

95403 

05097 

3 

sa 

094^ 

0CJ7O7 

m054 

95307 

65580 

93(100 

3 

GA 

ftMSe 

03751 

3W@0 

95301 

65305 

06014 

4 

67 

32513 

0&T4't 

34  too 

B53W 

05630 

95007 

% 

Kg 

62641 

osrjo 

W132 

95378 

65655 

00001 

3 

£9 

wsoa 

osrJ3 

34t5S 

05379 

65080 

9J095 

1 

60 

earrfts 

95733 

34ISI 

O5S60 

65705 

94g(>8 

0 

» 

Conine 

SiDe- 

CtiBiDfl 

Silt© 

Cosrne 

Sln*^ 

t 

66- 

«4- 

33* 

464 


TABLE  n.— LOGARITHMIC  SINES  AND  COSINES. 


» 

87- 

«»• 

«»• 

i 

Sine 

Cosine 

Sine 

Cosine 

Sine 

C^Mine 

9.66705 

9.94988 

9.67161 

9.94506 

9.68557 

9.94188 

60 

65729 

94982 

67185 

946r 

68660 

94176 

00 

66754 

94975 

672U6 

94580 

68606 

94168 

66 

65779 

94969 

67282 

94578 

68685 

M161 

67 

66804 

94968 

67256 

94567 

68648 

94164 

66 

66828 

94956 

07280 

94560 

68671 

M147 

66 

66858 

94949 

67808 

94568 

68694 

M140 

64 

65878 

94948 

67827 

94646 

68716 

94188 

68 

65902 

94986 

67850 

94540 

68789 

94186 

6« 

65927 

94880 

67874 

94688 

68768 

Ml  19 

51 

10 

9.66952 

9.94928 

9.67896 

9.94586 

9.68784 

9.94118 

60 

11 

66976 

94917 

67421 

04519 

68807 

94105 

40 

15! 

66001 

94911 

07445 

04518 

68889 

94006 

48 

28 

66025 

94904 

67468 

94606 

68852 

94090 

47 

14 

66060 

94898 

67498 

94499 

68875 

94068 

46 

15 

66075 

94891 

67515 

94498 

68897 

94ore 

45 

16 

MOOQ 

94886 

67589 

94486 

68980 

•4060 

44 

17 

66124 

94878 

67562 

94479 

68948 

94068 

48 

18 

66148 

94871 

67586 

94472 

68866 

94066 

48 

19 

66178 

94865 

67609 

94465 

68967 

94048 

41- 

80 

9.66197 

9.94858 

9.67688 

9.94458 

9.69010 

9.94041 

40 

21 

66.221 

94858 

67656 

94451 

69088 

94064 

80 

83 

66246 

94845 

67680 

94445 

69055 

94097 

88 

83 

66270 

94889 

67708 

94488 

69077 

94080 

87 

84 

66295 

94882 

67726 

94481 

69100 

94018 

86 

25 

66319 

94886 

67760 

94424 

69183 

04005 

85 

28 

66348 

94819 

67778 

94417 

69144 

08996 

84 

87 

66868 

94818 

67796 

94410 

69167 

98991 

88 

88 

66892 

94806 

67820 

94404 

69189 

82 

89 

66416 

94799 

67848 

94397 

60818 

98977 

81 

30 

9.66441 

9.94798 

9.67866 

9.94890 

9.69S84 

9.98970 

80 

81 

66466 

94786 

67890 

94383 

69266 

86968 

89 

88 

66489 

94780 

67918 

94376 

69879 

98955 

88 

83 

66518 

94778 

67966 

94360 

69801 

08948 

27 

84 

66587 

94767 

67959 

94862 

69888 

96941 

86 

86 

66508 

94760 

67982 

94855 

69846 

98984 

85 

86 

665.''6 

94768 

68006 

94349 

69868 

98987 

84 

87 

66610 

94747 

68029 

94842 

69890 

98880 

88 

88 

66684 

94740 

68052 

94335 

69419 

98918 

88 

89 

66068 

94734 

68075 

94828 

69434 

98906 

81 

40 

9.66688 

9.94727 

9.68096 

9.94821 

9.69456 

9.98898 

90 

41 

66706 

94720 

68121 

94814 

69479 

98891 

19 

42 

66731 

94714 

68144 

94807 

69601 

98884 

18 

48 

66755 

94707 

68167 

94800 

69588 

98876 

17 

44 

66779 

94700 

68190 

94298 

69545 

93869 

16 

45 

66803 

94094 

68218 

94286 

69567 

9S869 

15 

46 

66827 

94687 

68287 

94279 

69589 

98856 

14 

47 

66851 

94680 

68260 

94278 

69611 

93847 

18 

48 

66875 

94674 

68283 

94266 

69638 

93840 

18 

49 

66899 

94667 

68805 

94^59 

98888 

11 

SO 

9.6692^2 

9.94660 

9.68888 

9.04*252 

9.69677 

9.98826 

10 

51 

66946 

94654 

68351 

94245 

69699 

93819 

9 

52 

66970 

94647 

68874 

94238 

69721 

98811 

8 

53 

60094 

94640 

68397 

94281 

69748 

93804 

7 

54 

67018 

94634 

6B420 

94224 

69765 

98T97 

6 

55 

67042 

94627 

68448 

94217 

69787 

93780 

5 

56 

67066 

94620 

68466 

91210 

69809 

98788 

4 

57 

67090 

94614 

94203 

69831 

98776 

8 

58 

67113 

94607 

68518 

94196 

69853 

93768 

t 

59 

67187 

94000 

68M4 

941K9 

69875 

98760 

1 

00 

67161 

94.'J98 

68557 

941He 

69897 

98768 

0 

/ 

_Co«lne^ 

Sine 

Cosine 

Sine 

Cosine 

Sine 

§ 

82» 

6f 

60* 

465 


TABLE  n.— LOGARITHMIC  SINES  AND  COSINES. 


f 

to» 

•!• 

»*^ 

* 

ain« 

Co«Ule 

sine 

Co«tD« 

Blue 

CcmltJe 

fi.osaor 

9.98f753 

0.71184 

9.93S0T 

9.71i4«J 

9.9884^ 

00 

fl90I« 

937«a 

71W6 

Se^299 

7^1 

92881 

59 

ttSMl 

^mm 

7l3a« 

fwaoi 

74451 

»:»» 

58 

ewos 

»S73t 

7m7 

9ta*4 

mm 

9:«1S 

07 

flOOM 

9!J?24 

7I3QS 

93JT3 

TJism 

9^10 

H 

TOOM 

Ofl7lT 

71289 

93^K0 

7mm 

92603 

55 

Twas 

99700 

71310 

oasei 

7S5I9 

89790 

54 

Tooao 

0:J70* 

71331 

93:253 

Taoe* 

99787 

53 

TtJOTt 

{mob 

71353 

93*4a 

7258» 

»m9 

m 

TWSa 

m^ 

71573 

9sm 

r^fm 

99771 

51 

0:0115 

9.9%SO 

9.71393 

9.06^ 

9.73823 

9.95^753 

50 

701^7 

98073 

71414 

9.^^« 

?i54S 

flSTOS 

40 

-Ol?\fl 

9:1005 

71435 

93^15 

72503 

95747 

48 

TOtSO 

936.^ 

71450 

93^7 

T1I083 

mm 

47 

TUSi>4 

9<%50 

71477 

98:300 

72703 

W7S1 

48 

ra-j^4 

9^*343 

71498 

9:119:1 

7*JB3 

Sana 

45 

7in!« 

08O3O 

7E519 

93l»4 

72748 

»i7l3 

44 

TO-^W 

9-10^8 

71539 

93177 

7*753 

9Z^ 

44 

;o-^ 

imn 

71560 

931119 

79783 

9!9Q99 

42 

Toaio 

93014 

71581 

tmmi 

73303 

92^1 

41 

ftWlS-j 

9.93606 

9.7tfl0a 

9.93154 

9.7EH2S 

9.99083 

49 

Trma 

99.199 

71  ft^ 

93140 

7i8(a 

99075 

39 

711375 

93591 

71543 

9^!H8 

79803 

99537     ' 

88 

70^m 

9^584 

TlOft* 

D8131 

TVSS8 

»M59 

37 

70^1* 

93577 

71685 

gsi«t 

7B9M 

^mi 

38 

h 

'mm 

93.VJfl 

717«i 

ft?115 

72m 

99543 

M 

« 

7HHI51 

9:l.'>(£9 

717^ 

93108 

mm 

84 

ar 

Tojas 

9aV54 

71717 

93100 

m^ 

tK!ta7 

S3 

v-S 

7(mi 

91^17 

71737 

9309^3 

7^9ft3 

9-ifll9 

39 

'2» 

losas 

9352^ 

7t7Se 

93094 

73U03 

93BU 

31 

ao 

9.7fl64T 

9.93534 

9.71800 

9.031777 

9.7303* 

9.09(SO3 

80 

SI 

70508 

985^ 

718^9 

93089 

73041 

1^^595 

129 

Si 

713090 

9351? 

71850 

BSOAl 

7^031 

99687 

iS| 

3S 

Toen 

ftt-JtO 

71870 

9ma 

73081 

99579 

97 

31 

70*^« 

93501 

71891 

93045 

TSlOt 

93571 

3G 

S& 

70054 

U3t05 

71911 

93038 

731S1 

99668 

25 

SA 

7l}a75 

9Stfl7 

71939 

03030 

73140 

9£S555 

24 

a7 

T0e07 

981^ 

7195J 

mm 

73li» 

9^10 

S3 

as 

7071  a 

m\'i 

71D73 

93014 

73180 

29 

9» 

70739 

934ttS 

71994 

98007 

79900 

mao 

21 

40 

9.70761 

9.93457 

9.7«J14 

9.95J909 

973219 

9-98599 

90 

41 

707*2 

9^i4r.O 

7aW4 

9^^091 

7^39 

0^514 

19 

43 

TiMoa 

U8H« 

?i055 

9S983 

TKQA 

IB 

431 

70e«4 

W4« 

7*075 

9a'>T5 

79m 

914418 

17 

u 

7oai6 

934*7 

Tdoeo 

OSflCi 

7«sm 

9£490 

15 

4b 

7()«7 

9Hm 

TiLie 

Tmo 

7SS18 

9ium 

15 

4a 

70H^« 

93418 

7^137 

m&t 

73337 

93473 

14 

4r 

709-19 

93405 

Tiilfi? 

99944 

73357 

99466 

13 

4B 

709*1 

mm 

71a  177 

91^933 

T337T 

9^57 

19 

49 

T09:,3 

93390 

71198 

9J939 

7iaD« 

9*449 

11 

SO 

9-7097* 

9.R33S^ 

9.T«818 

9,ftJ9ai 

9.73415 

9.99441 

10 

fil 

7i^^ 

9^375 

7*!38 

09913 

73493 

9S43S 

0 

bi 

71 01  a 

Si;js7 

7e*S9 

1^905 

73455 

9se496 

3 

m 

now 

9?3ao 

7^i-.*79 

9mT 

75474 

924tB 

7 

54 

7ja-i3 

93^5^ 

731199 

9i»89 

7$494 

9Sim 

5 

50 

71079 

93314 

7^W 

0^1 

73513 

9^10 

5 

M 

7H0O 

933S7 

Tim 

B!«74 

73585 

4 

67 

7irii 

9T;*'i9 

rmo 

9m^ 

73BM 

98384 

a 

08    ' 

7114* 

93.'Hi 

7?i81 

9«58 

TSWt 

W3:fi 

9 

59 

7n(Pi 

91314 

7*401 

ftSWO 

7S501 

92357 

t 

00 

71181 

9^*107 

7*4^1 

9934? 

73511 

»Jim 

0 

* 

C<i»lllrt 

mm 

UoftlPP 

8fne 

Oo«iJtti> 

Sine 

f 

ftl»» 

58* 

67- 

4M> 


TABLE  n.— LOGARITHMIC  SINES  AND  COSINES. 


t 

tt* 

14* 

•«*           1 

* 

Biiw 

Cotiiie 

Sfna 

OOBlDe 

sine 

eo«fiM> 

fl.:»n 

9.99X0 

9.74TM 

9.918S7 

9.75tt0 

0.91^ 

GO 

Ta090 

9es&i 

74776 

91849 

Tserr 

018^ 

50 

73C50 

OfMS 

74794 

91840 

75890 

01319 

l^ 

T3660 

08339 

74ata 

91B3« 

75013 

Ota  10 

57 

73*383 

02396 

74831 

918^ 

75881 

01301     , 

M    , 

7S:09 

9^IB 

74CSO 

91P15 

T5«49 

oites 

0& 

:iTr,»7 

©3310 

74*68 

91^ 

15907 

oi«i 

M 

?s:47 

^sm 

74»r7 

oiToa 

mm 

01874 

OS 

rSTGfl 

0S2S3 

7400a 

91789 

700(» 

91^266 

08 

73765 

S-JSSS 

74a:»4 

91791 

70021 

01807 

51 

9T3S06 

9.95riT7 

9.74943 

9.917711 

9.70009 

0.91818 

50 

T%a4 

vma 

74001 

91783 

70007 

B1830 

49 

?W4« 

smo 

74960 

91755 

7007S 

oi«ao 

48 

73888 

V3S5S 

74000 

91740 

700M 

01811 

47 

Tsaat 

9^4 

73017 

oiTsa 

TOtn 

OlSlO 

40 

Tawi 

9233& 

7?iOa6 

91 7« 

7»1«9 

01901 

40 

7«»1 

9^7 

7W54 

ai7!B(> 

70110 

01104 

44 

73940 

92^19 

TTscfra 

9171* 

71I1§4 

OllflS 

40 

711050 

imn 

75091 

stToa 

7018> 

01178 

41 

73»:8 

9£^ 

7fillO 

Olm 

7OS0O 

S1107 

41 

so 

fl.rwK 

0.9iJ]94 

9.7^138 

S.Oirifl 

9,76^8 

0.01158 

40 

£t 

711)17 

^\m 

7SI47 

9J577 

70^ 

01140 

30 

n 

T4oaa 

98177 

75lfl6 

B1HB 

7ft!S8 

OIHt 

m 

m 

74tioa 

flSl«0 

7B184 

91360 

7«71 

01181 

m 

u 

TI074 

VlOl 

7^508 

91051 

70889 

01181 

m 

s» 

74oea 

aai&» 

Tsast 

91043 

70307 

91114 

aft 

m 

T4iia 

9^144 

7a^ 

BIO^ 

7B3ft4 

01100 

01 

17 

T4ia« 

0!!]M 

TB-JSS 

oieas 

Toaa 

01006 

aa 

m 

T4tM 

821^7 

7S«TW 

01017 

76330 

01f«7 

8i 

JO 

T4ira 

nm 

7&flM 

91008 

70878 

01070 

31 

ao 

9.741S9 

9.9«]n 

fl.TMia 

0.01 5«9 

9.76390 

S. 01080 

30 

SI 

74iP8 

99]  03 

75831 

91591 

70413 

oioao 

£9 

ai 

742^7 

»09t 

75350 

9158e 

70401 

91001 

S 

sa 

749M 

9«Ma 

75368 

01573 

70448 

01O48 

97 

u 

'f48e& 

93C77 

7538fi 

91500 

76400 

01063 

80 

» 

74»4 

f&oea 

75405 

915M 

70481 

OlOtt 

95 

M 

14305 

7«m 

91&4t 

76501 

91014 

M 

S/ 

74ast 

asoQs 

75441 

91538 

78011 

otooo 

a 

as 

14W1 

9U044 

75459 

91580 

70537 

98 

as 

74MO 

a«oai 

7547B 

^\m 

765U 

90087 

81 

40 

9.74379 

9.930?? 

0.7M96 

9.91519 

S. 7657V 

9.90978 

90 

4t 

7489S 

flttOlB 

7M14 

01501 

70890 

90009 

10 

4« 

744t7 

9^10 

75533 

07^ 

76007 

18 

4S 

74IM 

752S51 

91486 

7000 

aooai 

17 

44 

744Sfi 

DlPtia 

TfiM 

91477 

76049 

90048 

10 

45 

74474 

919S5 

75867 

01400 

70000 

10 

tf 

7449a 

§1970 

Tiseoe 

or4»5o 

76077 

90084 

14 

47 

74A13 

KI9aS 

7M^ 

01451 

70800 

90015 

4a 

74581 

»19Ctt 

TSWt 

9)44t 

70719 

19 

7454» 

91951 

T^MO 

014S3 

70730 

00888 

RQ 

9,7lflafl 

9.91913 

9.7M7B 

9.91435 

0,70747 

0.00887 

51 

74587 

«11tt4 

75098 

01410 

76700 

00870 

s« 

T4aM 

9t«9 

75714 

91407 

7in» 

00860 

sa 

740K 

91917 

76733 

Sins 

70800 

&4 

T4«a 

9t90S 

757^! 

oisw 

TaaiT 

00801 

fiG 

74099 

91900 

TTW 

91881 

76830 

M 

74flSl 

91 »« 

75:W7 

91 JT^ 

TORtt 

00880 

BT 

747O0 

910^ 

75806 

01303 

70870 

00688 

M 

T4719 

9Tf^4 

Tseaa 

0)354 

7688T 

O0814 

» 

747B7 

diaw 

75841 

91345 

70901 

O0800 

ao 

747M 

9iafi7 

75850 

9J3?I0 

70083 

90700 

r 

OmImi 

Shie 

Ooflkie 

eiii« 

OMlne 

8IA6 

t 

W 

w- 

•#* 

407 


TABLE  n,— LOGARITHMIC  SmES  AND  COSINES. 


i 

It"* 

37* 

8«* 

/ 

stiie 

CnCUQ 

8lD« 

Ckwiua 

Bine 

Coi«ne 

a 

v-T^m 

«,9070e 

9,7m6 

9.903W 

9,78934 

9^^0053 

GO 

\ 

70  wd 

807^ 

77903 

OO^ifO 

78950 

89043 

59 

s 

T6057 

B0777 

77080 

«0«10 

78937 

899^ 

58 

3 

76974 

80738 

77Wr 

ooeam 

78083 

890'J4 

57 

4 

7«t901 

90C59 

m>13 

90  LOT 

78399 

89614 

50 

fi 

77O0O 

•0730 

7S090 

90187 

79015 

89601 

55    , 

e 

:7th« 

90741 

78047 

90173 

7wai 

89594 

54 

7 

77043 

M73I 

■      7H0B3 

00138 

79047 

89584 

53 

8 

:7t»oi 

90;'» 

78080 

90],%« 

70O33 

89574 

53 

0 

7T078 

90713 

78097 

90N9 

790^ 

80504 

31 

10 

»,770e5 

t.Mr04 

0.73113 

9.90139 

9.70095 

9.^554 

50 

11 

TTllli 

QOSOt 

7»130 

90130 

7^111 

M95W 

49 

14 

r:m 

90385 

78U7 

90130 

701^ 

tlU^'W 

43  : 

13 

77M7 

90078 

78133 

90111 

70144 

8WS^I 

47 

H 

TTJfll 

90367 

79130 

90101 

70160 

Pa^in 

46 

15 

77I8J 

90057 

78197 

90001 

79J7B 

sasoi 

45    , 

l« 

7ri« 

90313 

78913 

9008^ 

79l9y 

m9^ 

44 

17 

773*13 

BOOMS 

fflaso 

900751 

79-i08 

fiwa-i 

43 

IS 

T75P53 

00310 

78813 

90003 

7^^24 

89475 

43 

1* 

TTsaa 

SKX^ 

78303 

90033 

79340 

mn&b 

41 

flO 

9.778d8 

9.90311 

9,7^380 

9.900J3 

9.79353 

9.8945A 

40 

£1 

TTi8«5 

90004 

TSaSfl 

QO0&4 

7927S 

39J43 

30 

2^ 

TTia^J 

90BiH 

78313 

^nm 

70:^ 

89435 

33 

13 

773lfl 

9(xm 

TSS-^ 

90014 

70304 

89135 

37 

34 

77330 

00574 

71310 

90005 

79319 

89415 

36 

39 

;T353 

90300 

78^ 

89003 

70385 

8M03 

35 

9ft 

77370 

90555 

TsaTfl 

80085 

79351 

86303 

34 

27 

77^7 

90513 

T83S& 

89ti73 

70337 

89385 

33 

S8 

TTUKI 

005«7 

78113 

^9906 

70^ 

89375 

33 

Sft 

77434 

iMO^ 

78*;« 

89950 

7D3S9 

89364 

31 

M 

B.  77439 

0.9Q318 

3.78445 

9-89947 

9.79415 

0.30354 

30 

31 

774M 

90500 

7>t43L 

ttOB37 

70131 

89S44 

39 

34 

77473 

90199 

78178 

89927 

7t»t47 

^S34 

38 

33 

77tJ» 

90130 

78194 

30018 

79163 

OOftH 

37 

31 

77507 

904SO 

78:ilO 

89906 

70178 

8«314 

30 

3& 

775:14 

90471 

TB&r 

89308 

7^94 

89301 

35    ' 

3e 

77541 

90103 

78frl3 

89888 

79610 

30391 

1    ^4 

37 

77553 

9W5i 

7BS00 

80871> 

79530 

89284 

33 

33 

77575 

9044S 

78573 

898W 

71tt« 

89374 

33 

3tf 

TTaaa 

9om 

7B502 

m.^ 

79558 

msM 

31 

40 

B,rT«0» 

9.901^ 

«,  78009 

9.30849 

O.-JWSTS 

0.89354 

30 

4t 

776i» 

90415 

783sa 

80840 

7%80 

89IM4 

19 

4^ 

77643 

90|0e 

7304* 

30330 

79fMI6 

89333 

18 

43 

77600 

90393 

7«»65a 

W^^ 

79031 

80m 

17 

41 

77877 

90883 

78074 

imt^ 

70633 

89313 

13 

45 

77094 

90377 

TB091 

6fi801 

79653 

80303 

15 

4« 

77711 

900Q3 

7870? 

30791 

70608 

89198 

14 

47 

177^ 

MWfl 

TBWS 

BP781 

79684 

80183 

13 

48 

7774  4 

90949 

787*9 

89571 

79099 

89173 

13 

49 

77701 

90389 

78753 

eOTOl 

79715 

89133 

11 

50 

9,77778 

9.00330 

9.7877« 

9.H075» 

9.7OT31 

9.8015a 

10 

51 

77705 

90830 

7«:8S 

89743 

79744 

89143 

9 

Si 

77813 

90811 

79805 

8973^ 

70703 

80133 

8 

53 

77B^ 

VWI 

TBSei 

89730 

70778 

89}30 

7 

54 

77916 

f^m 

78a!J7 

30713 

89113 

ft 

55 

77003 

9am 

78853 

mm 

70809 

80101 

3 

56 

77HIli 

90^»T1 

78S3B 

89003 

70^ 

89091 

4 

57 

77^96 

90303 

788W 

mm 

TO&iO 

89081 

a 

58 

771*13 

90:^ 

78WM 

8S*i71 

70B53 

89071 

0 

59 

rraw 

00244 

7He!8 

39663 

79873 

80030 

1 

(to 

noio 

9ftt35 

78934 

890SI 

7B8R7 

80030 

0 

* 

OMirm 

RIafl 

l3o«in« 

Bine 

Cortne 

Stmi 

t 

fiS" 

ft«* 

5,» 

468 


TABLE  IT— LOCAHrTHMIC  SINES  AND  COSINES. 


9 

S»* 

40* 

41* 

f 

Blue 

Go«lo© 

Sine 

GtJSiDB 

Sine 

Coelne 

a 

fl.T0«87 

9.89050 

9,80807 

9,684iS 

9,81004 

9,g77B 

eo 

1 

Tseos 

mm 

s(m^ 

88415 

817(» 

87707 

00 

% 

799t9 

80090 

80637 

88404 

81733 

877M 

06 

8 

TOftM 

www 

80^59 

88804 

81718 

87746 

S7 

4 

^«M 

K9noo 

80807 

^tS8S 

siTbi 

B77S4 

OS 

& 

T60« 

mm 

we»2 

8837^ 

81707 

87788 

00 

t 

?9M1 

mm 

mm 

88103 

81781 

STTli 

04 

7 

T99M 

mT9 

110913 

88351 

81790 

87701 

OS 

B 

mm 

OOwB 

ao9!rr 

C@340 

81810 

87090 

06 

9 

etmr 

88056 

809^ 

88030 

Bim 

87079 

01 

10 

0.SOOIS 

9.88048 

9.80857 

9.88119 

0,81SM 

9.87008 

60 

11 

StlOfig 

8ses7 

809T3 

83308 

aifiot 

87007 

49 

IS 

80074 

88087 

80087 

tlH^39o 

81808 

Bn4a 

«6 

IS 

mm 

88017 

81003 

88^ 

8188C 

mm 

47 

H 

80105 

BSOOO 

1*1017 

88S70 

81807 

B7GH 

^ 

15 

mm 

88«O0 

8ioa^ 

8t%96« 

81911 

BTQi 

45 

16 

80135 

flooHO 

81047 

88300 

81990 

ersoi 

44 

17 

80101 

88875 

81001 

88^^44 

81940 

87E00 

40 

\% 

80106 

St«»05 

aiojo 

Sffisai 

81005 

87079 

49 

19 

eoiss 

888!^ 

81091 

m&s 

61909 

87508 

41 

SO 

9.80197 

9.88844 

9.B1100 

9.0^13 

9.81983 

0.87567 

40 

«1 

80!iia 

86634 

811^1 

98301 

81998 

87540 

» 

» 

eoeas 

8He^ 

S1 180 

88191 

ffiSOlS 

87W 

m 

ss 

8o«a 

smin 

811S1 

88180 

mm 

8T&M 

87 

u 

Boaw 

89801 

eilflO 

881 59 

0KH1 

87510 

so 

S5 

80274 

8sn0 

81180 

88158 

aiou 

87001 

80 

S« 

eo»o 

BS7B» 

81195 

88148 

87410 

S4 

s? 

80905 

88773 

81310 

Bsm 

Bern 

874T9 

OS 

^ 

803% 

88761 

81325 

88130 

ems 

87438 

63 

29 

80390 

88731 

81340 

881J5 

iaiifl 

87457 

SI 

90 

9.««a5t 

9.86741 

9,81354 

9.88106 

9.8>]flfi 

9.87440 

m 

31 

Noaoe 

88730 

81SO0 

M»94 

8S141 

874S4 

69 

33 

Boem 

81^ 

88U83 

§9150 

B7438 

98 

S3 

80097 

88709 

sien 

mm 

seioB 

87419 

97 

31 

80413 

88090 

81314 

88001 

8St84 

87401 

96 

s« 

8Pt3S 

88088 

81338 

88051 

eviw 

878B0 

n 

SO 

eM43 

880r8 

81343 

mm 

82319 

87ST8 

64 

S7 

804a§ 

88008 

81358 

mm 

8£3ao 

87807 

88 

Sfl 

WITS 

88857 

81379 

88018 

83340 

87000 

23 

99 

80480 

88047 

S1B8T 

88007 

8m& 

87945 

91 

40 

9.mm 

9.88080 

9.81403 

9.97990 

0.8»G9 

9.87S84 

to 

41 

80519 

886^ 

81417 

87980 

82388 

07039 

10 

4tl 

80684 

88015 

«t4Sl 

87B7B 

earn 

87311 

18 

43 

80SAO 

88005 

8N40 

87904 

essii 

87S00 

17 

44 

80005 

88594 

BHOl 

87053 

838S0 

87988 

10 

45 

80580 

88084 

814^ 

87043 

B3S40 

873*7 

15 

40 

80S05 

8>«73 

81460 

srwii 

62954 

STSOO 

14 

47 

eoQio 

aaoes 

81605 

8TFJ0 

B3806 

87900 

16 

4S 

800^ 

BKm 

81519 

87909 

sessa 

87HS 

49 

80041 

8851^ 

81584 

87898 

8^390 

87903 

bO 

9.80G5O 

9.88031 

9.81549 

9*87887 

9.83410 

9.87991 

i    bl 

fxxm 

SSB^l 

81603 

87(577 

83494 

879G0 

Bff 

80080 

B8S10 

815:8 

S780fl 

»34S9 

87196 

S3 

80701 

88499 

81599 

87855 

834fS 

87187 

51 

eo?io 

8&189 

81007 

87S44 

B3407 

sm 

55 

8QT31 

88478 

81fl'J1l 

87tW3 

82481 

8no4 

5« 

80740 

88408 

Bioao 

87823 

83495 

87100 

57 

eonm 

88457 

81051 

87V11 

83Q09 

87141 

S8 

80777 

88447 

81060 

87800 

&»S3 

87180    , 

59 

tKnui! 

fr^fSO 

81080 

87^80 

83637 

87119 

eo 

80807 

8842S 

81094 

87778 

83551 

87107 

r 

Codlitr 

StD4» 

C»l»f^ 

3lne 

OHlltlfl 

&\n» 

t 

Ml'' 

49*' 

48* 

469 


TABLE  II.— LOGARITHMIC  SINES  AND  COSINES. 


f 

4a* 

40- 

44- 

r 

BJDfl 

CdtfiEne 

Blno 

C<Mlne 

Bin« 

C^lne 

0,S3U] 

».8710f? 

0,8837^ 

0.96418 

0.84177 

0.85603 

00 

6^:5^ 

BnM 

8390^ 

96401 

84190 

86681 

M 

£^;o 

8^n)^ 

8S405 

B6889 

m^ 

8S6^ 

58 

SIMS 

r073 

8S410 

96377 

84016 

g©7 

67 

mem 

BTOSS 

8343^ 

9^66 

8400 

6M4& 

56 

m»\ 

erreso 

8*446 

96364 

84»4S 

SSGS4 

U 

^£36 

87030 

saiso 

80^3 

8^6 

85600 

64 

aw4ii 

SToaa 

8^70 

86330 

84000 

86008 

63 

aiMS 

eTUTO 

8^486 

86318 

94^280 

86606 

m 

8M77 

snxfe 

83500 

8S306 

84^96 

866^ 

51 

s.asost 

0.8609^ 

0,83513 

9.96305 

0.84108 

o.Boon 

50 

B^OQ 

mm-2 

836a7 

86283 

84991 

85560 

49 

e«7io 

96970 

835*0 

86^1 

84331 

86647 

48 

Beo.19 

95554 

95aii& 

84847 

86584 

47 

9*747 

8ffiW7 

SS507 

96SM7 

81800 

8B<^ 

46 

B3r«l 

86016 

issai 

96^35 

84373 

86610 

46 

8277^ 

M9^ 

83504 

BD989 

84886 

86407 

44 

B^TBS 

80013 

93608 

96^411 

84308 

85466 

43 

1^803 

mwi 

^m\ 

96000 

8l4n 

8N73 

4i 

s^ie 

aosoo 

836S4 

96198 

8U94 

86460 

41 

so 

0.8S830 

s.SfleTO 

o.sae4ti 

0.96176 

9.94437 

0*96448 

40 

VI 

^Jdt4 

sanaT 

88661 

86164 

9M50 

86436 

80 

22 

92858 

seaw 

83674 

96150 

84463 

664^ 

88 

m 

BSHTH 

8dSi4 

8%88 

86140 

94476 

654)1 

37 

u 

92H8A 

86833 

SOI 

861^ 

84480 

56399 

86 

^ 

S2&» 

8(»!lt 

83715 

86116 

8I5O0 

K^86 

36 

«e 

^»fl3 

86800 

8*?S8 

86104 

84615 

86874 

84 

fl7 

B:»jf7 

UQT\)t» 

88741 

86009 

mm 

86361 

33 

28 

e%Mi 

86:90 

8S755 

86080 

84540 

86340 

St 

» 

S805fi 

9ff?75 

88768 

86069 

81553 

86837 

31 

ao 

B.snas 

0.86TO4 

0.83781 

0.86056 

0.81566 

9.863e4 

m 

SI 

»^!11^ 

mm 

mX9^ 

860U 

84570 

8fi310 

^ 

sa 

ssaoe 

96740 

68808 

Booao 

81600 

86390 

m 

ss 

69010 

mrm 

83921 

80000 

84606 

86987 

07 

H 

eaoes 

88717 

83^ 

86008 

84618 

86e74 

m 

s 

m  8BQ97 

miQ/^ 

B38I8 

86096 

84610 

86S«i 

05 

M 

sani 

86604 

83861 

860^ 

94643 

86050 

34 

37 

S30S5 

8669^ 

83974 

86070 

84666 

8&m 

OS 

3B 

fiaor;^ 

8fte70 

mm 

^ 

84060 

eso^s 

93 

89 

83092 

M650 

83001 

8168^ 

8&il0 

01 

40 

o.ssioa 

0.86647 

0.83014 

0.^^986 

0.84604 

0.815300 

00 

41 

sai^ 

866® 

9S9J7 

8.50:24 

84707 

85197 

30 

4« 

831 3S 

866-^4 

83944} 

969U 

84?80 

86175 

18 

43 

8SH7 

8661« 

83051 

96000 

94733 

85160 

17 

44 

mu 

90600 

m/m 

86988 

84745 

65150 

16 

4« 

63174 

86669 

83080 

85876 

94758 

86137 

16 

4A 

mm 

96577 

93903 

85964 

84771 

B61U 

14 

47 

maai 

96566 

B4006 

85851 

84794 

86111 

13 

48 

8»;2t!V 

96.-^4 

84frW 

95S30 

84706 

8S100 

1* 

49 

^SS^^ 

86&43 

81033 

85&J7 

84800 

85087 

11 

fiO 

9.B3«43 

0.865^ 

9.81046 

0.86915 

9.84823 

0.86074 

10 

61 

»liM 

8661 A 

B4050 

85803 

84836 

96000 

* 

AS 

es!^ 

96507 

%¥m 

85701 

84847 

86010 

8 

Ga 

e»3S3 

86105 

84D8A 

B57r0 

84860 

96087 

7 

EH 

^397 

86483 

9400^ 

e&TW 

64873 

86044 

0 

05 

833  LO 

8647* 

84]1t 

86754 

81885 

86012 

6 

&a 

833-14 

e6460 

84135 

8ft74'l 

84898 

84000 

4 

67 

esnjs 

8A44# 

84139 

85730 

94911 

84980 

a 

5a 

B93M 

84161 

e&7is 

94tsa 

84074 

0 

50 

^ao» 

864^ 

64164 

85708 

810W 

84J«l 

1 

00 

a^^7B 

9641S 

941  rr 

85003 

S4O40 

84040 

0 

t 

Owine 

sme 

0a«lQ6 

SlBfl 

Codne 

Birt« 

t 

4T* 

*«• 

46' 

470 


TABLE  m.— LOG. 

TANGENTS  AND  COTANGENTS. 

t 

d* 

!• 

1 

• 

* 

Tart 

Cot&n 

Tnn 

OrHftQ 

'hM 

Ooton 

—  M 

OD 

B.^i\9!l 

11.75808 

e.54308 

11.4B«IS 

m 

ft.iesTS 

la.fiawT 

«10tO 

750W 

54889 

45331 

^  1 

;»n;« 

im^ 

£8818 

7*384 

650*7 

44V73 

98 

»4<ma 

06015 

3fS3t3 

73888 

55883 

44816 

m 

7,0«&T1I 

i?,a3i«i 

38^ 

73004 

65734 

44388 

00 

laaro 

2T0OO 

rmi 

68081 

43017 

58 

«4I88 

75eta 

88332 

71868 

504:^9 

43571    ' 

54 

sows 

8ViiS 

SfiPW 

71014 

687::i 

43337 

83 

SttSt 

mj» 

*O05fl3 

70371 

57114 

43886 

S3 

4i:w7 

&&;oa 

soteea 

8B737 

57453 

43548 

51 

7.4fla7a 

i».aaaa7 

B.90ftf» 

1].e»113 

8.87768 

n.<iS3i« 

50 

fiCRIft 

49IBH 

31505 

&>405 

58121 

41870 

4» 

fi4^;a)i 

45709 

mn^ 

evm 

68451 

41540 

48 

s:;67 

4i233 

3-271 1 

87^80 

587T0 

41331 

47 

60000 

^14 

33302 

emm 

50105 

4O805 

46 

03983 

m»ie 

33888 

881 14 

501-^ 

4067S 

48 

s«;«& 

83S16 

WflJ 

85530 

50740 

40961 

44 

Wllfl 

aii5!4-i 

3ftoa» 

81071 

80088 

41 

Tiiioa 

S9100 

35500 

84410 

00384 

39814 

4* 

74SN8 

B57M 

86143 

83857 

eOGQ8 

41 

7  70178 

U,d3&i4 

6.38680 

H  83311 

8.61OD0 

11.3SW1 

40 

:«M6 

si4oa 

s^^ 

8S7T1 

eisto 

38881 

80 

£3 

8091S 

10386 

377fii 

6@;^3S 

81838 

8$37i 

38 

m 

8^8 

1746* 

88380 

81711 

0)931 

ffi€89 

37 

n 

84»4 

laooo 

3l«00 

81101 

8it2n4 

87788 

88 

^ 

SetfiT 

13933 

3933S 

80877 

8^535 

37485 

88 

20 

87871 

1^1111 

3S83i? 

80108 

fl-28:j4 

37183 

34 

37 

mb%Q 

lOlflO 

«^l 

60808 

6.^1  »l 

36869  , 

83 

!» 

mom 

€eoiL 

4CIP80 

50170 

631^ 

38574 

m 

» 

W«J« 

07887 

4l3:fl 

586TV 

8^18 

38369 

31 

90 

7.Mai8 

1S.05B14 

6.41807 

11.58103 

8.8^000 

11.38901 

80 

31 

inaio 

04400 

42897 

5::ia 

84308 

85701 

9 

3^ 

DflMft 

03111 

43763 

8:t2B8 

W^ 

38416 

38 

33 

ones 

0177S 

43232 

687G*) 

fl4«ro 

35130 

37 

m 

veo^ 

OIMTB 

43008 

56301 

mhi 

34848 

98 

Sft 

B.OOIftl 

11.00310 

44358 

55844 

85435 

l\^ 

36 

»i 

omi 

wm& 

448n 

55380 

65715 

94 

87 

03101 

moR 

46001 

540»0 

85998 

84007 

39 

m 

04aM 

0Mi7 

45507 

54403 

eoi'oo 

33 

w 

05461 

94^10 

450tS 

540-'Ka 

£8543 

884t^ 

n 

40 

8,0S5S1 

1K0I3410 

*l.46Sa5 

11.53«m 

s.eesro 

u.»m 

90 

41 

OTSSa 

oawr 

40vHl7 

53183 

87087 

9&n 

10 

49 

ti^ffOO 

oiaoo 

4:*J5 

&r^ 

87356 

83844 

18 

4S 

0GI7«» 

W97B 

47680 

fie33i 

e;ee4 

33376 

>T    1 

44 

107:10 

8SKM 

4eoeD 

51011 

87800 

83110 

16 

4ft 

iteo4 

88304 

48605 

51405 

88154 

31848 

16 

4B 

iSOfit 

S73.I9 

4H9t7 

5ica3 

88417 

81583 

H 

47 

isoaa 

68115 

49338 

50875 

888T8 

11^ 

IS 

4S 

i4fioa 

tt5M)Q 

407^ 

60271 

88038 

310« 

li 

49 

leaiB 

6lflJ5 

50130 

40870 

80106 

iosoi 

11 

50 

s/t«^n 

11.83777 

fl.S05l7 

11,49173 

8.89159 

11.80647 

10 

M 

niis 

Bltt)T 

60930 

49080 

89708 

sa<9< 

A3 

ITSpS 

moti 

&15»0 

iSfiOO 

flOOfi^ 

8D0B8 

sa 

issot 

81198 

51808 

4831^ 

70314 

«9786 

B4 

ifieifl 

mm 

5'»79 

47W!fl 

70485 

30638 

U 

2041S 

TO.=rf(T 

SiMTVO 

47541 

70^14 

39388 

S« 

fn«s 

TtW^ 

53835 

47ie& 

7003® 

99036 

67 

siget 

mm 

GS^m 

46793 

Tiaos 

B8 

2ST80 

77«0 

6357S 

484^ 

7l4.'iB 

»547 

m 

28484 

wsa^i 

53945 

46055 

71607 

38803 

60 

mn 

75808 

M^m 

4500% 

71&40 

smo 

' 

GotHii 

Ta& 

Co  tan 

Tttu 

Cotau 

Tmi 

f 

8«- 

88- 

87* 

471 


TABLE  III 

.—LOG. 

TANGENTS  AND  COTANGENTS. 

# 

•• 

*• 

fr* 

t 

Tan 

Ootan 

Tm 

CoUta 

Tan 

Couwi 

a.719IO 

1K28060 

i.84404 

11.15530 

8.S»4195 

11.00805 

00 

T8L81 

*7819 

B4O40 

15354 

94340 

05000 

59 

T;»4«l 

3T5M 

^m^ 

15174 

04485 

00515 

58 

;sfi59 

STUn 

85000 

14DH 

9J(k3l) 

053T0 

57 

T^ssa 

:r7ia4 

85185 

Hi$l5 

04T73 

05237 

50 

rjiTJ 

«S08 

«53fi3 

H1MJ7 

W9I7 

0fl083 

55 

;ajsfl 

204^1 

85549 

14400 

95(100 

04010 

04 

7:j[i00 

20100 

R-iTir 

U283 

9^i30S 

04798 

53 

73833 

26104 

85WS 

14107 

95344 

04650 

52 

T4oea 

S59*r 

MOW 

IJ931 

aS480 

04514 

51 

S.Tt^ 

ii.»rae 

8.t$i]a43 

I1J3757 

e.95flJ7 

11.04371! 

50 

744^1 

iRl79 

^17 

I3£S3 

95767 

04^ 

49 

71718 

afaasa 

86501 

13100 

9.\9D8 

O409» 

IS 

745nr4 

a&036 

mrm 

l«i37 

tfC&47 

oaeoa 

47 

7flim 

uaoi 

Beai5 

13005 

M187 

08813 

10 

nm 

34577 

87100 

vmi 

flOJfcia 

03076 

43 

ta 

75045 

9I.%5 

87i77 

13753 

B0404 

0^530 

44 

IT 

73007 

illH 

K447 

13553 

Mt;0!l 

03898 

43 

IS 

7B087 

109M 

e»10 

1£384 

1»0730 

oasQi 

4i 

1ft 

76308 

23591 

87785 

mi5 

90877 

0St3S 

41 

SO 

8  Tea  a 

11 .a*l7S 

8.8^*58 

n.1^7 

8.9TO13 

lKO(t987 

40 

t] 

7flTl^ 

3!»iKW 

83k>0 

U880 

97150 

W950 

m 

S3 

7aa58 

2^43 

Baifi7 

H713 

97386 

&7!1^ 

aa 

n 

TilTM 

aw^f? 

88m 

nS47 

974^1 

0-379 

lf7 

m 

77387 

a«i3 

8H0t8 

iias-i 

97550 

3-^44 

10 

^ 

77000 

2-2100 

SSTfti 

liai7 

97091 

02300 

85 

Sfl 

77HII 

9«1»9 

8M*8 

llOfll 

078^^ 

02ini 

54 

Vf 

'     790e* 

SI97S 

89111 

1O«H0 

079,-^9 

aKMi 

33 

fifl 

7S238 

JlTfS 

fl9-J74 

107i» 

9^01^? 

OIOOB 

Si 

1    2B 

TSUI 

2ia&9 

89437 

10903 

9^^ 

01775 

31 

30 

fl.7S«U0 

11  21351 

8,89508 

njo*o-j 

8.08.^yi 

11. 01  (MS 

m 

31 

TSBSB 

«n45 

jioroo 

lO^iJO 

08490 

01510 

« 

aa 

79«l 

^KJiraa 

89flaO 

loosrt 

086'2a 

01378 

% 

as. 

nm 

207^1 

mm 

OOffdO 

W8753 

01247 

27 

SI 

791^ 

co&^ 

00-ilD 

00760 

98^)84 

01116 

X 

85 

7O0:b 

K)!K7 

90399 

OOCOt 

fl90l5 

OO085 

85 

^ 

79873 

a)ri5 

90557 

00443 

901 4,"* 

Ottl55 

24 

87 

acwra 

JW'i'l 

90715 

00-185 

m-^fl 

0O7J5 

S3 

1  sa 

mm 

197^^ 

^om 

0911» 

90400 

00595 

8& 

at 

ewte 

Iffim 

9J0^S 

0e97( 

00534 

00400 

81 

40 

s.aosTi 

11.19^ 

e.  in  185 

11.0^15 

B.mm 

11.00338 

90 

41 

0CWTf 

191V8 

9ruo 

08000 

90791 

00800 

19 

48 

StOQA 

1S988 

V1495 

08505 

9O0;9 

oooei 

18 

43 

Nia$4 

187W 

01850 

0S3.V> 

ff.OOOtO 

10. 90904 

17 

44 

Bim 

18541 

01803 

08197 

O0T74 

vPnH 

18 

4fl 

81453 

183*7 

*1907 

0804a 

00301 

9O0W 

as 

40 

8IS40 

18151 

^mo 

OTHMJ 

cm^^T 

9057^ 

14 

47 

82IM8 

17903 

9tl6l 

0T7B8 

oorjva 

00447 

18 

4a 

83190 

17770 

t^HH 

07580 

00079 

9V3;'1 

18 

4i 

mm 

17580 

0!J505 

07435 

O0«O5 

O01O5 

n 

fia 

B.8«flm 

11,171900 

8.05710 

JKCn«4 

».00!V» 

10.00070 

10 

fti 

H37W 

171^1 

0J860 

07134 

ola^5 

9»«945 

9 

58 

e«Q»7 

17013 

93010 

OHfiWI 

01179 

08H31 

8 

U 

aaiTfi 

lO^bJS 

M105 

ottsa-s 

01303 

98997 

7 

Bl 

83801 

10639 

OB^Jia 

00.1K7 

Ot4lt7 

SlTa 

0 

&5 

88MT 

10153 

W4<B 

06BS8 

01  WO 

9&I50 

s 

M 

mu 

i«ao« 

03000 

00^^! 

OIOTH 

9iftr7 

4 

57 

B3&10 

]0O%1 

MTBO 

06444 

OITIW 

9B9D4 

8 

M 

84109 

IMOO 

91S03 

00007 

01918 

68089 

• 

C9 

8iffii 

ISTld 

94049 

051IM 

05^40 

O7SO0 

] 

60 

844M 

IWrjft 

94fgfi 

(ma 

Oiim 

VTftm 

0 

« 

CotAa 

Tfto 

CotAn 

Tta 

C^JtAtl 

T«i 

* 

§e* 

83- 

S4' 

472 


TABLE  ni.— LOG.  TANGENTS  AND  COTANGENTS. 


9 

fl 

a 

1 

» 

»• 

f 

Tan 

Cotau 

Tin 

CotAn 

Ttto 

Caiui 

a 

»,Olt)»« 

10  sTSas 

9,08914 

10.91060 

9,14780 

10.88090 

00 

1 

a^:2&8 

WTi: 

09919 

90981 

iterv 

85198 

60 

% 

Oi«lH 

fJ75W 

001 23 

90!«7 

t4g«i 

80O37 

68 

8 

oea«5 

iri75 

OftS7 

90J73 

10051 

64940 

67 

A 

oa&i^ 

*rasa 

COd^ 

006;0 

15145 

84855 

56 

h 

(^66 

9?^ 

09434 

90500 

15S86 

647M 

» 

A 

038HG 

97115 

090V7 

90403 

15327 

84678 

54 

7 

0S005 

06903 

09540 

9O3S0 

Ii4l7 

84063 

5* 

B 

03^^ 

WHTfl 

0074a 

90258 

10508 

64493 

m 

0 

0aS43 

O5T50 

09645 

90155 

15596 

S1409 

61 

I     10 

B.033«t 

30.90639 

9/00947 

10.80058 

9.15688 

10.84313 

60 

11 

oaiTft 

96!U1 

lOCMO 

soooi 

10777 

84£S& 

49 

\% 

casflT 

9H(S 

10150 

S9B50 

15807 

64133 

4$ 

13 

OEjTll 

se^ 

lOfZ&2 

ei^48 

10950 

47 

H 

088£> 

ooioa 

10353 

89^7 

10940 

^064 

46 

15 

oa&4a 

eaofii 

10454 

89540 

10135 

83805 

45 

10 

QIOQ& 

S6935 

10555 

89415 

lem 

88776 

44 

17 

CHlSt 

9G610 

10650 

80341 

16812 

88688 

43 

IS 

^m 

85703 

loroe 

80^^ 

10401 

88399 

4ft 

11» 

5I49S 

90067 

10660 

69144 

aaoii 

41 

30 

fl.<M538 

10.95173 

9J0956 

10.89014 

9J6577 

10.63IS3 

40 

£1 

0«W3 

90357 

11050 

88944 

10005 

6S885 

39 

«9 

0175S 

95^£ 

11155 

88845 

13703 

83347 

38 

sn 

<Hifr3 

95m 

11254 

88740 

10841 

83100 

67 

a« 

Diae7 

90Q18 

113SS 

88647 

16988 

63079 

36 

ss 

osroi 

94seg 

114Sa 

^548 

17016 

8C9B1 

85 

sa 

05U14 

947% 

tiaai 

68449 

17103 

62697 

Si 

vn 

C633S 

94679 

11019 

88351 

17190 

aaeio 

» 

£8 

05441 

91509 

11747 

f8SS« 

17277 

mm 

n 

S!« 

ffli,VMi 

94447 

11B45 

88155 

17303 

aM37 

31 

30 

9.(fe«fi6 

10.9l33t 

9.11913 

10.88057 

9.17450 

10.89560 

30 

31 

0577B 

04229 

1304a 

8:960 

17680 

BSI04 

99 

S2 

05800 

94110 

m^ 

87869 

iTfta 

8S3:B 

« 

3^ 

oesoM 

93008 

lesso 

87755 

17708 

wm 

27 

S4 

061IS 

88807 

y^sm 

87068 

17794 

83296 

96 

3a 

ooaM 

93778 

l:£4S8 

87572 

178M 

89190 

lb 

30 

00335 

9aMS 

ie^5 

87475 

17905 

89035 

94 

37 

0S44S 

«36&fi 

1S031 

873:9 

1^1 

61949 

93 

sa 

0K56 

93444 

mil 

arara 

1818Q 

61664 

£9 

3d 

COMfi 

91334 

1S313 

87187 

1^1 

81779 

91 

40 

0.08775 

]0.9a225 

9.13909 

10.87091 

9.18300 

10.8!e9< 

90 

41 

08SH6 

9?ill5 

wm 

8G090 

18891 

61000 

43 

OfiHM 

99uua 

13009 

86901 

18475 

81525 

41 

orioa 

99997 

13194 

86800 

18500 

81440 

44 

07J11 

^zm 

13289 

66711 

18644 

61856 

45 

OT^-iO 

99(^ 

13S&4 

86010 

ib:^ 

8l2?a 

40 

07«I8 

0-^:r3 

13178 

mm 

1881^ 

61188 

47 

oni3ft 

92404 

13573 

80427 

18800 

enoi 

4& 

oTt^a 

ffja^T 

19567 

80383 

18979 

%\m\ 

49 

07751 

92»49 

13701 

80339 

19063 

80937 

GO 

•,o;w« 

10.B@14S 

9J38M 

10.P0t4e 

9.19146 

10.80854 

M 

07961 

93030 

13948 

850&2 

lfh!29 

e^rri 

SU 

08071 

D19SS 

14041 

85960 

193111 

80688 

53 

08177 

91^ 

141 M 

60M0 

ieo95 

6060S 

M 

(»§t<3 

91717 

um 

65773 

19478 

8QM3 

W 

083P* 

otai  1 

14320 

85680 

10561 

80480 

5ft 

00195 

91SUV 

H419 

eooea 

10043 

60957 

67 

OMOO 

9140Q 

11501 

to490 

lones 

80273 

68 

08705 

91995 

14507 

65403 

19607 

65t93 

M» 

(mio 

91190 

U6f» 

8531:i 

10689 

BOtn 

«[» 

a§S14 

91086 

HTBO 

80^80 

10071 

60TO 

^ 

OoUd 

Tftn 

COUQ 

Tun 

Cotau 

'nfcn 

f 

S3* 

8«* 

gl* 

473 


TABLE  in.— LOG.  TANGENTS  AND  COTANGENTS. 


J 

9* 

10- 

11- 

r 

TAn 

Cotjui 

Tftn 

Ccrt»o 

T^ 

Cotan 

0 

8.1W71 

lO.fiOO-iB 

9  '^4«.'3S 

r0.753Cft 

9.m^ 

10.71135 

m 

I 

«O0&3 

7awr 

sirofl 

7r>^4 

imi^ 

71057 

59 

t 

20131 

IS'^ 

21779 

75^1 

20000 

71000 

68 

8 

«K1« 

1^^ 

2m^ 

;aT47 

9H067 

70933 

67 

4 

B0S97 

79703 

249M 

^-MVT* 

20134 

70806 

50 

fi 

90^78 

T96aa 

aiooo 

7S0O0 

2KM1 

70799 

65 

e 

aoiso 

795*1 

26073 

7J927 

asKi6a 

;oma 

54 

7 

tmio 

79100 

95H5 

Tim 

99535 

70C65 

63 

8 

sjoa-ii 

7i^:& 

25219 

74781 

20409 

70608 

59 

9 

«0701 

7ft299 

25^93 

74708 

2SHm 

70532 

51 

10 

9,WT«? 

10.7021S 

9.2K36S 

10,71535 

0.S9535 

10,70455 

60 

11 

^0^3 

70I3S 

35137 

74503 

JMWOl 

70309 

49 

la 

so&ta 

79058 

SiStO 

74190 

29658 

703^ 

43 

la 

ftlO-JS 

T89t8 

25583 

7I41» 

99734 

70208 

47 

14 

iin(>a 

7m& 

25655 

74IM5 

20800 

7^J00 

45 

15 

31181 

T8818 

95727 

74973 

99866 

70134 

46 

]« 

£128L 

7*739 

35799 

74001 

209a2 

70068 

44 

17 

«mt 

78059 

©5?71 

74129 

99998 

70OO2 

43 

IS 

sii^ 

JS5aO 

35ft43 

74057 

mm 

699% 

42 

19 

mm 

TSfiOl 

96015 

73m 

30130 

5W^70 

41 

SO 

fl.*15?8 

tO.TSl^ 

ft.aeoes 

10.7^9)4 

0.301» 

10.59805 

40 

2\ 

*ias7 

78343 

36158 

TSSia 

aoe«i 

60730 

30 

2% 

&1T30 

78SZ5I 

9C229 

75771 

aas» 

50574 

88 

■2S 

2XHU 

78185 

ssaoi 

715690 

8039] 

09000 

37 

^i 

aieas 

78107 

9537^ 

78528 

30457 

00543 

35 

39 

«l»7] 

TSOa 

36443 

73557 

30622 

60478 

35 

» 

Ksota 

TTftSl 

eo^iH 

73495 

30687 

ffiMn 

34 

^    1 

m^ 

77ST3 

3(1585 

7S4I5 

30552 

60348 

33 

2B 

S9»U 

777*5 

26555 

73345 

30717 

59283 

sa 

20 

92^ 

7m7 

36725 

73i>74 

30782 

aft3l8 

31 

SO    1 

a^Bimi 

10.77639 

9,257ft7 

9,30840 

10.651M 

SO 

HI 

234% 

77W'I 

25^67 

73133 

30911 

090^9 

39 

34 

^^10 

77481 

ae9«7 

;goe3 

80975 

59aJS 

m 

as 

aa50« 

77407 

270CIM 

7^002 

iil040 

63960 

37 

SI 

B3C7D 

7733Q 

2707^ 

72922 

81104 

58896 

W 

115 

«S7I7 

77353 

27148 

TBSBS 

31168 

03833 

36 

» 

3;je2i 

77175 

979t8 

72788 

S1933 

68767 

94 

ar  ; 

£9901 

77099 

37288 

79T12 

31-397 

68703 

33 

38 

IK077 

7T0ia 

97357 

72*ta 

31361 

68639 

22 

S9 

JI10^4 

:«aio 

37427 

72573 

31425 

5B575 

21 

40 

fl.eatso 

I0,76«n) 

».274W1 

10,725(M 

^.mm 

10,63511 

20 

41 

Kflwe 

78794 

275^55 

724S4 

3l5fta 

68448 

19 

4i 

ISSi&l 

75717 

975^'! 

79306 

Sl(>16 

68^»»4 

18 

4ft 

asssft 

M541 

27^4 

722M 

3167& 

6835!1 

17 

41 

!nt35 

76S5S 

9777^ 

72esr7 

m7i^ 

683S7 

15 

4* 

33M0 

TftlSO 

27843 

72T58 

31*15 

6.^194 

15 

40 

2368a 

75414 

^^n 

31B70 

68130 

14 

47 

BH6fll 

75339 

27ft90 

7OT20 

SI933 

08067 

13 

4S 

SBTSr 

75-rt3 

29CM9 

71051 

3l9fl« 

enooi 

12 

4ft 

isai2 

751H8 

28117 

71883 

32050 

©7041 

11 

SO 

B.»i88T 

10.78113 

^.mm 

10.7IR14 

9,32122 

30.67873 

10 

61 

23tM« 

75038 

ss-an 

71745 

321S5 

07815 

9 

t^ 

2m7 

75ml 

mm 

71677 

82248 

67762 

8 

53 

3M1I2 

^-SBSS 

98301 

711109 

8231 1 

07efl9 

7 

54 

ansa 

7MI4 

38459 

71641 

aas78 

57627 

6 

5fi 

at'^1 

757>!§ 

1i«5'i7 

7147B 

mm 

67564 

5 

ae 

»1«5 

7fio65 

saw 

71405 

824m 

57603 

4 

57 

auio 

75SW 

9mfl3 

714^ 

BS55I 

87439    1 

3 

53 

a448t 

7551B 

mm 

7ieTt) 

s.:g-^ 

57377 

2 

sg 

ai&5a 

T544'3 

«87&8 

7ia03 

82ftfKi 

67^15 

1 

m 

f4«a 

753«e 

28^ 

71135 

327  ^7 

BT-JfiS 

0 

t 

Ootao 

Ttta 

Cot*n 

Twi 

Cotan 

Tan 

»0» 

7»* 

?8- 

472 


TABLE  III.— LOG.  TANGENTS  AND  COTANGENTS. 


t 

fl 

t 

7* 

8* 

t 

Twj 

C0t*rt 

Twi 

CotaQ 

Tun 

Cot  an 

a.chjie-^ 

10  9TS38 

9.08914 

10,91066 

9,11780 

10.66220 

m 

0-£2H» 

BTTIT 

V90t9 

Doeei 

H87a 

85!5« 

50    ' 

02404 

9r&9a 

09123 

90877 

H963 

SS037 

58 

OK^ 

9T473 

Oftitr 

90773 

15054 

84046 

57 

o%ia 

S7355 

0M30 

90^70 

)5H5 

84e^5 

56 

0«71» 

9T<a4 

09434 

Q05C6 

152S5 

847«4 

55 

03§^ 

9>nfi 

09537 

90463 

15327 

84673 

64 

08006 

mVHD 

m^ 

9K360 

1M17 

84583 

53 

03121 

96870 

09742 

90258 

15506 

^xn 

62 

03:^2 

*6T58 

00645 

001  :^ 

155S8 

84402 

51 

9.03301 

10.00639 

0.05W7 

10.000S3 

9J[«t08 

10. 84312 

50 

01U7B 

floaait 

1()040 

69951 

UTTT 

84223 

40 

085ftT 

WMoa 

101  ,y> 

89650 

15867 

B4133 

48 

ftl7l4 

96086 

J  0252 

^9148 

15950 

84044 

47 

0383S 

V6168 

10353 

80647 

I60I6 

^SS^ 

4A 

03943 

m^ 

10454 

89&l^ 

16135 

83SB5 

46 

oioea 

ma& 

105R5 

80145 

16*24 

8377* 

44 

04tSl 

96610 

10G56 

89344 

IflBie 

83688 

43 

04*J97 

9&T0S 

10756 

89344 

10401 

83590 

42 

04na 

9668T 

10656 

89141 

10480 

83611 

41 

so 

9.045ia 

10.9547B 

9.10358 

10.66041 

9J05n 

10.834£3 

40 

SI 

<MW3 

91857 

JlOfiO 

88944 

16666 

^335 

3D 

^ 

0*i5& 

052413 

11155 

U8845 

1«753 

83847 

38 

^ 

(WS73 

»1S7 

11254 

88746 

10841 

8S150 

37 

u 

04flCT 

OfiOtfl 

11353 

88047 

10998 

63073 

M 

^ 

05101 

04S09 

11453 

B8548 

17016 

82984 

35 

s« 

oa^4 

04TS6 

11651 

8^19 

17T03 

82807 

54 

sr 

053» 

^m% 

11U9 

88361 

17190 

62910 

33 

S8 

0M4I 

045&0 

11747 

esjsa 

17^77 

83783 

S2 

29 

05&53 

94447 

]tB45 

Bt^165 

17363 

82637 

31 

8f> 

9.05666 

10.9i^ 

0.11043 

10.88057 

0.17450 

10.82550 

30 

31 

0JTT8 

01323 

13040 

87900 

17630 

82464 

29 

as 

058» 

OltIO 

121S8 

8786a 

UftJ2 

8J376 

38 

ss 

OOCTO 

03998 

12235 

S7765 

17706 

e2l>9'^ 

27    1 

S4 

ostia 

03887 

133^ 

87068 

irro4 

81206 

20 

SA 

064^1 

0377* 

mssA 

eni72 

1^880 

82120 

35 

35 

oeass 

osssa 

1S6S5 

87475 

176A5 

820S5 

24     1 

3T 

06445 

03556 

wm 

67370 

18051 

81940 

23 

ag 

9S444 

W717 

87283 

18133 

81854 

^ 

i» 

0G66« 

03334 

13813 

87187 

18^21 

81770 

21 

40 

».0677a 

I0.932S& 

B.tttOoe 

10.87091 

9J8SM 

10.81604 

20 

41 

066HS 

93115 

13004 

8G096 

18391 

81609 

43 

06994 

09000 

13009 

B0901 

18476 

81525 

43 

(ClOS 

03807 

13104 

S08P6 

165^ 

81440 

44 

OTari 

»7W 

132&fl 

6fl7ll 

18S44 

81353 

45 

0X890 

ooeeo 

133^ 

BGOIO 

]e;i8 

81272 

4« 

OTias 

93572 

1317S 

mm 

18812 

81188 

47 

o;5M 

0S404 

1^73 

86427 

18696 

81104 

A% 

07B43 

9^7 

13667 

86333 

18979 

810B] 

4» 

orrsi 

9^240 

13761 

83339 

39063 

60937 

W 

g^OTBAS 

]Q.oeii« 

B.J3854 

10.86146 

9J9H6 

lO.eOKW 

61 

07«4 

13018 

8605*^ 

lO-JSO 

60771 

fi« 

fl9o;i 

91089 

141M1 

8&959 

19ai2 

80686 

53 

0g!77 

OIP^ 

14134 

85866 

10305 

80B05 

M 

OK!f« 

91717 

14227 

earra 

19478 

80523 

66 

06389 

01Q1I 

14330 

85880 

lPfi6t 

80430 

ftQ 

0&I05 

01605 

H4I0 

85588 

10643 

a*S57 

W 

OBttOO 

01400 

14601 

85496 

lorw 

80275 

5d 

0&T06 

91395 

H5fi7 

86403 

19807 

80193 

«g 

0^10 

II1190 

1I68S 

BSS19 

19880 

80111 

eo 

€6014 

oioea 

14780 

86^0 

19971 

80020 

f 

OotAn 

T^ 

Ootui 

Tin 

Oot&a 

Tan 

1 

6S- 

83* 

8f 

473 


TABLE  ni.— LOG. 

TANGENTS  AND  COTANGENTS. 

$ 

9* 

1 

!©• 

n» 

# 

T&n 

Cotan 

Tan 

Cotan 

Tan 

Cotan 

0 

9.19971 

10.800-29 

9.84638 

10.75366 

9.88865 

10.71185 

60 

1 

80058 

79947 

24706 

75294 

88088 

71C67 

50 

8 

90184 

79S66 

24779 

75221 

29000 

71000 

58 

8 

90-316 

7V7S4 

84858 

75147 

20067 

70038 

57 

4 

80897 

79708 

84936 

75074 

29184 

70666 

50 

6 

80378 

79688 

85000 

75000 

29201 

70700 

56 

6 

80459 

79541 

85078 

74927 

89266 

70782 

54 

7 

8054O 

79460 

85146 

74654 

29835 

70665 

58 

8 

80681 

79379 

2581 9 

74781 

29408 

70508 

52 

9 

80701 

79899 

26298 

74706 

29466 

70688 

51 

10 

9.80788 

10.79218 

9.25365 

10.74636 

9.29685 

10.70465 

50 

n 

90668 

79188 

85487 

74508 

29601 

70800 

40 

18 

80948 

79058 

25510 

74490 

20668 

70888 

46 

18 

81088 

78978 

85589 

74416 

29784 

70866 

47 

14 

81108 

78886 

95656 

74845 

20600 

70800 

46 

16 

81188 

78818 

25787 

74278 

29666 

70184 

45 

16 

91861 

78789 

85799 

74801 

29083 

70068 

44 

17 

81341 

78650 

8S671 

74129 

29996 

70002 

48 

18 

81480 

78580 

85948 

74057 

30064 

60036 

48 

10 

81499 

78501 

26015 

73065 

30180 

60670 

41 

80 

9.81578 

10.78488 

9.86086 

10.78914 

9.80195 

10.60606 

40 

81 

81657 

78348 

86158 

78648 

80261 

60730 

SO 

88 

81786 

78264 

26299 

78771 

80626 

60674 

88 

88 

81814 

78186 

26801 

73609 

80891 

vuouy 

87 

84 

81898 

78107 

26878 

73626 

80457 

60648 

36 

85 

81971 

78009 

86448 

73567 

80532 

60478 

85 

85 

88049 

77951 

80514 

78486 

80687 

60418 

84 

87 

88187 

77878 

26565 

78415 

80658 

60346 

88 

88 

98805 

777W 

26665 

78845 

80717 

60868 

82 

88 

88888 

77717 

86726 

78374 

80782 

60218 

31 

80 

9.88361 

10.77689 

9.86707 

10.78208 

9.30346 

10.60154 

80 

81 

88488 

77568 

86^ 

78188 

80911 

60060 

20 

88 

88516 

77484 

86967 

78068 

80975 

60025 

86 

88 

88598 

77407 

8700B 

78992 

81040 

66060 

27 

84 

88670 

77880 

87076 

72922 

81104 

66896 

26 

85 

88747 

7T858 

27148 

72852 

81168 

68888 

25 

86 

88884 

ni76 

87816 

81283 

66767 

84 

87 

88901 

77099 

27286 

72712 

81897 

68708 

28 

88 

98977 

77088 

27857 

72648 

31361 

68630 

22 

89 

M054 

76946 

27427 

72578 

81425 

68575 

21 

40 

9.881.30 

10.76870 

9.27496 

10.72604 

9.31469 

10.66611 

20 

41 

88X)6 

76794 

27566 

72484 

31558 

68448 

10 

48 

88«3 

76717 

27635 

72366 

81616 

66364 

16 

48 

88859 

76641 

27704 

78296 

81679 

68821 

17 

44 

83435 

76565 

27778 

72227 

81743 

66257 

16 

45 

28510 

76490 

27848 

78168 

81806 

68104 

15 

46 

83586 

76414 

27911 

72069 

31870 

66180 

14 

47 

88661 

76389 

27960 

78080 

81933 

68067 

18 

48 

83787 

76268 

28049 

71961 

81996 

68004 

12 

49 

88818 

76188 

88117 

71883 

82059 

67041 

11 

60 

9.83887 

10.76113 

9.28186 

10.71R14 

9.82128 

10.67678 

10 

51 

88968 

76038 

28864 

71746 

88185 

67815 

0 

5'^ 

84037 

75968 

88388 

71677 

82848 

67752 

6 

68 

84118 

75688 

26891 

71609 

8-2811 

67680 

7 

54 

81186 

75814 

86469 

71541 

8S873 

67627 

6 

66 

84861 

76789 

88527 

71478 

884.3C 

67564 

5 

56 

84335 

75666 

88506 

71405 

824fl6 

67508 

4 

67 

84410 

75590 

88668 

71886 

88561 

67480 

8 

58 

84484 

75516 

88730 

71270 

8-J638 

67877 

8 

59 

84558 

75442 

86796 

71803 

82665 

67315 

1 

60 

84638 

75368 

28866 

71135 

32747 

67258 

0 

/ 

Cotan 

Tan 

Cotan 

Tan 

Cotan 

Tan 

80» 

79. 

78» 

474 
TABLE  m.— LOG.  TANGENTS  AND  COTANGENTS. 


f 

Ji*^ 

IS' 

14' 

f 

T*n 

Cofftn 

Taq 

Crttan 

Tan 

Cotan 

0 

*.»274T 

10.flT«SS 

9.86330 

]0.eaB64 

9,30677 

10,60323 

60 

1 

s-Jsio 

07190 

oo;^ 

08006 

39731 

mm 

59 

i 

35»ra 

tnm 

3045f 

0554» 

39785 

00^^15 

58 

s 

8203,^ 

BTOe? 

86509 

03491 

30836 

00109 

57 

4 

s:£»a 

coos 

80360 

03134 

SO^J 

60108 

06 

S 

S.%57 

eom 

36034 

6S376 

S9945 

00050 

65 

0 

33119 

60881 

SflOSl 

03319 

80999 

00001 

54 

7 

s:}ida 

068^ 

»t^738 

65361 

40063 

OP048 

58 

% 

«»^*43 

00756 

30795 

OXSB 

40100 

59894 

it 

9 

S330S 

Mtjg; 

36^^ 

03148 

40158 

5084L 

61 

IQ 

9.33S«5 

10.MC35 

9.30909 

10,63001 

9,40^1S 

10,59788 

59 

n 

K\m 

00574 

8^60 

68nM 

40260 

00734 

49 

n 

81487 

60513 

87083 

02977 

40319 

50681 

48 

13 

$354S 

e)e4Cit 

»TOSO 

03&JO 

40372 

506^8 

47 

li 

mm 

00301 

37187 

404S5 

69575 

46 

1G 

s»:d 

O033O 

87193 

03»}7 

40r8 

59593 

46 

iQ 

5J73SI 

00269 

37250 

6J7BG 

40&31 

00469 

44 

IT 

83?% 

nt^fioe 

37300 

esm 

40584 

69416 

a 

]H 

838B3 

6GI47 

arjfla 

02637 

40036 

50304 

4^ 

10 

83913 

ooow 

27419 

03581 

40069 

50311 

41 

fiO 

9.839i4 

lo.oeose 

S,S7176 

10.64504 

9.40T4a 

30,50268 

40 

tl 

34034 

059e0 

STOiJit 

0£>4CS 

40795 

G«300 

30 

n 

SiO&S 

05SOG 

S75S9 

03413 

40847 

591 N8 

m 

S3 

a41£5 

«584» 

37014 

03350 

69100 

37 

»4 

zmt 

05765 

8r7tX) 

62300 

409B2 

59046 

80 

as 

iWSTfl 

067^ 

i*"*66 

0^^ 

41005 

68905 

% 

S6 

3^3M 

0fi064 

aT813 

^188 

430&7 

58943 

34 

«T 

&43y« 

65601 

37886 

03139 

41109 

58S91 

38 

sa 

34456 

66544 

3T9S1 

63070 

41101 

58839 

^ 

a» 

S4510 

6JS4M 

87090 

OlVJO 

41SU 

5fl786 

3i 

9Q 

fl.345^ 

10,05424 

9..1«il.-W 

10,01905 

9.41360 

10,58784 

80 

SI 

»4(U15 

e^aes 

3S091 

61909 

41398 

58083 

39 

33 

8489& 

&SJ900 

38147 

018^ 

41870 

58630 

m 

S3 

S4T5fi 

«eS45 

aeaot 

01798 

414© 

08578 

97 

M 

04814 

60180 

^257 

01743 

41474 

58S36 

36 

S5 

SJS74 

O&lSfl 

38813 

61087 

415^ 

58474 

2S 

M 

34983 

0G0ft7 

38306 

01O13 

41578 

SfMes 

U 

S7 

S4999 

060oe 

384^ 

01577 

4!0^ 

08371 

98 

m 

850&1 

04949 

^479 

01&21 

41681 

58319 

S9 

39 

3&in 

01889 

38584 

61400 

41733 

OftaOi 

31    1 

40 

9,85170 

10.048ao 

9.38SS9 

10.01411 

9.41784 

10.6^16 

SO 

4t 

S&£:!9 

04771 

38044 

61350 

43S30 

58104 

19 

43 

35ai» 

047ta 

mm 

61801 

41887 

68118 

18 

43 

8&MT 

0465S 

38754 

0t«46 

4I9S9 

56061 

17 

44 

3540& 

«4«00 

^H6 

0119* 

4I0S0 

58010 

16 

45 

3S4M 

04530 

88808 

61187 

43041 

57059 

to 

4« 

41^93 

01177 

38918 

01083 

43093 

67907 

14 

47 

»fi6t 

04119 

men 

6IQS6 

4*H4 

57850 

IS 

48 

85040 

04A60 

sofm 

60970 

4S195 

67805 

19 

49 

S5wa 

OISO^^ 

3oa» 

00918 

45£a46 

57754 

11 

60 

9.357S7 

10,0434a 

9,a0t30 

10.60804 

9,42397 

10.67708 

10 

&] 

Si815 

04165 

89190 

00810 

4SS4S 

070G3 

p 

&3 

S5873 

04127 

39345 

00755 

43399 

67601 

8 

5a 

85931 

04009 

89SB9 

00701 

43400 

67550 

7 

M 

mm 

O40n 

aii%a 

0f)6l7 

4iB01 

57499 

6 

65 

SB04T 

OIPAS 

39407 

60!HI| 

4^553 

67148 

6 

M 

831(10 

oaaao 

S»40I 

60^99 

4«fl00 

.67397 

4 

67 

3«t«3 

mm 

30035 

60485 

43063 

67347 

S 

5a 

3fla«J 

01779 

Ww9 

^       60431 

4a?04 

bTiOS 

3 

» 

asa79 

mn 

aoess 

00877 

437M 

57345 

'    1 

DO 

aoM 

60604 

39677 

oosira 

4a8i>& 

57lfl& 

0 

f 

Catui 

Tu 

OoUa 

T»n 

COtAD 

Tun 

J 

n* 

76* 

7** 

475 


TABLE  m— LOG.  TANGKNTS  AND  COTANGENTS. 


* 

16» 

l«» 

17» 

f 

T«s 

Ootnn 

Ton 

Colui 

Tftn 

Cotao 

B.4-MI& 

I0.57tfl6 

9.40750 

10*54^50 

9.48631 

10.61466 

00 

42856 

B7H4 

45797 

M^ira 

4S57D 

614«1 

60 

*?UOfl 

ftTOOl 

4S845 

51155 

48fli4 

6IS« 

68 

4'i057 

570  J 1 

451^92 

wioe 

48009 

6IS3I 

57 

43007 

5etHJ3 

45940 

54060 

48714 

6l2rt 

56 

43057 

56943 

45987 

M013 

48750 

51^1 

65 

4aios 

6flu93 

40080 

5.1905 

48804 

51106 

.54 

4ai.<» 

Q«4£ 

40088 

AH918 

48840 

61151 

63 

43^09 

9079:? 

46190 

68flT0 

48891 

61100 

m 

43:^8 

M74^ 

4017? 

538:^ 

48069 

■      01 001 

51 

0.4^1O« 

i(».E»e8a 

9.40^^ 

tO.537T0 

9.46984 

10.61010 

50 

4-1358 

fie«l;l 

4C3ri 

BaTsL-fl 

4«h.'9 

50071 

49 

4:i10H 

S0MS 

4i;^l9 

63081 

49073 

60937 

48 

434fia 

M&ta 

4B3€a 

&m-M 

40118 

soefla 

47 

4»508 

BM»t 

46413 

5a-i87 

4ft1^ 

60837 

46 

4-1558 

66444 

40160 

bSMO 

4yA>7 

60793 

46 

4-1007 

B«n3 

40-'i07 

6^&3 

49352 

60748 

44 

43657 

U94S 

46654 

53  M6 

40V9G 

60704 

43 

43707 

40601 

&33J]» 

4t*34l 

50659 

4^ 

Itt 

Aum 

BBH4 

46048 

ssssa 

4m5 

60615 

41 

so 

9413806 

I0.561M 

9,40604 

10  55;W6 

9.49430 

10.60B70 

40 

1^1 

438.% 

&til45 

40741 

B3J59 

4W74 

506^ 

39 

££ 

4S90fl 

e«^ 

407^ 

6>t«liJ 

49619 

60481 

38 

XI 

431)54 

56040 

46&15 

53105 

4{)5S3 

60437 

37 

S4 

4400i 

»906 

mm 

S3119 

49607 

5038'3 

96 

as 

4405a 

&5d4r 

461^^ 

5807a 

49053 

60548 

86 

3fi 

441(» 

B58{» 

40075 

630!» 

49(]00 

50304 

34 

W 

44151 

a5B4ft 

4ifrJl 

BSftTB 

4U740 

MfciOO 

33 

38 

44^1 

WTW 

470B8 

53993 

497H4 

60ai6 

m 

si» 

44JS50 

55750 

47114 

5S8He 

408^ 

6om 

31 

30 

^M^m 

10.5S7O1 

9.47100 

10.6i840 

ft.49e7a 

10.50138 

90 

ai 

41^48 

jLjEAAd 
ODOD* 

47^07 

5a7iJ3 

49910 

60084 

eg 

S3 

44^7 

Mfloa 

47ai3 

fli!747 

49900 

50ut0 

3S 

iS 

4I44A 

555M 

47299 

5v'70l 

50004 

49900 

37 

3^ 

44195 

55506 

473*6 

5iOM 

5004» 

49063 

36 

3& 

44544 

05450 

47^1 

6-^008 

40908 

25 

90 

445»j 

05108 

47438 

^sm 

aom 

49864 

j» 

37 

44041 

U-lftft 

474i*l 

S3&I6 

60]  80 

49830 

es 

88 

44000 

55310 

47830 

5M70 

so-j-^ 

49777 

£3 

ad 

44738 

(»0Sf 

47670 

\mi\ 

60^67 

497aa 

iri 

40 

ft.4i7S7 

10.50313 

S.476SK 

10.^^-578 

9.60311 

10.4M89 

«o 

41 

44836 

551  &4 

471608 

50355 

49645 

19 

4« 

4*884 

55116 

47714 

mm 

50696 

49603 

IS 

4S 

44033 

550S7 

47760 

^i¥S 

5044a 

49558 

17 

44 

449@1 

56019 

4780B 

52104 

50^85 

49615 

10 

45 

450t}ft 

54971 

4'™s^» 

OSHS 

605^ 

40171 

15 

4a 

45ffm 

549£} 

47S97 

B!210B 

60673 

49428 

14 

47 

4&1^ 

54874 

47ft4S 

69057 

60610 

49384 

la 

46 

45174 

548as 

47W0 

Mon 

50659 

49341 

13 

4ft 

4S3SS 

04T7S 

4SQ35 

Mtt66 

50703 

49^07 

11 

M 

9.45371 

10.54TS0 

9,4S080 

10.5!»aO 

9.60746 

10.499&I 

10 

51 

\m\^ 

540!J1 

481  aO 

61874 

60780 

4^11 

ft 

fi9 

45307 

54633 

48171 

518^ 

5083S 

49167 

8 

53 

4*5415 

645fl6 

4S3i7 

617^ 

60876 

4ft124 

7 

54 

4.-M43 

M5a7 

48J5:.^ 

517^ 

60019 

49081 

0 

55 

4^511 

04480 

««W7 

x^^m^ 

60962 

49(X« 

5 

as 

4-Vi5» 

5444t 

48«53 

6T0I7 

61006 

480% 

4 

57 

4^506 

54191 

A^^m 

51603 

51(»48 

48953 

a 

58 

46654 

fr4H0 

4N43 

61557 

610fti 

48Q0B 

% 

5ft 

45702 

54^93 

4H4M0 

51511 

01166 

48H6a 

I 

eo 

4ft7S0 

Mm 

48564 

5T460 

61178 

488^3 

0 

# 

Cotsn 

Tw 

Cot4Wl 

Tftti 

CotAD 

Tan 

f 

74* 

7»* 

7i' 

470 


TABLE  m.— LOG.  TANGENTS  AND  COTANGENTS. 


t 

ift' 

10- 

30- 

t 

ikD 

CbUn 

T*o 

Cutao 

TkB 

Cotuk 

e.£iir« 

10  4S»2S 

0. 531107 

10.40aO3 

0.60107 

10.46S93 

00 

5m] 

4»7T» 

6373$ 

46209 

50140 

46851 

69 

512&I 

4gf73e 

63770 

46fiWl 

6£186 

43815 

58 

51306 

4SG^ 

53830 

40180 

f^e^m 

4H77B 

67 

51S49 

46651 

&%(6i 

40130 

60204 

43730 

50 

fiia«i^ 

mm 

63002 

4000fl 

60303 

43607 

65 

&1435 

43fle6 

&8U3 

4«057 

JiC34a 

436^3 

64 

fil47B 

4f^m 

63064 

40015 

563«1 

43610 

63 

51W0 

4&ieo 

5^95 

4&076 

6C430 

43680 

63 

5Jfie3 

4S43T 

64005 

45035 

56450 

43541 

61 

!).sicoa 

]0.4a3M 

0.54TOO 

10.4^)804 

9.56408 

10.435ttf 

50 

fitfrlS 

4^sm 

54147 

45853 

f-0^7 

43ie3 

49 

5l«0t 

4S300 

54ie7 

45B1S 

66570 
M615 

43424 

48 

f»1734 

4^260 

542-^8 

4r.rr2 

433S5 

4T 

5lT7a 

4^234 

54300 

46731 

60654 

4;^o 

40 

fllStS 

4glBt 

54300 

45C01 

66003 

43307 

45 

5l8Qt 

48130 

51350 

45650 

6073S 

43968 

44 

51 003 

48007 

54300 

45G10 

60771 

4E«iO 

4S 

510l« 

43064 

64431 

45560 

60810 

43100 

49 

&!ged 

4S01^ 

64471 

456e0 

56840 

4ai5I 

41 

90 

Q.ASOSl 

10.47OG0 

9,54512 

10.45488 

9.5fiSS7 

30.43113 

40 

SI 

fisora 

47W7 

54%5a 

46448 

60090 

4&074 

ao 

^ 

011115 

47BB5 

54503 

45407 

66005 

43015 

38 

n 

5>Ifi7 

4TS43 

54633 

45307 

fiTiXM 

4!t&00 

37 

H 

msxi 

47B0O 

646^ 

458*7 

67045 

4^18 

m 

s» 

fiSMi 

477^ 

61714 

45i:ij*e 

6:C8I 

4^19 

35 

m 

5tay 

4T7]fi 

54754 

4(^0 

57120 

40680 

^ 

*7 

523ai 

47«74 

547^ 

45:206 

6T15S 

4984S 

33 

38 

5^2308 

4763S 

54H3S 

45166 

57107 

4081^ 

m 

a» 

fiSllO 

476JW 

64875 

45125 

571335 

4^706 

31 

80 

B.r.ai5^J 

I0.4:tj48 

9.M016 

I0.4508S 

9.5?.>74 

io.4ar-{fl 

30 

31 

5:1494 

47600 

540i^ 

45015 

6T312 

426S8 

£9 

39 

5SS3e 

47464 

54005 

45006 

6735! 

4lt649 

^ 

sa 

B-2ST8 

47433 

55(335 

44905 

67389 

4*2011 

27 

34 

ftieao 

47«80 

65075 

440^ 

67428 

4367« 

20 

a-i 

fiaoai 

47330 

65115 

44flS5 

67406 

42534 

25 

36 

saroa 

4?J07 

65155 

44^5 

67504 

42400 

24 

37 

527^ 

4^15 

55E06 

41  SOS 

57543 

43^7 

S3 

38 

ft-ire7 

4nm 

65£^ 

44T65 

57581 

4£4t9 

23    ' 

as 

fi-j^ 

47171 

55278 

44;«s 

571119 

4S»1 

St 

40 

0.528T0 

10.47130 

S.55315 

10.44085 

0.67058 

10.43343 

90 

4t 

ftasit! 

47088 

503rj5 

44045 

57000 

43304 

IB 

44 

&s^ 

4T«47 

558015 

44005 

57734 

42306 

la 

43 

6a9©5 

47fl05 

55434 

44566 

bvm 

€tm 

44 

530S7 

40008 

6M74 

445v'0 

57810 

43100 

4A 

B807S 

4B9az 

55614 

444^ 

57^9 

491 61 

4« 

tA\m 

46880 

56554 

44446 

57^87 

4S113 

47 

63101 

Msm 

fi55SS 

44407 

67035 

4^075 

4B 

^mi 

4V76S 

5SC33 

44367 

67000 

40(137 

4S 

63^4 

4mm 

55CT« 

44327 

5F001 

41090 

fiO 

ft,5.3aw 

10.4fi715 

0,55712 

10.41^ 

0.68039 

10.41901 

51 

633*7 

40073 

65T5a 

44«48 

68077 

4I0S3 

A«t 

h^^m 

400S3 

55701 

44'JOO 

6Sn5 

41886 

5.1 

r^i^oft 

4au»i 

65831 

44tC0 

68T53 

41B47 

£4 

63460 

46660 

65870 

44160 

58101 

41800 

55 

53401 

40000 

65010 

44090 

6(?Sa9 

41771 

5A 

63533 

4i&m 

ftMMt 

44061 

56267 

4tT33 

W 

6»5T4 

4*»42fl 

66090 

44011 

5P804 

41606 

56 

63615 

4B-ies 

m&^ 

4307TI 

5eSJi 

41058 

A0 

6.^»Mt 

40344 

M067 

43033 

6B380 

4103) 

00 

63007 

4G3Ca 

60107 

43803 

58418 

4158^ 

* 

Ctit&ii 

Tad 

C^jtjili 

Tan 

Colan 

1^ 

, 

11* 

*0' 

09* 

477 


TABLE  m.— LOG.  TANGENTS  AND  COTANGENTS. 


t 

SI- 

a«- 

£8' 

I 

1^ 

COt&Q 

T*n 

DutBo 

Tiki 

CrttAW 

0 

ff.SB4ta 

io.4iaas 

9.60641 

lo.nsso 

9.eS7S5 

J0.3TST5 

m 

) 

5StA5 

415  tA 

«oan 

80% 

68ftdO 

87180 

50 

9 

5ft4B8 

41&07 

60714 

8g;«e 

tm& 

87145 

58 

1 

sav^i 

4ue9 

fiOIMI 

3&9S& 

ts«ao 

37110 

67 

4 

5H5aO 

41431 

00788 

80ei4 

mtm 

37074 

50 

5 

58600 

413M 

60«>2Q 

B8IT7 

O'^l 

STtrao 

55 

e 

50541 

41806 

80B»9 

80141 

89008 

37004 

61 

7 

MOSl 

41319 

80695 

30108 

O031 

3(3000 

53 

8 

5B7t« 

41381 

80081 

88000 

ai^ft-W 

b% 

« 

58757 

4l£l3 

00087 

SMS3 

83101 

mm 

51 

10 

».a8794 

io,4i«)e 

0. 61004 

10.38998 

0.68185 

10.3SMS 

50 

H 

5es9^ 

4U68 

6i040 

88060 

63IT0 

36830 

40 

K 

Gaaeo 

4nai 

61078 

3^^ 

83^08 

367^ 

48 

3S 

59007 

41098 

8nt« 

33883 

08;£40 

8*i7(30 

47 

14 

fi8»U 

41058 

81148 

38^ 

839*6 

3fl?a 

46 

15 

5aiMi 

41010 

811^ 

38818 

88310 

3C80O 

48 

11 

5flO10 

4D0SI 

8ie^ 

38780 

68545 

36A&5 

44 

17 

HHM 

40041 

er^56 

3ir744 

63879 

38431 

43 

18 

«W!H 

81^ 

S»708 

63414 

30580 

49 

1» 

DtlSl 

40800 

613^ 

asoTia 

63449 

30581 

41 

m 

«.H»ie8 

10.4068ia 

o,6]au 

10.8808 

0.88484 

10.36518 

40 

It 

A«it» 

4<1E795 

GHOO 

38001 

83M9 

36431 

30 

n 

SAMS 

1*^:57 

61488- 

83584 

835^ 

38447 

38 

ii 

filHSO 

40750 

61 471 

830^ 

886^ 

36413 

37 

14 

6fl«l? 

406«« 

81508 

8H08 

88898 

36377 

36 

B 

5sa.>4 

4O04a 

01544 

8&458 

83667 

36318 

3S 

la 

fi«h91 

40009 

815™ 

mm 

36308 

34 

IT 

(UM39 

40571 

81618 

mm 

OS718 

B6;r4 

38 

m 

eM«« 

40534 

81851 

38340 

88781 

7m\^ 

3S 

m 

50008 

40407 

61087 

38818 

83:96 

30^ 

81 

m 

9,50840 

10.40160 

g.517^ 

tO.^378 

0.63830 

10.36170 

80 

St 

M5T7 

4^*^8 

01758 

38^49 

0^63 

30186 

90 

S8 

SB6U 

4O3B0 

81794 

38208 

83800 

83101 

98 

as 

«Kiai 

40849 

61830 

SaiTO 

08034 

36006 

97 

S4 

M688 

4oeis 

6JN05 

aai3$ 

88988 

88033 

96 

:ts 

MFT-a 

4*}*ra 

61901 

83009 

84008 

3^997 

95 

se 

59rfl* 

40*« 

61996 

9ga«A 

84087 

35988 

94 

a? 

seriM 

401SOI 

6197!4 

mm 

840^ 

35998 

98 

88 

40165 

63008 

37009 

84100 

35t^4 

5fi 

m 

fiDe:« 

iOJ^ 

60)4,^ 

3^057 

MHO 

86800 

91 

40 

0.59000 

tO.4OQ01 

0,6^^070 

1O.S7021 

0.64178 

10.3«^» 

90 

41 

59U8 

400M 

6^114 

arPBO 

84909 

35791 

19 

43 

W06S 

4001? 

ffin50 

37860 

84S43 

8B7B7 

18 

«l 

00019 

39981 

eiiw 

STllS 

84«T8 

30T39 

17 

44 

00098 

300M 

6aa'3t 

S7779 

6*S19 

35688 

18 

4fi 

80098 

aJ907 

O'^siao 

37744 

61416 

35054 

15 

4tt 

W19> 

mr,Q 

62209 

37708 

64.^1 

35019 

47 

soifle 

sgea4 

633i!!T 

87673 

64415 

35a*S5 

48 

409013 

S97BT 

IbtftOd 

878i^ 

6H49 

35651 

tf 

OOMO 

aocoo 

62^08 

37003 

644H3 

8fi5l7 

M» 

e.80«T0 

10.39^M 

9.6J4ie 

10.37567 

0. 84.^17 

10.3M88 

DI 

dosis 

!©687 

flSMflS 

8753* 

84559 

3fi44» 

M 

80840 

aci65i 

^SW 

37406 

64588 

35414 

ea 

60388 

30flt4 

asftw 

37461 

84690 

35880 

H 

60119 

SSnTfi 

6-»74 

374^ 

64654 

35346 

M 

WtS9 

33541 

61^10 

37^1 

646^ 

35-11^ 

D6 

6041>5 

a5»?wv^ 

oaois 

ST^Vl 

6^1?J2 

85^ 

57 

flOSIil 

80408 

oieiw 

STS-JO 

64T?i6 

^Hl 

58 

50508 

3013« 

frJTlfl 

37385 

84T90 

35i210 

50 

80505 

H^\t^ 

637!^} 

37950 

848^ 

asi76 

W 

80611 

s^^m 

6*7Sfi 

87tlfi 

81868 

8M42 

i 

Cotwi 

Tta 

CaUn 

Tmn 

Cotwi 

Tan 

t 

88* 

87' 

88- 

478 


-TABLK  m.— LOO.  TANGENTS  AND  COTANGENTS. 


* 

e4' 

S6* 

«6* 

* 

Tftn 

Cot4n 

Tan 

CottQ 

Trtn 

Colan 

S.AIg55 

10.33H3 

»,66e57 

la.ssias 

g.oeeis 

10.31 IPS 

00 

648W 

SdICIS 

C690O 

S3Ji)0 

08H60 

311^0 

59 

^4036 

3i07l 

00933 

33007 

66883 

31116 

58 

64»\a 

3r><>J0 

mf^ 

33034 

08014 

aioeo 

57 

mt^i 

SjOOO 

OfiWft 

aaoo! 

68040 

310A4 

DO 

v^m 

sio;a 

6703* 

3i*968 

6^078 

3li>?ii 

55 

e5<xw 

'MW^ 

67006 

mm 

OOOIO 

iosoo 

^4 

6&UQ6 

34004 

fl709i 

3^W9 

mm 

80001^ 

ft3 

efiiso 

ai&:o 

67131 

32800 

C«074 

000^6 

62 

f^lU 

348B& 

07163 

32S37 

60100 

30894 

bl 

e.esiw 

10.a4B03 

0.67196 

10.32804 

9.691B8 

10,30W2 

50 

(t^JSL 

347efl 

0W29 

3^771 

691-0 

30S30 

48 

6&Jfi5 

34735 

67202 

82738 

09202 

wr:^ 

48 

(t^Iiw 

34701 

ei395 

32703 

60:^4 

30766 

47 

0?3333 

34067 

07397 

82073 

wm 

30:31 

46 

6^^& 

346^4 

07W3 

3^040 

09£9g 

30703 

45 

0&400 

3J600 

073119 

*2C07 

00329 

30671 

44 

C5134 

3I5M 

67426 

32574 

60:^1 

30639 

43 

45467 

34533 

^.m 

32542 

60383 

8O0O7 

42 

K^l 

3^499 

07401 

32509 

004^ 

30575 

41 

so 

0,«&53& 

10.34465 

0,67524 

10.32470 

0.60457 

10.30543 

40 

£1 

eaaes 

%\Am 

073A0 

muA 

ttWfiS 

3UM2 

39 

sa 

esacw 

34396 

fi75» 

S^ll 

ooe^^ 

30489 

38 

S3 

flsaae 

31364 

«T04» 

8^^373 

69552 

30448 

37 

21 

flaofl© 

34^31 

07054 

3£840 

m^ 

3OJ10 

30 

3fi 

65703 

^mt 

67tt87 

aasia 

€0615 

30:«l;^ 

35 

ae 

657^ 

34:»4 

07710 

3S38] 

89047 

3(]«.M 

34 

27 

fi&no 

31130 

67762 

3^48 

09679 

303^1 

33 

SS 

fitmi 

um 

fl77S4 

8091^ 

eono 

^m 

3« 

s» 

064i37 

34163 

e7«l7 

32tS8 

09742 

3(]E£58 

31 

ao 

O.BJifllO 

10.341M 

9.67WO 

10.3',>1W 

8.60774 

10,30220 

m 

A] 

G50(»l 

34090 

fnmt 

32118 

£9«0& 

301 9& 

20 

03 

06^17 

3406-^ 

07015 

3t!Ce5 

69fS? 

80163 

m 

33 

ftM7l 

^oaB 

07947 

30053 

ea«^ 

30132 

27 

34 

AkJiJN 

3399« 

OTWW 

32020 

69000 

30100 

20 

aa 

fVV^ 

33902 

06012 

siegs 

0MX32 

30068 

23 

w 

60071 

wm 

oeou 

31956 

6900-1 

30037 

24 

*7 

eet<M 

33S96 

08077 

3)923 

69095 

3iKK» 

23 

3fl 

oai3d 

ieiso^ 

6H109 

31B01 

70ft!a 

2»07l 

32 

30 

MKl 

S38;a> 

^\A% 

3lB5fi 

79068 

29942 

21 

40 

ff.«G304 

10.38786 

0.68174 

10,31830 

8.70089 

10  39911 

SO 

41 

M»3« 

3370a 

flS^ 

31704 

70121 

2ftt:0 

49 

fl827l 

337« 

6SS30 

01761 

TOm 

89tM8 

43 

e«304 

33096 

06271 

31T2» 

701»4 

29810 

44 

m&a 

33003 

«3oa 

81607 

TOl'IO 

29785 

45 

f^A 

33020 

08380 

8t604 

70M7 

29^53 

A% 

e&ioi 

8:^16 

083014 

S1032 

70278 

^9722 

47 

fle<87 

33603 

saooo 

31609 

70909 

29^01 

Ah 

66170 

8^'UIO 

08432 

81508 

70341 

29*359 

40 

<weo3 

33497 

69465 

31535 

'oaTa 

29628 

W 

tt.flBMT 

10.3-^03 

9.6P497 

lO.aifiOS 

9.70404 

10.29506 

51 

sewTfJ 

33130 

5^5^29 

31471 

704*S 

29505 

fia 

RfMI^ 

33W7 

68MI 

3H39 

70460 

29634 

53 

6«Hfl 

33304 

08593 

314^7 

70408 

£950^ 

54 

6d60Q 

33$ll 

03610 

ai374 

70539 

som 

W 

esTtw 

3320A 

00036 

01343 

70660 

2M4Q 

56 

6s;*^ 

33263 

SMogo 

31310 

TOGtti 

19408 

61 

eerw 

3»'^* 

sfiTaa 

aiitTS 

70Si3 

own 

S» 

6itmi 

33190 

88754 

81240 

70654 

«9346 

S0 

00634 

33160 

687I40 

31214 

781685 

29315 

ai> 

688«T 

33133 

08818 

3ll8i 

70717 

29eH3 

* 

OktAD 

T*D 

Cot&D 

Tan 

Cotfto 

Tftti 

t 

«A* 

04- 

OS* 

479 


TABLE  m. 

—LOG. 

TANGENTS  AND  COTANGENTS. 

t 

SJ» 

as** 

W 

* 

Tan 

Cotan 

Taa 

Cotau 

Tan 

Cotan 

0 

i>,70^l7 

10.29283 

fl.7a^ 

10,27438 

9.74376 

10,«625 

GO 

1 

70741^ 

eH^M 

T2S08 

2740^ 

74405 

36595 

69 

a 

T0t;9 

ilO^l 

?-je28 

37372 

7443s 

19666 

:    58 

a 

TUBIO 

2A1D0 

72659 

27311 

74406 

25536 

57 

4 

i^aii 

^150 

726^0 

*r;3n 

7^194 

Sfi506 

66 

& 

7«e:3 

26127 

7;rraO 

272S« 

74:^ 

25476 

55 

A 

TOS04 

ve¥m 

?J7W 

«?J50 

74S5J 

25446 

M 

7 

70035 

36065 

T-JTBO 

ff?,"^ 

74583 

25417 

53 

S 

TOOOO 

39031 

73811 

2r7I«0 

74013 

25387 

52 

0 

70M7 

7^41 

27lfi0 

74043 

25357 

51 

]« 

a/7i03a 

10.28072 

B.728:U 

I0.2n3& 

9.74673 

10.26327 

50 

11 

TlOW 

28941 

T^jgoj 

ll709i 

74702 

25208 

49 

VI 

7togo 

2SOtO 

12032 

270ifi!j 

74733 

26208 

48 

13 

7im 

^879 

729G3 

l!7ia7 

74762 

assnfi 

47 

H 

7iiea 

29847 

72003 

2;€07 

74791 

45209 

46 

IS 

7i»ai 

^16 

7B033 

20077 

74tfe?l 

251:9 

45 

16 

fiaift 

28785 

73054 

2Q016 

74851 

25149 

44 

17 

71246 

2S7,"i4 

;30iM 

2€g]6 

749SO 

S51C0 

43 

la 

%\^n 

38r2S 

73114 

2Ce86 

74910 

25090 

42 

10 

UWA 

2Se02 

7^44 

20856 

74939 

25001 

41 

40 

9.7ri30 

t0.28e«l 

B. 78176 

10.26825 

0,74969 

I0.35OS1 

40 

SI 

715710 

28e80 

T»:05 

26795 

74098 

85003 

39 

S£ 

7H01 

28500 

73^ 

26705 

750« 

24!»72 

38 

£S 

71431 

S850» 

73265 

2&73S 

7B068 

94942 

37 

14 

71 4&! 

28^33 

78205 

26705 

75t.«7 

24VIS 

36 

3^ 

7i4B3 

28fl07 

733^ 

2tifl74 

T5117 

24883 

36 

a« 

TiB'ii 

!ak76 

73a:* 

26644 

75146 

84«^ 

S4 

37 

715*5 

28415 

733SIJ 

26614 

7&176 

21^ 

33 

Sfl 

TIKW 

2S414 

73416 

26.'iS4 

75J05 

2479t5 

m 

30 

71617 

388^ 

73446 

36554 

75235 

2*765 

31 

ao 

g.7l64a 

10.28363 

9,73470 

t0.2ti5'i4 

9.75-264 

10.24736 

80 

31 

TlfiTfl 

28821 

73:^07 

26193 

75394 

24706 

30 

3^ 

7iryo 

ysaai 

73537 

26163 

75323 

24677 

^8 

sa 

717*0 

Sg-MO 

73507 

264^ 

75.'i63 

21047 

27 

31 

71771 

a823fl 

73W?7 

ai403 

72^182 

2461* 

£6 

aa 

7180a 

28I0S 

^aaar 

Sa-iTiJ 

7&M1 

24f^ 

36 

M 

7183-1 

SSIIG7 

73*557 

3a.'J43 

75441 

2*559 

24 

»7 

71^83 

28137 

73687 

263)3 

75470 

24530 

33 

sa 

718t4 

28106 

7S717 

30-.iS3 

75500 

24500 

22 

ag 

7isas 

28076 

7a747 

aei^ 

7;^29 

21471 

21 

40 

fi. 71055 

10.3804S 

B.78777 

10.26228 

9.7&5a8 

10.34442 

20 

4t 

71986 

28014 

7B807 

26193 

75589 

«4]2 

30 

43 

t^M 

2:osa 

78837 

26103 

75617 

S4888 

13 

4-1 

73048 

k:912 

78887 

96133 

75647 

2436^5 

17 

44 

7ao:a 

wmi 

7S807 

SrttlO:! 

7^76 

24^^>4 

16 

4* 

TSLOft 

sjsei 

73ae7 

26073 

75705 

24206 

15 

4a 

72140 

27800 

'mm 

20013 

75735 

04266 

14 

4: 

Tsim 

a^BW 

7»0&7 

26013 

75764 

34986 

13 

48 

7,J1»1 

arroo 

74017 

259U.-i 

7S7^ 

34207 

IS 

4» 

7a;33i 

27760 

74017 

25953 

Trntj 

21178 

11 

GO 

0,mil3 

10.27738 

9.74077 

v^.-mf^ 

9.7B852 

10.24148 

10 

51 

73*9« 

277U7 

74107 

wm 

75«81 

24119 

9 

62 

Tiem 

trerr 

74137 

S5d6a 

7r>910 

340t0 

g 

6ft 

73S54 

37046 

74166 

ivm 

75930 

S4061 

7 

64 

7i^ 

27616 

74190 

25^4 

75969 

24031 

6 

as 

TWlfi 

27585 

74326 

25774 

75008 

24002 

6 

68 

7»I46 

27B5& 

74%^ 

f5744 

76027 

23073 

4 

M 

7^78 

27S24 

74296 

2^714 

760esfl 

tmi4 

8 

5S 

72500 

37494 

74316 

S6084 

76083 

88914 

2 

09 

7^37 

2?4Sa 

7*ua 

2eeft5 

76115 

£)8a^ 

1 

«0 

TiW7 

a74a3 

74876 

£56,» 

76144 

£3856 

0 

/ 

Cotan 

Tan 

Cotan 

Tan 

Coun 

Tan 

'  i 

fli» 

«1» 

M* 

48o 


TABLE  in.— LOG.  TANGENTS  AND  COTANGENT?:, 


t 

SO* 

81- 

f«' 

t 

Tfcti 

Cotan 

T*D 

CotAtt 

Tan 

C?ot»li 

'       0 

»,7ai44 

lO£8S5e 

9.77B77 

lo.a^isis  • 

0.79679 

]0.tO42l 

50 

1 

TBKS 

S3aS7 

rmoo 

£dOH 

79007 

30B98 

59 

% 

TSsiOa 

»a:9S 

TTSfla 

23065 

79G35 

S0865 

58 

8 

ra^^i 

»8rfl9 

77063 

SEW37 

70063 

30«57 

57 

A 

Tfi^ei 

3S730 

rTsm 

71>091 

90309 

56 

h 

75S9Q 

ssfio 

75030 

319^0 

70:i9 

sosei 

55 

A 

7fl3l9 

£8081 

7HM9 

ai96l 

70747 

3r»53 

54 

7 

T6348 

wm 

78077 

St5S9 

7[rr75 

30224 

51 

S 

70877 

980Si 

■:mio5 

«1^ 

70804 

30106 

62 

0 

TlMOe 

SS&94 

78185 

SJS^ 

roia^ 

20158 

51 

10 

0/r6435 

ici.asocfi 

0.78108 

10.ai8»7 

0.70f»00 

10.50140 

60 

tl 

7filW 

X35S6 

7BL03 

^1808 

70888 

20112 

4ft 

It 

75193 

4S&07 

7B»^ 

£1780 

70015 

30064 

49 

ts 

7flaea 

ss4;s 

78^40 

21751 

79044 

30055 

47 

H 

7fi5M 

28449 

78277 

21723 

7&B72 

3D028 

45 

15 

78580 

23430 

TSaOfi 

^\m^ 

8OCP00 

^1000 

45 

10 

T«eoft 

vsm 

7RS34 

21055 

ftXKfi 

19072 

44 

17 

75689 

^^aoi 

78858 

«J037 

sooao 

liKM 

a 

IB 

Tseos 

ttSSKE 

7S801 

21C00 

WK)ft4 

19930 

43 

Iff 

Iflfl97 

«380a 

7S419 

ai581 

80112 

198S& 

41 

80 

»'I^ 

lQ.g8376 

0,7S4iB 

10.Sfl5S2 

0.80140 

10.10860 

40 

21 

383M0 

78470 

21524 

aoia« 

10B32 

a« 

£g 

70n« 

SS3I? 

7S&05 

S1495 

eoipft 

lOfKA 

>9 

th 

T5814 

sat^ 

7B533 

21457 

aOM3 

10777 

37 

24 

75e4t 

a»jw 

7«i6a 

BUHS 

m^\ 

10749 

86 

85 

?5e:o 

£31«) 

7B5W 

21410 

R?:;70 

19721 

35 

30 

Tfiaw 

asioi 

78518 

gtssg 

80a07 

lOQSS 

S4 

ar 

7fla^ 

2aCf73 

7«MT 

213S8 

mst 

19655 

M 

ss 

76M7 

^£3048 

tmh 

21325 

80863 

10537 

SI 

)£0 

TOW« 

saoi4 

TSilH 

31296 

80391 

1O5O0 

31 

SO 

*.77015 

10.99965 

9-78733 

10.21258 

0.80410 

10.10581 

30 

SI 

7TtH4 

fssm 

78700 

21240 

S0147 

10558 

90 

88 

77073 

Wffl 

7B780 

31211 

80*74 

10536 

Si 

Vi 

77101 

isoea 

7«8t7 

21183 

m^i 

10498 

m 

94 

77TW 

>se70 

78S«S 

HIW 

aofiso 

11M70 

30 

an 

77156 

«as4i 

78S74 

31125 

S0556 

10142 

35 

w 

77J88 

9iSU 

7W»« 

21098 

80686 

19414 

« 

37 

rran 

£2763 

78930 

31070 

S0514 

10180 

tl 

3S 

77!34fl 

2e;54 

76369 

31041 

80642 

19868 

SI 

a» 

T7lf74 

^S^M 

7e087 

21013 

80669 

10331 

ft 

1     40 

0*77309 

lO.aafSB? 

9.79015 

10.200fi6 

9.80607 

10.19808 

30 

41 

Tras-j 

3S!CeS 

7WM^ 

JW»li7 

80725 

IflTTS 

A% 

77801 

iSA-^g 

TWTii 

20928 

80753 

191*47 

44 

TTSW 

ssoio 

79100 

909D0 

mm 

19210 

44 

77413 

SSKVa 

79U^ 

20«:^ 

eoeos 

19102 

45 

77447 

3^153 

79155 

wm 

80^5 

10164 

4« 

77470 

tifiS4 

79185 

S0815 

SOHM 

19136 

47 

77505 

«i4»5 

^15 

20787 

80efi^ 

lotoe 

48 

77588 

£9407 

7W541 

20759 

S00J9 

19081 

4tt 

77M2 

S^4«» 

TOS09 

20:31 

80947 

looca 

m 

9.77501 

10.9MW 

9.79e07 

10.20708 

0.80975 

10.19026 

51 

HfilB 

£2881 

7B390 

30674 

eiooa 

18997 

6^ 

77fl4S 

ES^!!^ 

79^ 

20646 

8103O 

189TO 

5a 

77577 

398^ 

™sa 

30618 

BIOM 

18948 

M 

77TO0 

£«S04 

7W10 

20fl90 

81086 

18914 

5a 

7r»4 

saafio 

TW3S 

2115112 

81118 

18887 

fifl 

77708 

Bass? 

79455 

30SS4 

81141 

188^9 

57 

7rr9i 

SS209 

79405 

wxm 

81159 

18831 

5S 

TiMO 

891B0 

TBSSI 

301:7 

81106 

18804 

50 

77e49 

»151 

7W51 

20449 

51234 

ISTTfl 

50 

7*S77 

ssasa 

7W7W 

8042J 

e]»3 

]t!7<a 

t     1 

C(»tAll 

Tftn 

Qofu 

Tfei 

OoUn 

Tua 

* 

frO* 

5ft* 

57* 

48i 


TABLE  III.— LOG.  TANGENTS  AND  COTANGENTS. 


i 

88* 

S4* 

8«» 

i 

Tan 

Ck>tan 

Tan 

Ootan 

Tan 

Cotan 

0 

0.818S8 

10.18748 

0.89800 

10.17101 

9.»I583 

10.15477 

60 

1 

81^ 

18781 

8S086 

17074 

81550 

15460 

60 

% 

81807 

18006 

88868 

17047 

81576 

15484 

58 

8 

81886 

18665 

88960 

17080 

84608 

15397 

57 

4 
5 
6 
7 
8 
9 

81868 

88006 

16908 

84680 

15870 

56 

81800 

18610 

88065 

16966 

84657 

15348 

55 

81418 

18588 

89068 

16068 

84884 

15816 

54 

81145 

18656 

16911 

84711 

15269 

68 

81478 

1R527 

88117 

16883 

84788 

16262 

58 

81500 

18600 

88144 

16866 

84764 

16286 

51 

10 

0.81588 

10.18478 

9.88171 

10.16629 

9.84791 

10.15809 

60 

11 
12 
18 

81666 

18444 

83198 

16808 

84818 

15188 

40 

81588 

18417 

88«» 

16775 

84845 

15156 

48 

81611 

18880 

88288 

16748 

84873 

15128 

47 

14 
15 

81688 

18868 

88880 

16780 

84899 

16101 

46 

81666 

18884 

88807 

16608 

84926 

15075 

45 

18 

81608 

18807 

88884 

16666 

84958 

15048 

44 

17 

81781 

18270 

88861 

16639 

84979 

16081 

48 

18 
10 

81748 

18868 

888!« 

16612 

86006 

14904 

42 

81778 

18284 

83416 

16585 

85083 

14967 

41 

80 

0.81808 

10.18197 

9.88 148 

10.16658 

9.85060 

10.14941 

40 

81 
88 

81881 

18160 

83470 

16580 

85066 

14914 

80 

81858 

18148 

83497 

16508 

86118 

14887 

38 

88 

81886 

18114 

88S94 

16476 

85140 

14860 

87 

84 

81018 

18087 

83651 

16449 

85166 

14884 

86 

85 
86 

81041 

18060 

88578 

16422 

85198 

14807 

86 

81068 

180S8 

88605 

16895 

8B880 

14780 

84 

87 

81096 

18004 

88688 

16868 

8C847 

14758 

88 

88 
88 

88088 

17077 

88660 

16841 

85278 

14727 

82 

88051 

17040 

88686 

16814 

86800 

14700 

81 

80 

0.8i078 

10.17988 

9.88718 

10.16887 

9.85887 

10.14678 

80 

81 

82106 

17801 

88740 

16860 

86854 

14646 

80 

88 

88188 

17847 

88768 

16888 

86380 

14620 

88 

13 

«161 

17880 

887B6 

16805 

85407 

14698 

27 

84 

88188 

17818 

88828 

16178 

85484 

14566 

86 

86 

8X815 

17786 

88849 

16151 

85460 

14540 

25 

86 

8»48 

17757 

88876 

16124 

85487 

14618 

84 

87 

88<70 

17780 

88908 

16097 

86514 

14486 

88 

88 
80 

88808 

17708 

88030 

16070 

85540 

14460 

88 

88885 

17675 

88857 

16048 

85567 

14483 

81 

40 

0.82858 

10.17648 

0.83864 

10.16016 

9.85604 

10.14406 

80 

41 

8«880 

17620 

84011 

15989 

85680 

14380 

48 

88407 

17508 

84088 

15962 

86647 

14363 

48 

88485 

17565 

84065 

15935 

85674 

14826 

44 

8d468 

17588 

84092 

15908 

85700 

14800 

46 

88480 

17511 

84119 

16881 

85727 

14278 

46 

88517 

174831 

84146 

15854 

86754 

14246 

47 

88544 

17456 

84178 

15887 

85780 

14880 

48 

82571 

17420 

84800 

15800 

85807 

14193 

40 

8»00 

17401 

84227 

15773 

85834 

14166 

80 

O.SSSM 

/O. 17874 

9.84264 

10.15746 

0.85860 

10.14140 

51 

82858 

17847 

81280 

15790 

85887 

14113 

58 

88881 

17310 

84807 

15698 

85013 

14067 

58 

17208 

84834 

15666 

85040 

14060 

54 

0.^785 

17865 

84361 

15689 

85067 

14088 

65 

8276^ 

17888 

84888 

15612 

85993 

14007 

66 

17210 

84415 

15586 

86020 

18980 

57 
68 

88817 

17188 

84442 

15558 

86046 

18954 

8«I4 

:''^56 

84469 

ISS.'Il 

88078 

18927 

60 

88971 

37i20 

84406 

15504 

86100 

18900 

60 

82800 

17101 

84523 

15477 

86186 

13874 

/ 

Cotan 

Tan 

Cotan 

Tan 

Cotan 

Tan 

/ 

W 

66» 

64* 

482 


TABLE  m.— LOG.  TANGENTS  AND  COTANGENTS. 


i 

28- 

ta* 

as- 

# 

Tun 

Cot&r* 

T*D 

Ootnn 

Tun 

€oUn 

g.sei:^ 

10.1!J874 

#.87711 

%QAtm 

9.89S81 

10.10719 

00 

86153 

latMT 

87788 

1K02 

80307 

10C93 

59 

eai76 

issai 

87704 

14^ 

8»3S3 

ioeo7 

58 

iaaas 

ia:w 

87790 

133^10 

89S59 

10041 

57 

mm 

1376i 

8^7817 

1«183 

89385 

10015 

ftj 

a£2&ft 

18741 

S7845 

!i!157 

89411 

10589 

55 

Bt»8& 

13715 

87869 

liTiai 

e»«7 

10503 

54 

esais 

13688 

07805 

19105 

^6S 

10037 

53 

8S3^ 

\9m 

STflibl 

lijtfra 

8^89 

10511 

5t 

S6B65 

13635 

87»ia 

iism 

89015 

10485 

51 

o.eaae^ 

10.13608 

9.87074 

to.iw,*a 

9.89541 

10,1009 

GO 

86418 

]858t 

88000 

ItfOOO 

89Gfi7 

104^3 

49 

80445 

13550 

880^ 

1187^ 

89595 

1(^07 

48 

80471 

i3&a 

S8QG3 

11947 

80019 

10681 

4T 

»4gs 

\mm 

88079 

nni 

»I045 

104» 

46 

HUH 

1U76 

esioo 

11895 

69071 

lOft^ 

45 

sooat 

1544a 

6818! 

1I8Q0 

89097 

10308 

44 

adSTT 

mtA 

881SB 

11649 

897^ 

lotrrr 

48 

eeeoa 

I33tf7 

mu 

1)816 

80749 

102s  1 

41* 

mn^ 

13370 

B»aio 

21790 

89775 

10^ 

41 

1    9.H6656 

10J33I4 

9.88286 

10,11764 

9.8ii80l 

10.10199 

40 

8tJ»ti^ 

I!i3l7 

88!4CS 

11734 

80827 

10173 

39 

86700 

I3;t91 

mm 

11711 

89653 

10147 

88 

86;» 

1^304 

B.S315 

11085 

88870 

10191 

37 

8(»?e« 

13^38 

^m^x 

11650 

8»905 

10095 

30 

S5 

B67MI 

19-^11 

mm 

11CS3 

80Q31 

10069 

35 

26 

88815 

l^t»S 

^mt& 

llfltJ^ 

89957 

10043 

34 

a? 

6684:} 

13158 

itiliffi 

llBttO 

899^ 

10017 

35 

m 

06809 

iai3» 

88146 

11654 

0QO09 

00991 

m 

» 

easM 

15100 

8847S 

11M8 

90035 

09965 

31 

80 

9,8ee» 

10.18IJ7V 

9,8&4(tB 

10.11603 

g.HKMl 

10.00939 

30 

St 

80847 

1501^ 

e85:f4 

11470 

90CIBO 

09914 

30 

3^ 

86074 

\«m 

88&S0 

11150 

OOLIi? 

00888 

98 

93 

87000 

laooo 

88677 

1142S 

90t38 

09803 

97 

M 

K0S7 

12071 

880a« 

11397 

90104 

00836 

90 

U 

1«04T 

et^iio 

11871 

9(k]90 

00810 

SS 

» 

870^ 

imi 

88655 

11345 

OOtflO 

09781 

94 

S7 

STioa 

t28M 

68081 

11319 

9(^43 

OOttiS 

9a 

38 

87l»!i 

18868 

mm 

llJflB 

90t»OS 

007a2 

99 

39 

87lb8 

\m^ 

68733 

11367 

9004 

09700 

Kl 

40 

».8718a 

10.12815 

9,88709 

10.11^41 

9.90330 

10  09680 

90 

41 

87311 

1!S78» 

88780 

11914 

9Q140 

09651 

19 

«9 

e^m 

ie7fia 

88813 

11188 

90371 

096^ 

IB 

€S 

S71»4 

100 

88838 

iiioa 

90397 

00009 

17 

44 

»raw 

l!?7T0 

88864 

11130 

90423 

09577 

16 

45 

ffiTil7 

iSOttS 

88800 

lino 

904t9 

00551 

15 

4e 

87S48 

|3«B7 

88010 

11084 

90475 

005SS 

14 

47 

srsM 

lV«3t 

88WJ 

Mfm 

90501 

09109 

13 

48 

87300 

iao4 

88968 

11032 

ooe«7 

09473 

It 

40 

8T4£i 

18578 

88904 

110Q0 

90558 

OM47 

I' 

bO 

9.67 44S 

10.1366^ 

0.8flOQO 

lOJOO*^ 

9.9D57B 

lO.OCM^ 

10 

&i 

87475 

i^v-js 

800411 

109^4 

90Q<H 

00^ 

» 

51^ 

87501 

itm 

8»i>73 

100-^7 

90690 

09^ 

6 

fA 

875S7 

IBI7S 

89099 

JDOOl 

90050 

00344 

7 

54 

%imi 

H440 

891SI5 

HW7B 

90689 

09518 

6 

56 

BTseo 

n^m 

801  St 

im\^ 

007^38 

09s!99 

0    , 

50 

87606 

imi 

89177 

J0«S3 

907^ 

09368 

4 

AT 

B78Q5 

1£W7 

8»«08 

JOTffT 

007BO 

O0»4t 

a 

SB 

eT«5« 

tS94l 

89K9 

10771 

90785 

09915 

t 

» 

msao 

mi5 

8M5fi 

10745 

90811 

ootio 

1 

flO 

87711 

]£fi!)B 

8aaji 

10719 

908S7 

0016S 

0 

f 

Oot*ai 

Tmi 

OOIAII 

Twi 

Cotmn 

T»o 

» 

fit* 

6f 

&!• 

483 


TABLE  m.— LOG.  TAXGENTS  AND  COTANGENTS. 


t 

,^ 

40* 

4P 

/ 

Twi 

CoUn 

Tan 

Cotau 

Tan 

Cotaa 

0 

o.goes? 

to. 00163 

0.0-i^L 

K).07€10 

0.0^016 

]0,0GOB« 

60 

1 

B(»5S 

00137 

0;!^U7 

OlSOi 

^mu 

06O5S 

50 

a 

DOt^ 

00111 

o*4,^a 

o?£*j: 

^m 

000.^ 

5a 

s 

OGQU 

mm 

0ii45tt 

07541* 

0^5003 

ouour 

57 

4 

wm 

09000 

0J484 

c^5m 

OlOlft 

OGOB'^ 

56 

fi 

0090a 

000^4 

0-J6JO 

07400 

»4044 

06^100 

66 

a 

warn 

€0Qt3« 

e^>35 

0740* 

04oao 

OBun 

64 

7 

01  Old 

<M$!M^ 

o:;^! 

07430 

04006 

OQlKia 

63 

e 

0)oi.i 

oeuL-,7 

o-nser 

074tS 

0I1JO 

06880 

^ 

0 

OlOcJO 

Qi^mi 

ftwur 

073S8 

94140 

06ft54 

51 

10 

0.i]DO& 

10.04005 

O.ftMSS 

10.073IB 

0.9417! 

10.05&iO 

60 

11 

01121 

0e«J79 

o-jflea 

07337 

01197 

amA 

40 

19 

0L1I7 

ostm 

Oift^O 

OSBll 

^■^n 

06778 

4S 

13 

0117-J 

088"iS 

0^15 

07'^ 

um 

05754i 

47 

U 

SUM 

0«8£fci 

03740 

o;w) 

WOTS 

m-^r. 

46 

It 

OJi&iJ 

osrre 

frirea 

07^ 

Ol^i^OO 

a>7UI 

45 

lA 

OliSO 

W?50 

OiTW 

075!OS 

013^4 

06676 

41 

IT 

oixn 

Off7;M 

o-jai7 

0TI83 

043:^ 

06660 

43 

IS 

91901 

09a»o 

BS28I3 

07167 

W375 

056ifi 

4^ 

IV 

013317 

06673 

S^.>m»8 

07138 

04401 

06509 

41 

to 

O.oi^s.^ 

10.08647 

0.0^8M 

l0.O7T0fl 

g.M4M 

10.05574 

40 

■1 

01370 

m^i 

O^iO-iO 

o7oao 

04463 

a-iSiS 

30 

ss 

01404 

€B306 

0-i045 

07055 

04477 

aS5i8 

38 

m 

01*30 

oearo 

ftiOTl 

OTO-JO 

04503 

0.V107 

37 

u 

01450 

oa^4 

OiTJOS 

07004 

frl5^ 

061 7'^ 

36 

95 

9l4ft^ 

OftSfS 

BSO-ia 

O007H 

WrJIJ 

06416 

36 

M 

0l5tJ7 

084^ 

OJMWS 

OG05;i 

&J.170 

051\.1 

34 

S7 

0S53;j 

osm7 

WOTS 

00037 

OltHM 

a!!i3fi6 

83 

^ 

Olfl^J 

0^44 1 

WiOOll 

oaooi 

04030 

05970 

33 

sa 

atfiH^ 

0S4I& 

00124 

oas7tf 

04653 

06*i5 

01 

ao 

0.01610 

10.063^ 

0.98150 

10.06690 

0.04681 

iO.Q63lO 

30 

ai 

yjeiia 

083^ 

m%^ 

Ofi^ 

0170S 

05:aU 

30 

M 

0106-J 

oe^m 

03S0] 

00709 

0i7*i 

05^ 

aa 

33 

9tG8H 

Otiaij 

&3sa7 

04757 

05tM3 

S7 

ai 

0171;* 

0S^87 

Wi5i 

0071ft 

047»S 

06217 

^ 

A& 

mrm 

OftSGl 

83^ 

OfiTiii 

0480H 

0510-J 

is 

M 

0J7G5 

0S«J5 

o^ie 

05fl97 

94h;w 

05166 

34 

W 

OiTOJ 

08^ 

flsaeo 

00071 

04ft5O 

05141 

^ 

m 

eiaifi 

0«1»4 

O^-Wk^l 

06016 

M18I 

05110 

^ 

M 

01  Hl^ 

oei5a 

033»0 

OflO^iO 

waio 

OGOOO 

SI 

40 

0.Olttfl8 

lo.oetK 

0.O34O0 

10.00601 

0.940S5 

10.06006 

so 

41 

oi8ai 

oeio? 

0^431 

00,-^ 

M06J 

06030 

10 

4« 

01010 

fm&\ 

03457 

00M3 

M»6e 

05014 

18 

43 

01915 

(mis 

oiH»a 

OtL-JlS 

050  L3 

oioes 

17 

41 

01071 

O'wao 

»350» 

Oe49!4 

9M^ 

o*oea 

16 

45 

OtOM 

08004 

oes33 

00467 

(^038 

15 

4» 

%ilm 

0797S 

wsm% 

06441 

BfjOet? 

0491:; 

14 

47 

D^MHS 

oryes 

055&I 

06410 

0:^113 

04887 

13 

48 

0OT3 

OTB-r 

ff4MlO 

0C300 

«W:^ 

04^01 

12 

40 

ijoeo 

OTWl 

03095 

oeaei 

0&164 

04836 

U 

W 

o,9a[*^ 

10,07S7S 

o.Qdoei 

10.0B,'«Q 

0.06190 

10.04BIO 

10 

bi 

irjtQo 

0TB5O 

0Wi87 

003)8 

9&t£1B 

04:  S5 

0 

O'l 

iKirs 

07HM 

0^712 

Qm*% 

05240 

04760 

ft 

ts 

o^ioa 

onw 

0973S 

00:102 

o.%aoa 

04734 

7 

w 

«teS7 

0777* 

03763 

0tia37 

05,'91 

04700 

6 

55 

or^ 

07747 

03780 

oc'iii 

05317 

046f'a 

5 

BA 

0«9:9 

077^ 

03gl4 

00l>^ 

6fi34'^ 

O405« 

4 

BT 

0^1301 

07(^ 

0.^0 

OOIAO 

%^&m 

04033 

3 

fiS 

vsaao 

071*71* 

91#65 

oern 

0^^03 

01607 

t 

ro 

oawB 

07«44 

ft^ffiJI 

OSIOO 

05UB 

045»d 

I 

130 

0^1 

0^10 

03016 

O60B4 

954  H 

04550 

0 

J 

CoUn 

Tan 

Cot*n 

TftQ 

Cotan 

Tan 

t 

wr 

40» 

48* 

484 


TABLE  HL— LOG. 

TANGENTS  AND  COTANGENTS. 

* 

43* 

4a* 

44* 

* 

T»n 

Oot«i] 

Tm 

Cotaa 

Tail 

Coun 

0 

0.9&I44 

10.04^56 

O.OOMO 

10.080S4 

0.064S4 

10.0t51G 

^ 

] 

£l&469 

04531 

06001 

08009 

08509 

01431 

59 

3 

054»a 

0*50S 

OTOIC 

03084 

06564 

ouee 

58 

a 

eaa-jo 

04480 

0701s! 

0-,?3B3 

06560 

01440 

67 

4 

0fi,'i45 

04455 

97067 

0:^063 

36585 

01415 

r^ 

5 

S^7l 

04433 

OTUBa 

a»908 

06010 

01800 

55 

« 

*551W 

044M 

07118 

03883 

93635 

otsos 

M    ' 

7 

050^ 

04SI8 

07143 

03857 

08601 

013^9 

58     1 

8 

Q&64T 

04363 

07108 

€cl83S 

f)86l« 

013H 

63 

« 

gsei3 

043^ 

07103 

O3807 

087U 

01380 

51 

10 

0.9S6«S 

IO,0430S 

3.07310 

IO.Q3781 

0.08737 

10.01263 

50 

n 

9672a 

04377 

07sf44 

03756 

08763 

01388 

40 

13 

m4% 

04^63 

BfTjeO 

03731 

06787 

oiaia 

48 

13 

&.'J774 

04ia«i 

0731)6 

03705 

38813 

01188 

47 

u 

»7^ 

omi 

07BSO 

03660 

0116£ 

40 

1& 

«5»35 

CWI75 

07^5 

fm£A 

38863 

01137 

45 

10 

05«&O 

0I160 

07371 

C3030 

36886 

01113 

44 

IT 

OfiffTft 

04135 

07336 

02004 

08913 

01087 

48 

18 

1       95901 

0*0W 

07431 

Oi^TO 

08030 

01061 

43 

10 

oseas 

04074 

07447 

02553 

3w04 

01086 

41 

80 

0.05flfiQ 

10.04048 

0.074:3 

10.03&S8 

0.08060 

lo.oion 

40 

ei 

06K7 

mo«9 

07407 

03601 

900l« 

0O085 

SO 

IS 

OOOOJ 

03P08 

37533 

oai77 

00O4O 

00060 

38 

£t 

0t»S8 

09D7a 

07548 

034^ 

09065 

00«S5 

.^ 

S4 

0t^lf>3 

08M7 

37573 

03437 

09090 

tiOOlO 

88 

35 

9S07B 

08931 

37508 

Ou>403 

00116 

00884 

36 

30 

09104 

03800 

37034 

03876 

90141 

00&50 

S4 

37 

0aj29 

0B«71 

37640 

CR^M 

93166 

00^ 

33 

S8 

oei&5 

08845 

07674 

03S35 

99191 

00603 

83 

30 

OQIBO 

osaao 

07700 

0S800 

995!17 

00768 

31 

90 

0.06306 

10.08795 

0.OT735 

10.023;^ 

0.3G343 

10.00758 

30 

81 

96231 

06760 

07760 

02:!5a 

90307 

00^83 

33 

33 

06350 

0*744 

07776 

oaa34 

995193 

00707 

38 

S3 

96iffit 

QiTlO 

07601 

OS100 

0^18 

00683 

27 

S4 

OtfaOT 

97820 

01JJ74 

99543 

00657 

^ 

SIV 

06333 

09668 

37851 

03140 

00^%6 

00633 

35 

M 

06857 

Q0648 

37877 

0213a 

09891 

00006 

34 

37 

mm 

a»6i7 

07303 

00410 

0CS81 

n 

sa 

e4Hoe 

08COS 

07027 

mm 

09444 

06656 

33 

») 

06439 

06567 

0TQ68 

omi 

99469 

00631 

31 

40 

3.064^9 

10.08541 

0.07378 

10.03033 

9.09435 

10.00506 

30 

iX 

064St 

03516 

0N)03 

0ID97 

OOS-.'O 

00480 

A% 

06510 

oatoo 

mt2» 

01071 

OOM^ 

00465 

43 

00585 

{mtb 

06054 

01O40 

09570 

OOfSO 

44 

0S56O 

03440 

mm 

OlWl 

09536 

00404 

45 

wm 

08414 

oeioi 

O1806 

00^ 

0O37O 

40 

0661 1 

ixsm 

08180 

01870 

00646 

00354 

47 

06096 

OKM 

0816& 

01845 

3ea^^ 

O0S28 

4% 

06063 

ottm 

08180 

0l8a3 

30607 

00003 

40 

06067 

038L8 

0830Q 

017V4 

oont3 

00376 

50 

3.00T13 

10.08388 

3.08331 

10.01700 

0.33747 

10.00^ 

1    A^ 

06788 

00263 

083» 

01744 

3»77a 

00^ 

&( 

00703 

06337 

38381 

onto 

03T9S 

ooaoa 

U 

0678a 

0S313 

38337 

oiaos 

09833 

00177 

U 

OflfiH 

oaiso 

3838a 

0lti66 

06646 

00163 

u 

06830 

OSlOl 

08«57 

01013 

39874 

00136 

M 

00804 

08t86 

06383 

01617 

03890 

00101 

57 

06300 

osno 

084ti8 

01503 

09934 

00076 

5a 

06015 

mofts 

06438 

01567 

03940 

00061 

fia 

06010 

<^oeo 

06458 

01543 

00975 

00036 

00 

06SO6 

0SU84 

3(M64 

01516 

lOOOOOO 

DOOOO 

1 

Cotao 

Tati 

Cotan 

Tan 

Tan 

/ 

%1* 

4f 

«• 

i 

485 


TABLE  IV.— NATURAL  SINES  AND  COSINES. 


0 
1 
8 
8 
4 
6 
6 
7 
8 
9 
XO 

11 
18 
18 
14 
15 
16 
17 
18 
19 
80 

81 
88 
88 
84 
85 
86 
87 
88 
89 
80 

81 
88 
88 
84 
86 
86 
87 
88 
80 
40 

41 
48 
48 
44 

45 
46 
47 
48 
49 
60 

51 
68 
58 
54 
55 
66 
57 
68 
60 
60 


Sine 


.06976 
.07005 
.07084 
.07063 
.07098 
.07121 
.07150 
.07179 
.07808 
.07237 
.07266 

.07295 
.07824 
.07858 
.07882 
.07411 
.07440 
.07460 
.07496 
.07527 
.07556 

.07586 
.07614 
.07643 
.07672 
.07701 
.07780 
.07759 
.07788 
.07817 
.07846 

.07876 
.07904 
.07983 
.07962 
.07991 
.06020 
.06049 
.06078 
.08107 
.06186 

.06166 
.06194 


Coain 
.99756 
.99754 
.99752,  w» 
.99750157 
.99748156 
.99746'  55 
.99744!  54 
.99742;  53 
.997401  52 
.99788  51 
.99736.60 

.997811  49 
.99731148 
.99r29  47 
.99727 


.06281 
.06310 


.06397 
.06426 

.06465 
.061^ 
.06613 
.06542 
.06571 
.06600 


.06668 
.06687 
.06716 
Cosln 


.99785 
.99728 
.99721 
.99719 
.99716 
.99714 

.99718 
.99710 
.99706 
.99705 
.99708 
.99701 
.99699 
.99696 
.99694 
.99602 


.99680 
.99667 


.99680 
.99678, 
.99670  23 
.99673'  22 
.99671 '  21 
.99068120 

.99666' 19 
.996(Mj  16 
.996611  17 
.99650  16 
.9965: 
.996MI  14 
.99652  13 
.99649 
.99647 
.99614 


15 


.99642 


.99637 
.99685 


.99630 
.90627 
,99625 


■99619 
Sine 


85* 


4S6 


TABLE  rv.— NATURAL  SINES  AND  COSINES. 


_  Sine 

0  .08716 

1  .08745 

2  .08774 
8  .08803 

4  .08831 

5  .08860 

6  .08889 

7  { .08018 

8  .08M7 

9  <  .08976  .90596 
10  .09006 ..99501 

nl    ' 

12 


6« 


CosinI 
199619 
.9'.M517 
.99614 
.99612 
.99609 
.99607 
.99604 
99602 
.99599 


.090S4 
.09068 

13  .09092 

14  1 .09121 

15  1 .09150 

16  1 .09179 

17  1.09208 

18  ' .09237 

19  '  .09266 

20  1.09295 

21  1.09324 

22  1.09353 

23  1.09882 

24  '  .00411 

25  .00440 


.00469 
.00498 
.09527 
.00556 
.09585 

.09614 
.09642 
.09671 
.09700 
09729 
.09758 
.09«7 
.09816 

.(ma 

.09874 
.00908 


.09961 
.09990 
.10019 
.10048 
.10077 
.10106 
.10185 
.10164 

.10192 
.10221 
.10250 
.10270 
.10808 
.10387 
10866 
.10305 
.10424 
.10453 


.09601 
.90588 
.00586 
.00583 
.00680 
.00578 
.00575 
.00572 
.00570 
.90567 

.90564 
.99562 
.99550 
.00556 
.00558 
.99551 
.99548 
.99545 
.99M2 
.99&10 

.90587 
.00584 
.00581 


.00626 


00517 
.00514 
.00611 

.99508 
.99506 
.9I»08 
.99500 
.99497 
.99494 
.99491 
.90488 


.00482 

.09470 
.00476 
.00478 
.00470 
.00467 
.00464 
.00461 
.00458 
.00455 
.00452 


Ckwin  I  8ine 
84^ 


JSine  iCogin 
.10453  .00452 
.10482  .00449 
.105111.00446 
.1(K>40  .09443 
.105691.99440 


.10597 


.10655 
.106»4 
.10713 


90437 
.994^ 
.90431 
.00428 
.00424 


.10742  .90421 

.10771 '.00418 
.10800  .99415 


99412 
99409 
.99406 
.90402 


.99396 


10829 

10658 
.10887 
.10016 
.10045 
.10978 
.11002 
.11081 

.11000 
.11080 
.11118 
.11147 
.11178 
.11205 
.11234 
.11263 
.11201 
.11320 

.11840 
.11878 
.11407 
.11486 
.11465 
.11404 
.11528 
.11558 
.11580 
.11600 

.11688 
.11667 
.11006 
.11725 
.11754 
.11788 
.11812 
.11840 
.11860 
.11806 

.11027 
.11066 
.11085 
.12014 
.12048 
1.12071 
.12100 
.12120 
.12158 
.12187  .00256 
Cosiii  I  Sine 

88» 


.09383 
.00380 
.00377 
.00374 
.00870 
.09367 
.09364 
.99360 
.99857 

.00354 
.09351 
.00347 
.09344 
.00841 
.09837 
.99384 
.00331 


.00317 
.00314 
.00310 
09307 
.00808 
.09800 
.00297) 
I 


.00270 
.00276 
.00272 


8« 


Sine  Cosin 


.12187 
.12216 
.12245 
.l:4«74' 
.12802 
.12331 
.12360 
.12389 
.12418 
.12447 
.12476 

.12504! 
.12538 
.12562 
.12501 
.12620 
.12640 
.12678 
.12706 

.12764 
.12793 


99255 
99251 
99248 
99244 
99240 
99837 


99230 


.99219 

.90215' 
.00211 


.12851 
.12880 
.12906 
.12937 
.12066 
.12005 
.18024 
.18058 

.18081 
.13110 
.13130 
.18168 
.13107 
Ad2» 
.13254 


.18312 
.18841 

.13370 
.13800 
.13427 
.18456 
.13485 
.18514 
.18548 
.18572 
.13600 
.13620 

.18858 
.18687 
.18716 
.18744 
.18778 
.18802 
.18831 
.18860 
.18880 
.18017 


Cosin 


.00204 
.09200 
.00107 
.99193 
.99189 
.99186 
.99183 

.99178 
.99175 
.99171 
.99167 
.99168 
.99160 
.99156 
.99152 
.99148: 
.99144 

.991411 
.99187 
.99183 
.99129 
.99125 
.99122 
.99118 
.99114 
.99110 
.991061 

.99102! 

!99094 
.99091; 
.990871 
.99083 
.99079 
.99075 
.99071 
.99067 

.90068 
.90059 
.99055 
.99051 
.99047 
.99048 
.09089 
.99085 
.99031 
.99027 
Sine 


82* 


.9697^ 
.08073 
.06969 


Sine  I  Cosin 
. 18917 ::99027 
.13946  .99028 
.13975 '.99010 
.140041.00015 
.14033  .00011 
.14061  .00006 
.14000. 00002 
.141 10;. 98998 
.141481.98904 
.141771.08000 
.14206'  06986 

.14234< 
.14283. 
.14292' 
.14820 
.14840 
.14378 
.14407 
.14486 
.14464 
.144931 

.I4522I 
.145511 
.14580 
.14608 
.14687 
.14666 
.14605 
.147^ 
.14752 
.14781 

.14810  .98897 
.14888  .08803 
.14867  .98889 


.06061 
.08957 
.06063 
.08048 
.98944 

.O8O40I 


.98919 
.06014 
06010 
96006 
96002 


14606 
14025 
.14054 
.14082 
.15011 
.15040 
.15060 

.15007' 
.15126 
.15155! 
.15184' 
.15212 
.15241! 
.15270 
.152991 
.15827' 
.15356: 

.16886 
.15414 
.15442! 
.15471' 
.l&VX), 
.15529, 
.15567 
.15.VW 
.15615 
.15648 
Cosin  I 


98884 
98880 
.96876 
.06871 


.98868 

.98864 

.98849 
.96845 
.06841 


96827 


.96818 
.06814 

.96800 
.06805 
.96800 
.96706 
.96791 
.987«7 
.98782 
.96778 
.98778 
.967TO 
Sine 


81« 


Sine  ICorinI  _ 
^15643  .96709  00 
.15672  .96764  60 
.15701  .06700  58 
.15780  .96755  67 
.15758  .96751  66 
.157^:. 96740  65 
.15816  .06741  64 
.15tM5,. 06737,  58 
.15873  .967821  62 
.15002  .06728  51 
.15081  06723!  50 


96981 
96927| 


98662 
96648 
96648 


.06084 
.98019 
.98014 
.96000 


.15960 
.15068 
.10017 
.16040 
.16074 
.16108 
.161S2 
.16160 
.16180 
.16218 

lOMO 
.10876 
.10804 
.10338 
.10801 
.10800 
.16410 
.16447 
.16476 
.16605 

.10533 
.10502 
.10501 
.16620 
.16648 
.16077 
.16706 
.10784 
.10768 
.16702 

.10820 
.168401 
.18878 
.16000 
.100861 
.10004 
.16008 
.17021! 
.17050 
.17078 

.17107  .! 
.17186:. 96621 
.17104 -.96510 
.17198  .96511 
.17^282  .96600 
.17250  .08801 
.17870  .96400 
.17906  .98401 
.17880  .08480 
.17805  .06481 


98718'  40 
.06714  48 
06700  47 
.06704' 40 
96700,45 
06006  44 
,96000  48 
96686  48 
96681 141 
96676  40 

,96671 
96667  88 
,06602  87 
80 
86 
84 
88 
88 
81 
80 

89 
88 
87 
80 
85 
84 
88 
88 
81 
80 

19 
18 
17 
10 
15 
14 
13 
18 
11 
10 

9 

8 
7 
6 
5 

4 
S 
8 
1 
0 


96801 
98000 
96606 
06600 


06675 
96670 
96S06 
06601 
96660 
I66&1 
96546 
.96641 
96680 


.96681 


Cosin  I  Sine 
80- 


4«7 

TABLE  IV.— NATURAL  SINES  AND  COSINES. 


0 
1 
2 
8 
4 
6 
9 
7 
8 
9 
10 

11 
12 
IS 
14 
15 
18 
17 
18 
19 

ao 

SI 
22 

as 

84 
85 
26 
87 
88 
29 
80 

81 
88 
88 
84 
85 
86 
87 
88 
80 
40 

41 
48 
48 
44 

45 
46 
47 
48 
49 
60 

51 
{& 
58 
54 

55 
56 
57 
58 


10« 


Sine  CkMin 
.17365  .96481 
.17393  .96476 
.17422  .98471 
.17451  .98466 
.17479  .96461 
.17506  .96155 
.17587  .96450 
.17565  .96445 
.17594  .96440 
.17683  .96435 
.17651  .96430 

.17680 
.17706 
.17737 
.17766 
.17794 
.17883 
.17852 
.17860 
.17909 
.17987 

.17966 
.17996 
.18083 

18052 

18061 

18109 

18138 
.18166 

18195 

18824 


18»1 
18309 


18367 
.18395 
.16124 
.18452 

18481 
.18509 


.18567 
.18595 


.18652 
.18681 

18710 
.18788 

18767 
.18796 


.98420 
.96414 
.96109 
96404 
96899 


96378 
98373 


96362 
98857 


96347 
96341 


96331 


96315 
96310  i 
96301 


96894 


96277 
96272 

96867 
96861 


968501 


.96840 


.96218 
96818 


.18aM 

18852  98807 
.18881  .96801 

18910  .96196 

18988;.  96190 
.189671.96185' 

18095  .96179 


IV 


12» 


Sine^ 
:i9061 
.19100 
.19136 
19167 
.19195 
19224 
19852 
19281 
19309 


Cosin   f^liie  L'^'KiEi 


.19366 

.10395 
19423 
19152 
19181 
19509 
19538 
19566 
19696 


19652 

19680 
19709 
19787 
19766 
19794 
1«S23 
19651 
19680 
19906 
19937 

.19965 
.19994 
.20082 


.80051 
.80079 
.80106 
.80136 
.80165 
.20193 
.80228 

.20850 
.20279 
.20307 


.20864 


19024 
19052 
19061 


Ck>8lii 


96174 
.98168 
96163 


Sine 


79» 


.20421 
.80150 
.80478 
.80507 

.80535 
.80563 
.80598 
80680 
80649 
.80677 
.80706 
80734 
.80763 
.80791 


.96163 
.96157 
.96158 
.96146 
.96140 
.98135 
.96189 
.96124 
.96118! 
.96112 
.961071 

.96101 ! 

.96096 

.96090! 

.960641 

.96079 

.96073 

.98067 

.96061 

.96056 

.96050 

.96044 


96083 
96087 
96021 1 
96016 
96010 
96004 
97996 
979981 

97967 
97981 1 
97975 
97969 
97963 
97958 
97958 
97946 
97940 
97934, 

97988 
.97988 
97916 
97910 
.979(6 
.97899! 
97893i 
978871 
.9^381 
978751 

97869 
97863i 
97857 
97851 1 
97845 
.97889 
.97833 
.97827 
.97881 
.97815 


.aOTVl, 

wmfo 
^nei 

2JiHS 

.2iaoa 

.21351 

SU17 
.2144.'^} 
.ai474 
.2150!? 

.2i5&a 

.2J587 
/Amu 

.2IQ78 

.2i;t)i 
.airitt' 

.2IHH. 

.^iwl 


,^7Kirj 

07754 

.I»7?48 
,&77i-2 

.977iK» 
.i>772a 
.97717 
.tf77ll 

.97rS8fl 
,  97f  >^  I 

.97>lt: 

.  97tk'i  I 

971KW 
976= W 


J 


Cosin  I  Sine 
78«^ 


.28410' 


.82467 

.g8495  

Cosin  I  Sine 


U76I7 
U761I 

97FJIM 

97"Ni^-i 

iJ7r»H-, 
ff7r>T'i 

975tVk 

.975-.' I 

.97:^1- 

9741M 
974Wi) 

97476 
97470 
97463 
97457 
97450 
97444 
97437 


18- 


14* 


.82558 


.!%»80 


Sine  |Cn5fn 

•.^  i  I  7 
'►.  Ml 


ic;i7i 

.t>7H58 
9731&1 

9T;Mr> 

97;-tti 
97?tr. 

1I7M I  ] 


22722 
.22750 


.28807 


.88698 


.:S980 
.88048 
.88977 
.83006 


83090 
23118 
23146 
23175 


.23316 


23373 
23101 
23429 
23458 
23186 
23514 


28571 


.23661 
.23718 
.28740 


.23797 


.23910 


23995 


77« 


I  • 
I- 

!  .'21061 
1.24079 
1.24106 
.21136 
.24164 
.21192 
Cosin 


■.17  ]h:* 
Lf7].V» 

:t:us 
■;iri:i( 


;j'K> 


Sine 
.24192 
.21280 
.21249 
.21877 
.24305 


.24362 
.24390 
.24418 
.24446 
.24474 

.84603 
.84631 
.24560 
.21587 
.24616 
.24644 
.24672 
.24700 
.24726 
.24756 

.24764 
.24813 
.24841 
.24860 
.24807 
.24985 
.249&1 


.25010 
.25088 

.25066 
.25091 
.251iS 
.25151 
.25179 
.25207 


.25348 
.25376 
.25104 
.25432 
.25460 
.25488 
.25516 
.25545 
.25573 
.85601 


Cosin 


.97030 
.97023 
.97015 
.97008 
.97001 
.96991 
.96967 
.96960 
.96973 
.96966 
.96959 

.96958 
.96945 
.96937 
.96930 


96916 
96909 
96008 
.96894 


.96687 

.96880 
.96873 
96866 
96858 
96851 
96644 
96887 


.96815 

.96807 
.96800 
.96798 
.96786 
.96778 
.967n 
.96764 
.96756 
.96749 
.96748 

.96784 
.96727 
.96719 
.96718 
.96705 
.96697 
.96690 


LJ7A'>8 

yTtfii 
{irtM-t 

U74^i7     .25654 

<A7^yso 


.85657 
.85685 
.85713 
.85741 
.85769 
.25796 


.96615 
.96608 
.96600 

.96593 

Cosin  Sine 


.96675 
.96667 

.96660  9 
.96653!  8 
.96645  7 
6 
5 
4 
3 
2 
1 
0 


.96630 


76' 


75« 
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TABLE  rv.— NATURAL  SINES  AND  COSINES. 


t 

16- 

16*        j 

17-         1 

IB-        1 

19-        1 

' 

Bine  |CoBln 

Sine    Cosln 

Bine 

Cofllu 

Bbi« 

Cd«Jii 

Sine 

Cooin 

^ 

.aQHg^,,oflfiy9 

,275*5  ,«jjae 

.^237 

,96630 

:30009 

;95I06 

.32567 

:ot55« 

80 

1 

.S&910,  .mm 

.2701^  .oaiis 

i,2'J26& 

.U362> 

.30029 

.06007 

.33584 

.^^42' 69 

£ 

.»e38  .9eiG78 

.27eiu  .twim 

.20293 

.96613 

.JWffiST 

.O50«8 

.32012 

.94533  68 

a 

.aosa  .t»ti.^7iv 

.JiT*HS  Jmi^ 

.29321 

96606; 

,30085 

,06070 

.32639, 

.94523 

67 

4 

.SBHM  .0S5(^ 

.2rft70    WOOtM 

.aj-wa 

.96506' 

.31012 

.96070 

.326^7 

.91514 

66 

S 

nos2  fm'i^s 

2T7M    MWBQ 

1  {S976 

068H8- 

.31040 

06061 

.^NlfKM 

04604 

55 

fl 

.SeOW  .WSW7 

:2T73i  'aaoni 

!S0404 

[fiuTa 

,31068 

.06052 

.327V2 

^04495 

64 

7 

irrrs©  98070 

1.29439 

.9S6n 

.31096 

.9»M3 

.32740 

.94485 

53 

S 

.SSIOFT  .«K>3;i 

.27787  .06062 

.20460 

.05562 

.3im 

.ooow 

.3^777 

.04476 

52 

,     » 

aaias  .iurse* 

.27^15  .06064 

.J>iU87 

.(15564 

,81161 

.OBOM 

i.se^u 

94466 

51 

10 

aoiaa  efion. 

.  27^43  .06046 

.2U515 

.05646 

.81178 

.90018 

.3^^ 

.Oit^7 

50 

]1 

,«siw  .06608 : 

.2T«71  .06«^7 

20^ 

.06638 

1 .31306 

,06006 

.32f«0 

.91^7 

49 

li 

ioeiD  .otiaoa 

.2^90  .060129 

2y671 

.05528 

.31233 

.04007 

.3i:sH7 

o^Msa 

48 

13 

.3aW7  ,tH^tM 

.279er  .O(50ill 

.20599 

,06519 

.31201  L9108H 

.aaii4 

,94428 

47 

14 

.«fta7S,  .90480 

.2;9ri.^  .00(.>ia 

,.20aS6 

.06611 

.31289  .W979 

,.ai»4a 

.04418 

46 

lA 

3Q30aLo&l70 

.a79H3  .iWOOS 

.96602 

.31310  .oioro 

,.32009 

.W409 

46 

IS 

JIA3S1I.964T1 

. 28011'. 0afi27 

[sMsa 

.06403 

.31344  .94061 

'.32907 

.94300 

44 

17 

.&B35&  .M46a 

2[im.«ua» 

.08710 

,06485 

31372  .W»52' 

,33024 

.fMflOO 

43 

18 

.aeaar  ,w>«« 

.jsoar  .0M8t 

.90737 

.0647^ 

.31399 

.94S^ 

.33051 

.94380 

43 

10 

.25415  .«W48 

.28ca5  .ofiora 

.29766 

.06467 

.31427 

.04JJ33 

.Mm 

.94870 

41 

SO 

.aW43  .9644Q 

.28m,  .0596* 

.39703 

.06469 

.31454 

.04924 

\  .33106 

.94381 

40 

ai 

.»4?^^B<Ma3 

.2ai50Lo6O!W 

.29801 

.96450 

'.3148^ 

.9J915 

.33134 

,94351 

SO 

^ 

.!iQ5Q0M«4a5 

.2Bm  .oawsk 

.20849 

.O&Ul 

; .31510 

.OJ0U6 

38161 

.04342 

38 

£3 

.3053S1  86417 

.«»8 

,06010 

.20076 

.^^433 

'.31637 

.W897 

.83189 

.9433S 

87 

IW 

.aa&56^go4io 

.ia«4 

.OGiai 

.909CH 

.051*1. 

.31566 

mm 

.33918 

.048SS 

36 

29 

aea^Mi^ioe; 

.S88(»l 

.OMffi 

.20032 

.0!VI15. 

.31503 

.94378 

,33^ 

.94313 

86 

t» 

.sufli^l  Bsaai; 

.28200,  .%«1A 

.29960 

, 051071 

.31620 

m86fl 

.33371 

.04303 

84 

KT 

SKMMO  Uesafli 

,asai8'.fle9G7 

.20087 

.05^ 

.31648 

.94f^ 

.3%ai8 

83 

2S 

aocea  .ysffTu 

.28346    05888 

.30013 

.05389 

.31675 

.94851 

.83336 

!94284 

32 

1» 

iM«U6    06371 

.28374    KJ«90 

.301^3 

.05.^ 

.31703 

.94M2 

'  .33353 

.M2T4 

31 

30 

.!«inMLH6363 

.2s4Cfcj  .osaai 

.30071 

.06372 

.317^ 

.04833 

■33381 

.04261 

30 

31 

.36r5J3'.SC355 

2S429'.9S^4 

.3lXm 

.06303 

.SlTTifi 

.94823 

>.3S40e 

.«^ 

£9 

:ia 

aiTHO  .06347 

.!Su:j7  .»rv:sea 

.30120 

.^351 

:.317H0 

/J4HI4 

.3»43R 

.W245 

m 

33 

.aseofi  .06*40 

.a»*85  .05857 

,ayi5i 

,95345 

.31813 

.tM806 

-33463 

.94235:07 

^4 

,40886  J<£^ 

.28513  .06840 

,30182 

.06837 

.31811 

.04705 

1  .33490 

.94225' S6 

3Et 

.«8W  .W33^ 

.2B5I1  .05841 

.80909 

.06328 

.318C8 

.1M786 

.33518 

'.94315  25 

ae 

.awfia  ooam 

.28560  .068St 

.30287 

.96319 

.31806 

.W777 

.33645 

.W208124 

ar 

Msm  .m^ 

.28597i.95e« 

.30968 

.95310 

.31023 

.94768 

.38573 

.MIOO;  S3 

tt 

.WW8    yii3i>l 

.280:^  .05816 

,ao90e 

.06301 

.31951 

.04758 

.38600 

.94186  aa 

sa 

.sere  .jMSiJs 

.28053  .915807 

.30390 

.06208 

.31070 

,91740 

.33^ 

.04176' 21 

40 

.«7W>i,.0(^«& 

,^880  .06709 

.30S48 

oas&i, 

.saooo 

.(UT40 

.83656 

,94167 

m 

ii 

SToasl.ijesT? 

.aSTCe'. 96701 1 

.30876 

.95m 

.39094 

.94730 

.89889 

,«1S7 

19 

A^ 

.2TOS0  .06209 

.28730  .05^ 

.a040S 

.06268! 

.mm 

.04?;!1 

.33710 

,04147 

18 

-(3 

,s?nB8  iwaii 

,«7W  .95TT4 

.80431 

.95267 

.saotio 

.04712 

.33737 

.94137 

17 

44 

.37110  .ttt^Vl 

.a?71>Sj  .057W 

.30t89 

.08S48, 

: .32118 

.94702 

.B37*M 

,04127 

10 

45 

.27144  .weaid 

.28820  ,93757 

Mm 

.05^0! 

.K144 

.94698 

]. 83702 

.91118 

15 

4a 

.2n;*.9«23ft 

.288471.05719 

.30514 

05231 

.32171 

.94884 

LSSSIO 

.94106 

14 

47 

aT^WO.OSSSO 

,38875  .05740 

.30542 

.115222 

33100 

.94974 

i. 88818 

.91608 

18 

48 

.?7a« 

jHssi; 

.sSBOSLoaTai 

.a067D 

,^m\% 

.32227 

.9IQ8!l 

|.J5^4 

.94**8 

12 

49 

.T^m 

I«S14| 

.tfBSiLomi 

.30607 

.ftW4 

.32^ 

.94666 

1  v^m 

940Tlt 

11 

50 

.L'7s»4 

90908; 

.iHKSi  .asofi 

.30005 

.fl!5l06 

|.332ffi 

.M64lf 

,.339^3 

.94U68 

10 

51 

.27312 

Mvm 

.!^87Loff707 

jmA 

.06188' 

! .32300 

,*«37 

■,3ri956 

,M158 

9 

m 

2?^0 

M\m 

.29015  ,0S6ei 

,.30^ 

.06177 

.32337 

ftl627 

mM\ 

.a404O 

^ 

S,^ 

^^!T«18 

(WIX3 

20042'  06600 

'.80708 

.06168 

.WS^A 

.9*618 

.34011 

.01009 

7 

64 

27?MW 

90174 

.aaCVTOi. 06881 

.30786 

.06150 

.3230^ 

.01600 

.34038 

.94000 

8 

M 

a^4JH 

WilfiO 

290B9|.«Mn« 

.30783 

.95150 

.^419 

.94509 

.34085  .0*019 

6 

ae 

.2f7^ia 

901  SB 

.29126  .06884 

.80791 

.06142 

.32447 

.91600 

.S400S  .04009 

4 

57 

.S74a0 

UOIW 

29164  [.06666 

308ia; 

.96138 

.32474 

.94680 

.MliO 

93009 

3 

06 

.fTKlft 

.00142 

2»l8g|  ,05817 

.308*8 

.061^ 

.32.^2 

.04571 

.*I147 

!oa989 

a 

in 

.tTsao 

.90131 

20209  .09689 

.30874 

.96115 

32539 

,94'irtt, 

.31173 

,03079 

1 

60 

.£7SM 

.Miie 

.2»S7  .oooao 

CobId  1  Bine 

.30902 

.06106 

.33557 

.01562 

.8^H2 

.08860 

9 

BIi]e~ 

CfMttu  8ln«  1 

Coftln   Sine  ' 

IcosU* 

8be 

W-        i 

7a- 

7J'        1 

71-         1 

1        70*       1 
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TABLE  IV.— NATURAL  SINES  AND  COSINES. 


80> 


Bine 


CkMln 


84a(» 


.848S7 
.84284 
.84811 
.84889 
.84866 
.84808 
.84421 
.84448 
.84475 

.84508 
.84580 
.84667 
.84684 
.84612 
.84689 
.84666 
.84604 
.84721 
.84748 

.84775 
.84808 
.84880 


93960 
98959 
,98949 


.99929 
.98919 
.98009 
.98809 


.98879 


98869 
08849 


84857 
.84884 
.84912 


.84966 
.84903 
.86001 

.86048 
.85075 
.85100 
.85180 
.85157 
.85184 
.86211 


.86820 


.86817 
.86875 
.85402 
.85429 
.85456 
85484 
,85511 


,85665 


.35619 
.85&47 
.85674 
.85701 
.85728 
.85756 
.85782 
.85810 
.85837 
Cosin 


98819 
98809 
08700 
98789 
98779 


98759 
98748 
93738 
03728 
98n8 
,98706 
,98696 
,93688 
.93677 
,98667 

,98657 
.98647 
.98687 


93616 
99606 


93585 
98575 
98565 


.98555 
.93M4 
.98534 


,98514 
,93509 
98493 


93479 
,98462 

,03462 
,03441 
,03431 
08420 
,03410 
.08400 


,08379 


Sine 


21« 


Sine  Oogjn 
.85887  .08358 
.85864  .03848 
.85801  .08387 
.85018  .03827 
.86045  .08316 
.86078  .08806 
.36000  .08206 
.36027  .03285 
.86054  .06274 
.86081  .98264 
.86106  .98253 


.86185 
.86162 
.86190 
.36217 
.86244 
.86271 


.03248 


.03211 
.03201 
.03190 
.03180 


.86879 

.86406 
.86484 
.86461! 
.864881 
.86615 
.86542 
.86560 
.8659C 


.86650 

.86677 
.86TM 
.86781 
.36758 
.36785 
.36812 


.03150 
.03148 

08187 
03127 
03116 
03106 
,03095 
,03081' 
,03074 


22« 


Bine 


Cosin 


.87461 
.87488 
.87515 
.87542 
.87560 
.87505 


,08062 


,03012 

,03081 
,03020 
.03010 


.86867 


.86021 

.86048 
.86075 
.87002 
.87029 
.87056 
.87088 
.87110 
.87137 
.87104 
.87191 

.87218 
.37245 
.87272 
.87299 
.87826 
.87353 
.87880 
.87407 
.87434 
.87461 
Cosin 


.92978 
.02067 
.02056 
.02045 


.02918, 
.02002 


.02881 
.02870 


.02827 

.02816 
.02805 
.02794 
.027M 
.02773 


.02751 
.02740 
.027^ 
^052718 
Sine 


68* 


.87640 
.87676 
.87708 
.87780 

.87757 
.87784 
.37811 


.87865 
.87B02 
.87010 
.87M6 


.87978 
.87000 


.92718 
92707 
92697 


.92675 
92664 
92653 


.92642 
.92631 


.92587 
.92576 


.92554 
.92543 


.92521 
.92510 
.92499 


.88053 
.88080 
.88107 
.88184 
.88161 
.88188 
.88215 
.88241 


92477 


,92455 
.92444 


.92421 
,92410 


.92877 


.88819 
.38876 
.88403 
.88430 
.88456 


.92356 
.92848 


28« 


Sine  CoBin 


.88510 
.88687 


.92310 
.92299 
.92287 
.92276 


.88664  .92266 
.38591  .92254 
.38617  .92248 
.88&14 
.886n 


.89078  .92050 
.89100  .92089 
.89127  .92028 
.30153  .92016 
.39180  .92005 
.89207  .91994 
.39234!. 91982 
.892601.91971 
.89287  .91950 
39914  .91948 
80841  .91936 

91925 
.91914 
91902 
.91891 
91879 
91868 
.91866 
91845 
91833 
91822 


.38725; 
.38752 
.387781 


.88859 


.92108, 
.921861 
.92175 
.921&1 

.02152; 
.92141 ! 
.92130 
.02119 
.92107 


.89421 
.89448 
.39474 
.30601 


89555 
.89681 
,89606 

.89685 
.39661 


.89715 
.39741 
.89768 
.39795 


.89646 
.88675 

.89902 


.39955 


.40008 
.40085 
.40062 
.40068 
.40115 
.40141 

.40168 
.40195 
.40221 
.40248 
.40275 
.403011 


24« 


60 


Sine  Cosin 
.40674  .91355 

.40700  .91348  59 

.407^1.91881  58 

.407581.91319  57 

.40780,. 91807  56 

.40606  .91296  66 

.40688  .01288  54 

.40860!. 91272  58 

.40886  .91260  52 

.40918  .91248  51 

.40989  .91236,  50 


.91224  49 
.91212  48 
.91200  47 


.38912 

.88039 

.88966; 

92085 
02073  ' 
020621 
92000' 

Cosin  I  Sine  1, 


.39016 
..300T:J  , 


.40355 
.40381 
.40408; 

.40484 
.40161 
.40488 
.40514 
.40541 
.40667 
.40594 
.40621 
.40W7 
.40674 
Cosin 


91810 
91799 
917871 
91775 
91764 
91752 
91741 
,91729 
.91718 
,91706 

.91694 
.91688 
.91671 
.91660 
.91648 
.91686 
.91625 
.91613 
.91601 
.91590 

.91578 
.91566 
.91555 
.91543 
.91531 
.91519 
.91506 
.91406 
.914m 
.91472 

.01461 
.01440 
.01437 
.01425 
.01414 
.91402; 
.91390, 
.91378 
.91366 
.91355 
Sine" 


67» 


66« 


.40966 
.40992 
.41019 
.41045 
.41072 
.41096 
.41125 
.41151 
.41178 
.41204 

.41281 
.41267 
.41284 
.41810 
.41887 
.41868 
.41890 
.41416 
.41443 
.41469 

.41496 
.41522 
.41549 
.41575 
.41602 
.41628 
.41655 
.41681 
.41707 
.41734 

.41760 
.41787 
.41813 
.41810 
.41866 
.41892 
.41919 
.41045 
.419W 
.41996 

.42024 

.42051 

.42077 

.42104 

.42130  .90692 

.421561.90680 

.42188  .90668 

.422091.90655 

.42235  .90643 

.488621.90681 

Cosin  I  Sine 

66^ 


91188 
.01176  45 
.91164  44 
.91152  48 
.91140  42 
.91128  41 
.91116!  40 

.91101!  89 
.91092,  88 
.910601  87 
.91068  86 
.91056  85 
.91044'  84 
.91092,  88 
.91020,  88 
.91008  81 
.90996  80 

.90964  29 
.90972  28 
.90960:27 
.90048!  26 
.00036  25 
.00024,24 
.90911128 
.9088ft  22 
.90887121 
.90675  20 

.906631  19 
.90651  18 
.90889  17 
.90626  16 
.90814  15 
.90802  14 
.90790  18 
.90778,  12 
.90786  11 
.90758  10 


.90741 
.90729 
.90717 
.90704 


49© 


TABLE  IV.— NATURAL  SINES  AND  COSINES. 


r 


26« 


Sine  Cosin 


.42816 
.42341 
.42367 


.42420 
.42446 
.42478 
.42499 


.42552 

.42578 
.42604 
.42681 
.42667 


.42709 
.42786 
.42762 

.42788 

.42815 
.42841 
.42867 
.42894 


.42946 
42972 
.42999 
.43025 
.48051 

.48077 
.43104 
.43130 
.43150 
.43182 


.43261 
.43287 
.48818 

.48840 
.43366 


.4»I18 
.48445 
.43471 
.48497 


.43549 
.48575 

.48602 


43628 


48654 
.48680 
.48706 
43788 
.43759 
.43785 
.43811 
.48887 


.90631 
90618 
90606 
,90594 
90582 
905C9 
90557 
90545 


90520 
,90507 

90495 
90183 
D04T0 
90458 
90446 
90433 
90421 
9O40S 


90871 
90358 
90846 
90834 
90321 
90809 
90296 
90284 
90271 
90259 

90246 


90221 
90208 
90190 
.90183, 
.90171 ! 
.90158 j 
.90146; 
.90183 1 

.90120 
.90106 
.90095 
90082 

.90070 
.90057 
.90045 
.90032 
.90019 
.90007 
QnnM 
!89981 


.89966 
.89943 


.89918 
.89905 
.89892 
.89679 


Cosin  Sine 


86« 


Slne^ 
.48837 
.48868 


48916 


48904 
.44020 
.44046 
.44072 
.44098 

.44124 

.44151 
.44177 
.44208 
.44229 
.44255 
.44281 
.44807 
.44333 
.44359 

.44S86 
.44411 
.44437 
.44464 
.44490 
.44516 
.44542 
.44568 
.44594 
.44620 

.44646 
.44672 
.44608 
.44724 
.44750 
.44776 
.44802 
.44828 
.44854 
.44880 

.44906 


.44958 
.44964 
.45010 
.45096 
.45062 
.45088 
.45114 
.45140 

.46166 
.45192 
.45218 
.45243 
.45209 
.45295 
.45321 
.45847 
.45873 
.45899 
Coflin 


Cosin 
:89879 
.89667 
.89654 
.89841 


.89816 


.89790 
.89777 
.89764 
.89752 


.89789 
.89726 
.89n3 
,89700 
.89687 
.80674 


,89649 
,89686 


,80610 
,80597 
,89584 
.89571 
,89558 
89545 


.89519 
.89506 


.89480 
.89467 
.89454 
.89441 


.89415 
.89402 


.88376 


.89337 
.898»4 
.89811 


89272 
89250 
89245 


,89219 
89206 
89198 
89180 
,89167 
,89153 
,89140 
,89127 
,89114 
,89101 


Sine 


27*   1 

28-    1 

2fi 

!• 

Sine 

Cosin 
.89101 

Sine 

Cosin  1 

Sine 

Cosin 

60 

.45899 

.46947 

.86295 

.48481 

.87462 

.45425 

.89067 

.46978 

.88281 

.48606 

.87448 

59 

.45451 

.89074 

AfiOM 

.88267 

.48582 

.87484 

58 

.45477 

.89061 

.47024 

.88254 

.48667 

.87420 

57 

.45503 

.89048 

.47060 

.88240 

.48588 

.87406 

56 

.46529 

.89035 

.47076 

.88226 

.48608 

.87801 

55 

.45554 

.89021 

.47101 

.88218 

.48634 

.87377 

54 

.45580 

.80006 

.47127 

.88199 

.48669 

.87868 

68 

.45606 

.88995 

.47153 

.88185 

.48684 

.87849 

68 

.456S3 

.88961 

.47178 

.88172 

.48710 

.87386 

61 

.45658 

.88968 

.47204 

.88156 

.48736 

.87821 

60 

.45684 

.88065 

.47229 

.88144 

.48761 

.87806 

49 

.45710 

.88942 

.47255 

.88180 

.48786 

.87098 

48 

.45786 

.88928 

.47261 

.88117 

.48811 

.87078 

47 

.45782 

.88015 

.47306 

.88108 

.48887 

.87064 

46 

.45787 

.88902 

.47332 

.88068 

.48862 

.87850 

45 

.45813 

.88888 

.47858 

.88075 

.48888 

.87085 

44 

.45839 

.88675 

.47388 

.88062 

.48918 

.87021 

43 

.45865 

.88862 

.47409 

.88048 

.48988 

.87007 

48 

.45891 

.88848 

.47434 

.88084 

.48964 

.87198 

41 

.45917 

.88885 

.47460 

.88020 

.48069 

.87178 

40 

.45942 

.88822 

.47486 

.88006 

.40014 

.87164 

89 

.45968 

.86806 

.47511 

.87993 

.49040 

.8n60 

88 

.45994 

.88796 

.47537 

.87979 

.49066 

.8n86 

87 

.46020 

.88782 

.47562 

.87966 

.49000 

.87121 

86 

.46046 

.88768 

.47588 

.87951 

.49116 

.87107 

85 

.46072 

.88755 

.47014 

.87937 

.49141 

.87088 

84 

.46097 

.88741 

.47639 

.87923 

.49166 

.87079 

88 

.46128 

.88^8 

.47665 

.87909 

.49198 

.87064 

88 

.46149 

.88715 

.47690 

.87896 

.49217 

.8?06O 

31 

.46175 

.88701 

.47716 

.87882 

.49042 

.87086 

80 

.46201 

.88688 

.47741 

.87868 

.49068 

.87021 

89 

.46226 

.88674 

.47767 

.87854 

.40298 

.87007 

28 

.46252 

.88661 

.47798 

.87840 

.49318 

.86096 

27 

.46278 

.88647 

.47818 

.87826 

.49844 

.86978 

86 

.46804 

.88634 

.47844 

.87^12 

.49869 

.86964 

85 

.46380 

.88620 

.47869 

.87798 

.49804 

.86048 

84 

.46355 

.88607 

.47895 

.877W 

.49419 

.86986 

88 

.46381 

.88603 

.47920 

.87770 

.49445 

.86081 

22 

.46407 

.88580 

.47946 

.87756 

.49470 

.80906 

81 

.46483 

.88566 

.47971 

.87748 

.49496 

.86888 

SO 

.46458 

.88868 

.47997 

.87n» 

.49601 

.88878 

19 

.46484 

.88539 

.48022 

.87715 

.49646 

.86868 

18 

.46510 

.88626 

48048 

87701 

.49671 

.86849 

17 

.46536 

.88512 

.48073 

.87687 

.49606 

.86884 

16 

.46561 

.88499 

.48099 

.87673 

.49682 

.86880 

15 

.46587 

.88486 

.48124 

.87659 

.49647 

.86806 

14 

.46618 

.88472 

.48150 

.87645 

.49678 

.86781 

IS 

.46689 

.88458 

.48175 

.87831 

.49607 

.86777 

18 

.46664 

.88445 

.48201 

.87617 

.49708 

.86708 

11 

.46600 

.88431 

.48226 

.87808 

.48748 

.86748 

10 

.46716 

.88417 

.48252 

.87580 

.49778 

.88788 

0 

.46742 

.88404 

.48277 

.87575 

.49796 

.86n9 

8 

.46767 

.88890 

.48806 

.87561 

.49804 

.86704 

7 

.46798 

.88877 

.48828 

.87546 

.49649 

.86090 

6 

.46819 

.88363 

.48854 

.87582 

.49874 

.86676 

6 

.46844 

.88349 

.48879 

.87518 

.49899 

.86661 

4 

.46870 

.88336 

.48405 

.87504 

.49024 

.ODDVO 

8 

.46896 

.88322 

.46430 

.87490 

.40960 

.86688 

8 

.46921 

.88308 

.48456 

.87476 

.49975 

.86617 

1 

.46947 

.88295 
Sine 

.48481 

.87462 

.60000 

.86606 

_0 

/ 

Cosin 

Cosin 

Sine 

Cosin 

Sine 

62«   1 

610    1 

1    «>• 

491 


TABLE  IV.— 

NATURAL  SINES  AISTD  COSINES: 

/ 
"0 

80-   I 

81-   1 

82-   1 

88*   1 

84* 

# 

Sine 
.60000 

Cosin 
.86608 

Sine 
751504 

CoBln 

.85n7 

Sine  CoRin' 
.62992  .84805 

Sine 
.M464 

Codn 
.88867 

Sine 

Cosin 

.66919 

.82904 

60 

1 

.50025 

.86568 

.51529 

.86702 

.63017  .84780 

.64488. 83651 

.65948 

.8S887  6OI 

2 

.50060 

.86578 

.51554 

.86687 

.58041  .84774 

.54518  .88885 

.66966 

.828n 

68 

8 

.50076 

.86559 

.51579 

.86672 

58066  .84759 

.54537  .83819 

.65992 

.82865 

67 

4 

.50101 

.86544 

.61604 

.85657 

.63091 1 .84743 

.5456r  .83604 

.66016 

.82889 

66 

5 

.50126 

.86580 

.61628 

.85642 

.53115  .84728 

.56040 

.82622 

65 

6 

.50151 

.86515 

.51658 

.85627 

.53140  .84712 

.54610  .837<2 

.66064 

.82806 

54 

7 

.50176 

.86501 

.51678 

.85612 

.63164  .84697, 

.54685  .83756 

.66068 

.82790 

68 

8 

.60201 

.86486 

.61703 

.86597 

.63189. 84681 

.54659  .83740 

.66112 

.82778 

62 

9 

.60227 

.86471 

.61728 

.85582 

.532141.84666 

.54683  .837^24 

.56130 

.82757 

61 

10 

.50252 

.86457 

.61763 

.85667 

.58238i.&4650  j  .54706  .837^8 

.56160 

.82741 

60 

11 

.60277 

.86442 

.51778 

.86661 

.68283!. 84685*1 .54732.83092 

.66184 

.82rn94 

49 

12 

.50902 

.8M27 

.61803 

.85536 

.53288  .84619  1 .54750  .63670 

.56208 

.82708 

48 

18 
14 

.50827 
.50862 

.86413 
.86898 

,.61828 
.61852 

.85521 
.85506 

.53312 
.58837 

.84604 
.84588 

.54781 '  .83660 
.54805;. 83645 

.662&2 

.82602 
.82675 

47 
46 

.56256 

15 

.60377 

.86384 

.51877 

.85401 

.53361 

.84573 

.54829  .83629 

.66260 

.82659 

46 

16 

.50408 

.86369 

.51902 

.85476 

.53386 

.84557 

.54a'>4  .83G18 

66305 

.82648 

44 

17 

.50428 

.86354 

.51927 

.8M61 

.53411 

.84W2 

.54878  .83597 

.56320 

.82626 

48 

18 

.50458 

.86840 

.51952 

.85446 

.63435 

.84526  > .54902  .83581 

.66853 

.62610!  42 

19 

.60478 

.86325 

.51977 

.85431 

.63460 '.84511 

.M927  .83565 

.66377 

.82598:  41 

20 

.60603 

.86810 

1 .62002 

.85416 

.63484  .84495 

.54951  :.83&49> 

.66401 

.82577  40 

21 

.60628 

.86205 

.62026 

.85401 

.58509 

.»4480 

.64975!. 88583 

.66425 

.82561'  89 

22 

.50653 

.86281 

.62051 

.85385 

.63584 

.84404 

.54999 

.83517 

.60449 

.82544  88 

23 

.50578 

.86266 

.62076 

.85370 

.53558 

.84448 

.53024 

.83501 

.66473 

.82528,37 

24 

.50603 

.86251 

.52101 

.fViSiRR 

.53583 

.84433 

.55048 

.83485 

.66497 

.82511!  86 

25 

.50628 

.66237 

1.52126 

.85840 

.53607 

.84417 

.55072 

.8a469i 

.66521 

.82495!  86 

26 

.60651 

.80222 

.62151 

.85325 

58632 

.84402 

.55097 

.63458 

.66646 

.82478  84 

27 

.50679 

.86207 

.52175 

.85310 

.53656 

.84386  i  .55121 

.83437 

.66569 

.82462;  88 

28 

.50704 

.86192 

.52200 

.65294 

.63681 

.84370  :  .55145  .83421 

.66698 

.82446 

82 

20 

.50729 

.86178 

.52225 

.85279 

.63705 

.84355 

.55109  .8^405, 

.66617 

.82429 

81 

80 

.50754 

.86168 

.62250 

.86264 

.63730 

.84339 

.55194  .88889; 

.66&11 

.8fiM18 

80 

81 

.60779 

.86148 

.68275 

.86249 

.637M 

.84324 

.65218!  88878' 

.66666 

.82896 

29 

82 

.50604 

.86133 

.62299 

.85234 

.53779 

.»4308 

.55242 

.83856 

.66689 

.82880 

28 

88 

.50829 

.86119 

.62324 

.85218 

.63804 

.84292 

.^5266 

.83840 

.66718 

.82868 

27 

Si 

.50654 

.86104 

.62349 

.85208 

.53828 

.84277 

.NV291 

.838241 

.66736 

.82847 

26 

85 

.60879 

.86089 

.62374 

.85188 

.63858 

.84261 

.55315 

.88806 

.66760 

.82880 

25 

86 

.50904 

.86074 

.52899 

.85173 

.63877 

.84:^5 

65339 

.68292 

.66784 

.82314 

24 

87 

.50929 

.86059 

.62428 

.85157 

.53902 

.84230 

!55S63 

.88276 

.66608 

.82297 

28 

88 

.50954 

.86045 

.52448 

.86142 

.63926 

.84214 

.55368 '.83260 

.Ksaa 

.82281 

22 

80 

.50979 

.86030; 

.52473 

.851271 

.53951 

.84198 

.554121.83244 

.66866 

.82264 

21 

40 

.61004 

.86015J 

.52498 

.85112 1 

.63975 

.84182, 

.55430  83228 

.66680 

.82248 

20 

41 

.51029 

.86000 

.52522 

.85096: 

.54000 

.84167 

.55460  .83212  '  .66904 

.82231 

19 

42 

.61054 

.85985 

.52547 

.8608r 

.540SM 

.84151 

.55484  J»l»5  .56928 

.82214!  18 

43 

.61079 

.85970 

.52572 

.65066 

.54049 

.84135 

.65509  .63179  .56952 

82196' 17 

44 

.51104 

.85056 

.52597 

.85051; 

.54078 

.84120 

.bbSSa   .83163  .56976 

.82181 :  16 

45 

.61120 

.85941 

.52621 

.85035 

.54097 

.84104 

.55657  .83147  .57000 

.62165!  15 

46 

.51154 

.85926 

.52646 

.850201 

.54122 

.84088 

.55581!. 83131  .67024 

.82148 

14 

47 

.51179 

.85911 

.52671 

.850051 

.54146 

.W072 

.65606  .83115  .57047 

.82132 

13 

48 

.51204 

.85896 

.52696 

.849891 

.54in 

.84057 

.66680 

.88098  .57071 

.82115 

12 

49 

.51229  .85881 | 

.52rao 

.»4974 

.M105 

.84041 

.66654 

.63062  '■  .67095 

.82098 

11 

60 

.61254 

.85866 

.62746 

.84959, 

.54220 

.84025 

.53678 

.68006  .57119 

.82062 

10 

61 

.61279 

.85861 

.62770 

.84943' 

.54244 

.84009 

.65702 

.83060  i  .67148 

.88066 

9 

62 

.51304 

.85836 

.527W 

.84928 

.M269 

.83994; 

.55?i6 

.880^4  .57167 

.82048 

8 

53 

.51329 

.85821 

.52819 

.84913 

.54293 

.83978 

.65750 

.83017 

.6n91 

.82082 

7 

64 

.61354 

.85806 

.5:2844 

.84897 

.M317 

.83962; 

.55775 

.63001 

.5?215 

.82016 

6 

65 

.51879 

.85792 

.52869 

.848H2 

.543421.83946 

.55799 

.82985, 

.67238 

.81999 

6 

66 

.51404 

.a5777 

.52898 

.84866 

.54366  .83930 

.55823 

.829091 

.57302 

.81982 

4 

67 

.61429 

.85782 

.62918 

.84851 

.64.391  i  .83915 

.55847 

.829531 

.67286 

.81965 

8 

68 

.61454 

.85747 

.62943 

.ft4836 

.54415  .88899 

.65871 

.82936! 

.57810 

.81949  2 

59 

.51479 

.85782 

.52967 

.84820 

.54440  .838K3  .55895 

.82920 

.57834 

.81932  1 

60 

.51504 
Cosin 

.85717 
Sine' 

.52992 

.84805 
Sine 

.M464  .83807.  .53919 
Cosin  1  Sine  |  Cosin 

.62904  .67858 

.81915  0 

Cosin 

Sine'l 

Cosin 

Sine 

, 

59^   1 

68*   1 

6' 

r*      1 

6( 

50   1 
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85* 

86*   1 

'.7.   1 

880   11    89<» 

/ 

Sine  ^Ccain 
0  .57S68:.81915, 

Sine 
.58779 

Coein 
.80902 

Sine 
.60182 

Coeinj 

Sine  'Cosin 
.61566  .78801 ' 

Sine 

Cosin 

.79864' 

•:689^ 

.77715 

60 

1  .67881  .81«w; 

.68802 

.80686! 

.60206 

.798461 

.61580  .78783  '  .68055 

.77696 

59 

2  ' .67406  .81888 

.56826!. 80667 

.60888 

.79689' 

.61618  .78765!  1.68077 

.77678 

58 

S!. 674201.81865, 

.58849  .80650! 

.60261 

.79611' 

.61685 

.78747  .68000 

.77860 

57 

4  .67468 

.81»48 

.58878  .80688; 

.60274 

.79798 

.61658 

.78789^ 

.68082 

.77641 

66 

6  .67477 

.81882 

.68696  .80616 

.60296 

.79776 

.61681 

.78711' 

.68045 

.77688 

56  , 

6  .57801 

.81816 

.58020  .80799; 

.60881 

.79758 

.61704 

.780941 

.68068 

77806 

54 

7  .67524 

.81796 

.68948,. 80782. 

.60844 

.79741 

.61726 

.78676 

.68090 

77586 

53 

8  .57648 

.817821 

.68967 

.80766! 

.60867 

.79728' 

.61740 

.78868 

.68118 

.77568 

58 

9  .57572 

.81786' 

.68990 

.80748: 

.60890 

.79706- 

.617^8 

.78640 

.68135 

.77660 

51 

10  .67606 

.81748 

.60014 

.60414 

.796881 

.61706 

.78622: 

.68158 

.77581 

50 

11 1 .67819 

.81781 

.60067 

.807181 

.60487 

.79671 

.61818 

.786041 

.68180 

.77618 

49 

12  '  .57M8 

.81714 

50061 

.80606 

60460 

79653 

61841 

78566, 

68808 

rrTdSU 

48  . 
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.81606 
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.80670, 

!60488 

.79635 
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47 
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46 
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45 
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44 
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48 
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42 
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41 
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40 
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89 
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.81546 
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88 
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.81580 
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.80507 
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87 
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.68478  .77878 

86 
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.60761 

.79484  .68138.78861 

.68496;. 77256 

86 
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81 
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80 
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29 
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28 
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27 
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.68696;. 77088 

26 
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25 
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.506821.80288 

.61015 
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.68742  .77061 

24 

87 '.588861.818081 

.506461.80864, 

.61088 

.7W11  .624111.78184 

.68766  .77088 

28 

88  .58860. 818701 

.506601.80247. 
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.70198,  .624881.78116 

.68787  .77014 

22 

89  .58888  .81859. 1.60608;. 80880 

.61064 

.70176  ,  .82456  .78098 

.68810  .76996 

21 

40  .58807. 812421 
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.79158, |. 62479  .78079, 

.63882  .76977 

20 

41 '.58880'. 81286! 

.60780'. 801961 

.61180 

.70140 ''.62508  .78061 

.63854 '.76969 

19 

42  .58854  .81208' 

.5993. 80178 

.61153 

.70128,  .68584  .78043 

.63877  .76940 

18 

43  .58878  .81191' 

.60786,. 80160> 

.61176 
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17 

44  .  .58401 1 .81174 
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.61199 

.79087,,. 68570  .78007 
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16 
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.50682 
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.61888 
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15 
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.50856 
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.61245 
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14 
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18 

48  .58496 

.81106 
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.80078! 

.61891 

.79016!!. 68660,. 77934 

.64011,. 76886 

12 

49  ; .68519 

.81089 

.50026 

.80066; 

.61814 

.7899611.62688  .77916 

.640381.76610 

11 

60. 58648 

.81072 

.60940 
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.61887 

.789601  .68706  .TTSO?, 

.64056|. 76791 

10 

61  i. 68667 

.81066 1 

.60972 
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.61860 

.780821 '.62788  .77870' 

.64078|. 76772 

9 

62  .56500 

.81088; 

.60996 

80008 

.61383  .78044  .68751 

.77861 

.64100. 76754 

8 

68  .68614 

.810211 

.60019 

.70986 

.61406  .78086! '.62774 

.77848 

.04128  .76785 

7 

54  .56687 

.81004' 

60042 

TQQMI 

.614801. 78006!;. 68796 
.61451 I.7H891I  .68819 

77884 

64145  76717 

6 

55  .58661 

.80967! 

.600651.79951 

!77B06 

.04167  .76696 

6 

56  .68664 

.80970 

.60080  .79934 

.614741.78873  .68842. 77788 

.04190  .76679  4 

67  .66706 

.80968 

. 60112>. 70016  1.61407 1.7R8R6'  .688641.77760 

.64218  .76661  8 

66  .58781 

.80980 

.60135. 79809  i  .615201.78837  .688871.77751 

.64884  .76648  8 

50  .58756 

.80919  1.60168.79881  1.615481. 7W19  .68909;. 77733 

.fV48n6  .76683  1 

60  .58779 

.80908  j. 60188'. 79864  1. 615661. 788011  . 68938 !. 7771 6,  .64279  .76604,  0| 

Cosin 

/  1 

Sine'  1 

CoBinlSIne  , 

Cosin  1  Sine  |  Cosin 

Sine  1  Cosin!  Sine 

1   54-   1 

5S<>   1 

6S 

J-    1 

61 

L*    1    60* 

_ 
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44* 

/ 
60 
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.74314 

"(i8d00  .7:n;i'. 

Sine 

.mmso 

COHlfl 

:7U»4 

.Man 

.76004 

1 
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.7658a 

.65tia8 

.75-m 
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,74295 

,.682551 

.7^116 
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59 

■ 

,641^:,7ll'^T 

.656fiO 

.7.Vi33 

.00^60 

.74270 

.68^42 
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,00jl18 
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'.^ 

i 

.f^ts 

.70*43 

,0,iC7S 

.7,-14:4 

.0OS/78 

.74^50 
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.60520 

.71873 

|57 

4 

stsae 

70530 

&'30&4 
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.I^H^OO 

.74237 

.ffi£ffi5 
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71 8M 

56 

ft 
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:7«aii 

!«57]0 

^Tsare 

ijKiY^l 

,74^1? 

,68306 

.73036 

.60570 

.71833 

55 

« 

.«441i 

.mioa 

.tsTrn 

.75866 

.fjTviri 

.74108 

.08937 

.78016 

.ffi^l 

.71(^13 

54 

7 

.fi443il 

.7IW7S 

.65750 

.75B3T 

i.tJTtHii 

74178, 

.08340 

.7»05 

.flOOlS 

.7179:,' 

m 

% 

.W45r  .T(U5S 

.05TT*1 

.75318 

.t57(i8f> 

.74150 

.^870 

.7W76; 

.eOMSi. 71772 

52| 

9 

.0+17*  ,7ftl36 

(iTiJ^tW 

.75:?J0 

.67107 

.74130 

.eawi 

,78867 

.6«651 

.71753 

il 

m 

.M501  .?din 

.G5a35 

.753ao 

.oriaa 

.74130 

.mm 

.7SflB7 

.60675 

,71733 

,50 

n 

.04504  .Tinas' 

.65^47 

.TTiSei 

.OTtSl 

74100 

.68*34 '.7TJ917 

.60696 

.71711 

U 

Id 

,«ia4fl  .7(9380 

.65.SI1EJ 

.7:^241 

.071 T^ 

.740(« 

.08455  .72«J7 

.00717 

.71691 

48 

IS 

.Mflea  .7<;30]i 

.fl5aai 

.T^m 

,671041 74061 

.68*76,. 7«77 

.60737 

.71671 

47 

14 

.Maw    76^1:21 

.o.ma 

.75305 

,6721 J  .74041 

.flS<fl7 

.7S86T 

.60758 

.71650 

40 

]« 

.imi2 

,7fJ3^ 

.03035 

.751W! 

.6?JfJ7 

.74ftia 

.68518 

.TSBST 

,60i7» 

.7imo 

45 

14 

.ftuas 

.70301 

,IJ5»0 

.701601 

.fi?J58 

.7400® 

.6SS80 

.7^17 

.60800 

.71010 

44 

17 

-MUST 

.70-380 

.o-^jirra 

.75140 

,67380 

.73eea 

.68661 

.7^797 

.69821 

.71590 

43 

18 

.ftW79 

.70aC7 

.mm 

.75126 

.67301 

.7806S 

.68283 

.72777 

.69842 

.71,^9 

42 

10 

.MTai 

,70:2^48 

.660^1 

.7S107 

.fli^sa 

.7^14 

.68(ioa 

.72757 

.0980^J 

.71M9 

41 

W 

.H723 

.7liai9. 

.a6M4 

.mm 

.07344 

.73oai 

.68824 

.72737 

misA 

.715*9 

40 

91 

.U746 

.76310 

69089 

.73080' 

.67366 

.7^ 

,68045 

.73717 

.60904 

.71508 

30 

at   e4T68 

.Toiua 

.00083 

.750BO 

.67387 

.73885 

.684K» 

.7««7 

.699£3    71488 

88 

!i3  .ttirao 

,7017:J 

.60100 

.75090 

.67400 

.73865 

.68088 

.TSOTT 

.09046  .71468 

37 

i»4 

.W8I:? 

.roiM 

,66131 

.75011; 

.07430 

.73tN6 

.60700 

.TWS7 

,60060,.  71447 

36 

ss 

.448S1  .7ai35 

.mm 

.74003 

,674&J 

.738a6 

,08730 

.73837 

.60»ltTL7l4iJT 

B5 

M 

.548I» 

.7i»U6 

.oom 

sum 

.07473 

.73806 

.0«751 

,7S6l7i 

.70008 

.71407 

S4 

a7 

.M0I? 

.75097 

,06107 

.74053 

.67405 

.737^ 

.6877^ 

.735^ 

.70019 

,71380 

83 

S8 

.^tSOJ 

.76078 

.0IW18 

.rmi 

,67S16 

.7S797 

.OHTiia 

.72577 

.Toom 

.71860 

33 

^ 

fuyoii 

.rt^tm 

im^y 

,74015 

.^7:m 

.73747 

.eNHlJ 

.72.557 

.71K>70 

.71345 

31 

£M 

.04045 

.76041 , 

.mxi 

.74*>6^ 

.07550 

.73738 

.68835 

.73537 

.70001 

.7ia3i5 

30 

3t 

.ft^QCT 

.76033 

.aft»i 

.74876' 

.07580 

.7!m» 

,fi88S7 

.72:^7 

.70113 

.71305 

29 

S:2 

.^uttu 

.7«oua 

.(W3iW 

,7fcte7 

.07aJ2 

,7368a 

.88S7S 

.724117 

70132 

7liH4 

U8 

aa 

.filWll 

.7:mi 

.mm 

.748:« 

.07623 

.73609 

.68880 

.?^7T 

.7*11,^ 

.T13W4 

27 

51 

.05033 

.75WW 

.uouo 

74818 

,07015 

.73640 

.08090 

.724f.7 

.70174 

71^43 

sW 

35 

.flflOWi 

.75046 

ikvm 

7471*fl 

.07600. 

.731^ 

,08011 

.73417 

.7^105 

71:!23 

25 

m 
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.750^7 

.»mi 

.74:m 

.07688 

.73610 

.?^4]T 

,71^115  .7120?i 

34 

&7 
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.747iii> 
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.7:1390 
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S3 

as 

Mm  .75H«a 
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a» 
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.7S!k%J 
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21 

«> 
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.7035^  .7mi 

30 

41 

Mm 
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19 

41 
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18 

« 
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17 
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14 
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47 
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49 
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0 
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0 
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W 
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4 
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mm 
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r,s 
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f 
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I.V25O0 

.006^4 

l.fl5T7a 

64 

7 

.68488 

1.87168 

.66097 

1.79648 

.Moirr 

1  733»a 

mm  \  1.65663 

68 

8 

.68470 

1.87081 

.65786 

1.79419 

.ri8i>ie 

i.?e?;is 

.6(H(ffi  '  t  flA'SSl 

68 

9 

.68607 

1.86891 

.56774 

1.79896 

.mm 

1.T*I«3 

M\m 

1.65445 

61 

10 

.68646 

1.86760 

.65818 

1.79174 

MYZ\ 

].73ftl7 

.60488 

1.65337 

60 

11 

.68688 

1.80680 

.65860 

1.70061 

m\m 

i.Ttflaa 

,«06S8 

1.6SES8 

49 

18 

.68890 

1.86499 

.66888 

1.78080 

.68901 

1.7^17 

6056i 

1,65180 

48 

18 

.68667 

1.86860 

.66086 

1.78807 

.68^ 

1 .7l70a 

mm 

1.66011 

47 

14 

.68604 

1.86889 

.65064 

1.78686 

.mm 

1.7l!J8S 

.flO&«8 

]. 64908 

46 

16 

.68788 

1.86109 

1.78868 

.5833 B 

1. 71413 

.60681 

1.64706 

46 

16 

.68769 

1.86979 

.56041 

1.78441 

.5^3,^7 

17]  35ft 

.fiOTai 

1.61687 

44 

17 

.68807 

1.86860 

.56079 

1.78819 

.5833f* 

1.7]im 

.60761 

1  64573 

48 

18 

.68844 

1.85790 

.56117 

1.78106 

.5&i35 

1  71U'tf 

.60601 

1.64471 

48 

19 

.68888 

1.86591 

.56166 

1.78077 

,Art4r4 

1.71015 

.eoMi 

1.64363 

41 

80 

.68880 

1.86108 

.66194 

1.77966 

.5HaiS 

1.70901 

.60681 

1.61256 

40 

SI 

.68067 

1.86888 

.66888 

1.77884 

.58Sfi8 

1.707S7 

.60031 

J. 64148 

89 

tt 

.68886 

1.85804 

.56270 

1.77718 

mm 

1  TOOTS 

.00960 

1.64041 

88 

» 

.64088 

1.86075 

.66809 

1.77698 

.5e«3i 

1 .70560 

.61000 

I.0S8B4 

87 

94 

.640TO 

1.84946 

.66847 

1.77471 

.58671) 

1  TOHfl 

.61(M0 

1,63880 

86 

96 

.64107 

1.84818 

.56886 

1.77861 

,mim 

I.T0333 

.01060 

1.63710 

86 

96 

.64145 

1.84689 

.56484 

1.77880 

.5H74« 

1  Tosno 

.61180 

1,68612 

84 

87 

.64188 

l.&t561 

.56468 

1.77110 

.."iarer 

I.TOIOC 

.61100 

i.nasoft 

88 

98 

.61890 

1.84438 

.66601 

1.76090 

.5«*etl 

i.flffljsa 

.fliaoo 

t,6S3BS 

88 

99 

.64858 

1.84806 

.66689 

1.76869 

.SflfiWS 

1  IIU«7» 

.eiaio 

I.6S298 

31 

80 

.64806 

1.84177 

.66677 

1.78749 

.68006 

1.6ef7fi6 

.01380 

1.63185 

80 

81 

.64883 

1.84049 

.56616 

1.76689 

,68914 

1.CWL5S 

.GI3S0 

1.6807^ 

89 

88 

.64871 

1.8S088 

.56664 

1.76510 

.66083 

l.flOMT 

.61360 

i.eaifTa 

88 

88 

.64409 

1.83794 

.56693 

1.76800 

.60038 

\.m\^ 

.61400 

i.fli^doa 

87 

84 

.64446 

1.88667 

.56731 

1.76871 

.59001 

l.OSfilA 

-61440 

1.68760 

86 

86 

.64484 

1.88640 

.56789 

1.76161 

.60101 

]. 60803 

.61460 

1.BM64 

86 

86 

.64588 

1.83418 

.56808 

1.76068 

,50140 

i.miost 

.eiHW 

1.63648 

84 

87 

.54560 

1.88286 

.66846 

1.76018 

.591  re 

\,mm 

,61561 

1.68148 

88 

88 

.64597 

1.83169 

.56886 

1.76794 

.5«2m 

].Ct880fl 

.61601 

i.assse 

88 

80 

.64685 

1.83033 

.56928 

1.75676 

.59258 

1  68^M 

.61641 

1.62880 

81 

40 

.64678 

1.88006 

.66968 

1.75666 

.as:^ 

i.tt8<m 

,61681 

1  62125 

80 

41 

.64711 

1.88780 

.57000 

1.75487 

.55.330 

1.08,^1 

.617^ 

1.63019 

48 

.64748 

1.88654 

.67089 

1.75819 

.59370 

1  emio 

.01761 

1.61&J4 

48 

.M7B6 

1.82688 

.67078 

1.75800 

»U.'i 

1.6SS0« 

.61801 

1.61308 

44 

.64884 

1.88408 

.57116 

1.75088 

.54M5J 

1   C«1P« 

■filBia 

1.617TO 

46 

.64868 

1.82876 

.57156 

1.74064 

SJHIM 

i,e«o«6 

.61882 

1  61508 

46 

«64000 

1.82160 

.57108 

1.74846 

.505^ 

1.6TW74 

.61022 

1.61493 

47 

.54988 

1.82085 

.67888 

1.74?W 

.60573 

i.CTwa 

M^m 

1.61388 

48 

.64976 

1.81809 

.57871 

1.74610 

.59«IS 

i.er;x>  ^ 

.fCMMl 

1  612R3 

49 

.65018 

1.81774 

.67809 

1.74408 

.59651 

1.67641 

,R9043 

leiiTt* 

50 

.65061 

1.81649 

.57348 

1.74875 

.59091 

1.67630 

.mm 

1.61074 

61 

.66089 

1.81584 

.57W6 

1.74857 

.wm 

1,57419 

mm 

1.09970 

68 

.56187 

1.81399 

.67485 

1.74140 

,59770 

1.67300 

62161 

1.60666 

68 

.66166 

1.81274 

.57464 

1.74022 

.60B09 

1.67108 

.62801 

1.60?Qt 

64 

.66808 

1.81150 

.57508 

1.73006 

.5«M9 

1-670M 

,WS^ 

J. 60667 

66 

.66841 

1.81085 

.67541 

1.73788 

.fi06t^ 

\.mm 

1.60663 

66 

.56879 

1.80901 

.57580 

1.78671 

.60088 

\.wm 

\fS»St 

1  60*10 

67 

.66817 

1.8U777 

.57619 

1.73566 

.59aC7 

1.66767 

.62366 

1, 00646 

68 

.65355 

1.80653 

.57657 

1.73438 

.60007 

1.66547 

.6a4{H 

1  60241 

69 

.55393 

1.80629 

.57696 

1.73321 

,60010 

1.66538 

.02446 

1.60137 

60 

t 

Cotang 

1.80405 

.57785 
Cotang 

1.73805 

.«KW6 
Cytang 

2.tt(l4i» 

.658487 

1.60033 

— 

Tang 

Tang 

Tang 

Cotang  [  Tang 

61-           1 

w        1 

60*            1 

58* 
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32* 

33-^           i 

84«            1 

86-           1 

60 

/ 

Tang  1 

Cotftiig 

Taug 
^649ir 

Cottkng  1 

Tang 

Tang 
.70081 

Cotang 

1.00033 

1.WVJH6 

.67451 

1.48356 

1.48815 

1    .esse7 

1.50990 

.wm 

l.53ft« 

.67498 

1.481G8 

.70064 

1.43786 

60 

i    .ASKiS 

1.5fle» 

.65KH 

J.537fil  ' 

.67536 

148070 

.70107 

1.48688 

68 

B  .mm 

1.5B7JB 

.06055 

l.SMm 

.67578 

1.47977 

.70161 

1.48560 

67 

i    .iMl9 

1.56030 

.06100 

1.53595 

.67630 

1.47885 

.70194 

1.48M8 

66 

B    .QM8& 

1.69317 

.65148 

1.53497 

.67668 

1.47798 

.70838 

1.48874 

66 

1  .aim 

l.&fi414 

,6513© 

1  B3400 

.67705 

1.47699 

.70281 

1.48286 

64 

7  .fiino 

l.fi^U 

.655WI 

1.6330! 

.67748 

1.47607 

.70825 

1.48108 

63 

»    .«8lt 

r.mm 

.65272 

1.5aKlfi 

.67790 

1.47614 

.70868 

1.48110 

68 

»  .«»m 

i.5s>ia& 

,65314 

1.53107 

.67882 

1.47422 

.70412 

1.48088 

61 

d   .fl^saa 

1.59003 

. 05066 

1.68010 

.67876 

1.47330 

.70455 

1.41084 

60 

1     .e293S 

1.58W0 

.06897 

1.5S01S 

.67917 

1.47238 

.70409 

1.41847 

49 

a   .im^ 

1  58797 

,054^ 

1.53810 

.67960 

1.47146 

.70542 

1.41759 

48 

8    ,03014 

t.mm 

.664^ 

1.5*719 

.68003 

1.47063 

.70686 

1.41673 

47 

4     >e30&6 

i.mm 

.65521 

1.531^ 

.68045 

1.46968 

.70689 

1.41564 

46 

fl   .esoes 

J-5S400 

.65583 

1.5Kk35 

.68068 

1.46870 

.70678 

1.41497 

45 

i   .osisa 

1.5838» 

.65tK)4 

].5jg429 

.68180 

1.46778 

.70717 

1.41400 

44 

T     .miTT 

KESi% 

.65010 

1.523»3 

.68173 

1.46686 

.'<V;60 

1.41328 

43 

ft  .«sai7 

1.681W 

.650*W| 

1.5«I35  , 

.68216 

1.46595 

.70804 

1.41886 

42 

«     ,fl33A8 

i.5«oe3 

.<S729 

1  ,&J139  1 

.68358 

1.46503 

.70S48 

1.41148 

41 

0    .63399 

1.57981 

.05771 

1.53043  ' 

.68801 

1.46411 

.70891 

1.41061 

40 

I    .aaa^o 

i.sTsra 

,65Sia 

I .51946 

.68343 

1.46320 

.70985 

1.40974 

89 

a     .03380 

1.57778 

.0.%BM 

1.&1850 

.68886 

1.46229 

.70979 

1.40887 

88 

3    .6U31 

1.57670 

.B5f«e 

1.51754 

.68439 

1.46137 

.71083 

1.40800 

87 

4     .^Oa 

1.57575 

.fKJm 

1.5fefi8  1 

.6W71 

1.46046 

.71066 

1.40714 

86 

S     .118608 

1 .57474 

,fl5oeo 

1.51563  ! 

.68514 

1.45955 

.71110 

1.40687 

85 

ft    ,0BQ4i 

1,573>^ 

.1100^^1 

1,51460  , 

.68567 

1.45864 

.71164 

1.40640 

34 

ET    .«6ft4 

1.57^1 

.66068 

I.SISTU 

.68600 

1.45773 

.71198 

1.40454 

83 

IS    .09B&& 

l,5717n 

.66105 

ISISTB  , 

.68642 

1.45682 

.71848 

1.40867 

88 

•9    ,«»66e 

1.571)99 

.66147 

l.SUTfi 

.68685 

1.45593 

.71386 

1.40881 

31 

10    .63707 

l.OtiOOa 

.06189 

1.51084 

.68728 

1.45601 

.71389 

1.40106 

80 

I     .flSTlS 

1.5fl8«8 

.60390 

1.5008fi  ' 

.687n 

1.45410 

.71878 

1.40100 

89 

tt    .6«7^ 

1  &a7G7 

.m^i 

i.dfleoa 

.68814 

1.45320 

.71417 

1.40088 

88 

W    .03830 

l.&dflS7 

06^14 

I.50n»7 

.68857 

1.45229 

.71461 

1.89986 

87 

W    .^STl 

1-505M 

.rtrtSfrfl 

1.60TO2 

.68900 

1.45139 

.71506 

1.80660 

86 

(5    .flaoi« 

1.55400 

.6*J39« 

1.506(»7 

.68913 

1.45049 

.71549 

1.89764 

86 

»   .ttaasa 

1.56dOa 

1.50512 

.68985 

1.44968 

.71598 

1.80679 

84 

17   ,e^w 

1.56065 

,0641*2 

1.50117 

.69028 

1.44868 

.71687 

1.80698 

88 

S8    .ftioas 

1.5fll06 

.00&« 

1.50aE^ 

.690n 

1.44778 

.71681 

1.80607 

88 

59    .WUT« 

t.fiOOftS 

.06566 

i.eogge 

.69114 

1.44688 

.71725 

1.89421 

81 

io  Miir 

1.55906 

.6G60B 

1.50133 

.69157 

1.44696 

.71780 

1.80886 

80 

11    .«41fi8 

1.55666 

,06050 

1.G00S8 

.60300 

1.44506 

.71818 

1.80850 

19 

4^  .um 

i.BSTea 

OOOt?^ 

i.uum 

.69243 

1.44418 

.71857 

1.80166 

18 

4a   .wua 

1.55066 

MT^ 

L40&40 

.69286 

1.44329 

.71901 

1.80070 

17 

4i    .«»! 

1.55667 

M77^ 

1.49755 

.69329 

1.44239 

.71946 

1.86094 

16 

tf    ,ft432a 

1.554fi7 

.60818 

1.49061 

.69372 

1.44149 

.71990 

1.88000 

16 

M  .Mass 

1.56S06 

.06860 

1.49566 

.69416 

1.44060 

.72084 

1.88884 

14 

47    .UtOi 

1.65i0O 

flODOS 

1  4W7^ 

.69459 

1.43970 

.78078 

13 

4B  .urn 

1,55170 

i   .60^ 

1.4937B 

.69503 

1.43881 

.7^188 

1.88668 

18 

46    .&1487 

l,f.a07l 

oeoete 

1  4it?+i 

.69M5 

1.48793 

.78167 

1.88668 

11 

BO    .m^» 

l.SJ07Tii 

.67028 

i.jmuo 

.69588 

1.43703 

.78811 

1.8S484 

10 

51   .Mfifia 

1.54flr?3 

.07071 

1.40097 

.69681 

1.43614 

.78856 

1.88809 

9 

M    .<H610 

1.JH774 

€Tlia 

i.4iwoa 

.69675 

1.43535 

.78300 

1.88814 

8 

58    .(H6I!S 

1.5467B 

'   .67156 

1.48009 

.69718 

1.43486 

.72844 

1.888S0 

7 

&4     .SI6Q3 

1,54676 

.67197 

1.48816 

.69761 

1.48347 

.78888 

^.88145 

6 

55    MTU 

1.5*471^ 

.07S59 

!. 46722 

.69804 

1.48358 

.78488 

1.88060 

6 

SA    M77S 

l,64Sni 

,6739a 

1.48609 

.69847 

1.43169 

.?M77 

1.87976 

4 

57    .64817 

1.54^1 

.67^*4 

1.4S6JW 

.69891 

1.43080 

.78581 

1.87801 

3 

56    .64^^ 

I.641SS 

.07360 

l,4Ml'a 

.69934 

1.43992 

.78666 

1.37807 

8 

59    .04^99 

1.M086 

.67409 

iv^m 

1     .69977 

1.42903 

.78810 

1.37728 

1 

m    .«4Mt 

1.5MMW 

.67451 

I.4H35<J 

.70021 

1.42815 

.78654 

1.87688 

CoUtiffi   Tanff 

CcUmg 

Taiiff 

1  Cotong 

Tang 

Ootang 

Tang 

S7* 

56" 

1            66<» 

li          54* 
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* 

36*^ 

87' 

36''           1 

39'            1 

§ 
60 

Tang  ]  Ci>rang^  ' 

Tftjij? 
.75K56 

1,3«IM 

Twiff  1  Cot^iig"  [ 

.89078 

Cotanjj 

.78199 

1.27994 

1.83490 

.7a5y9 

1.37554 

-75401 

i,»^efi4 

.78175 

1, 147017 

.B19S7 

1.33116 

60 

.72743 

1,37470 

.:W47 

1.38544 

.782© 

1. 527841 

.81075 

1.23313 

m 

.72788 

1.37386 

.7M9!l 

1.3£464 

.78BW 

1.2776* 

.81123 

1.33970 

57 

.73^ 

1. 37302 

.75538 

1.3£3B4 

.78316 

1.37688 

.83171 

3.23306 

56 

.738n 

I.37»J18 

.73584 

i.ssatH 

.78863 

1.27611 

.81230 

1.33123 

55 

.Tsan 

1,3^1M 

.756S0 

1.32£» 

.78410 

1.37585 

.81368  1 

3,23060 

51 

.73966 

I.3T050 

.7!Se75 

1.32144 

,  .78457 

1.27458 

.81316 

1.33977 

53 

.73010 

1,30367 

.75791 

1.39061 

.7W04 

137382 

.B1364 

1.22051 

S2 

-7WJ55 

1.908815 

.75767 

1.31084 

.78551 

1  *7306 

.81413 

i.a»ii 

^^ 

.73100 

1.36309 

.7S8ia 

1.S1904 

.7851^ 

i.37ijao 

.61461 

1.22758 

60 

.73141 

i.a^iA 

.771858 

1  31825 

,71*615 

1,27153 

.81510 

1,23685 

49 

,7siao 

1.36633 

.75904 

1.31745 

.786^ 

i.sfrwrr 

,aif>5a 

i.^ie 

48 

.78834 

1,36549 

.75900 

1.31666 

1.27001 

Mvm 

l.iii530 

47 

,78378 

1.36466 

.75906 

1.31586 

,78786 

1.2G4»-J6 

,KI6,'>5 

1.2sm7 

46 

.7^?a 

i.Sffwa 

.7MM3 

1.S1507 

.78834 

1.30^0 

M-m 

1.33304 

45 

,73368 

1.36300 

.76088 

\Mm 

.78881 

1.30774 

.8175^ 

3.23331 

44 

.734ia 

].9ffin7 

.76134 

1.31348 

.7^098 

1.266B8 

.81800 

J.SSMO 

43 

.7»ia7 

1.36134 

.76180 

1.31369 

,78975 

3,30632 

.81^0 

1  22376 

42 

.73502 

1.36061 

.76^36 

1.31190 

.79033 

1.26546 

.eiK»< 

1 .33104 

41 

m 

.78547 

1.35068 

.76973 

1.31110 

.79070 

1,36471 

.»194G 

1.23031 

m 

tl 

.'mm 

1.35885 

.76318 

1.31031 

.79117 

1.26395 

.81005 

1.21969  ' 

39 

29 

.raaa? 

I  35802 

.763«M 

1.30953 

.79164 

1.9*5319 

.^^044 

3.31886 

38 

'^ 

.73681 

1.35719 

.76410 

1.30873 

.TPeta 

l.iMtJ44 

.83008 

1.21814 

37 

:^1 

.73?^ 

1.35637 

.76156 

1.3071» 

,7t^iO 

1,36169 

.82141 

1.31742 

36 

2& 

.7311 1 

J. 35554 

.76509 

1.30716 

.70806 

1.26093 

.8^100 

1 .21670 

35 

SO 

^-SflSlO 

1.35471^ 

.7fl64S 

1.30637 

,79854 

1.36018 

mm 

1.21598 

31 

87 

.73Sai 

1.353R0 

.76591 

1.30M8 

.79401 

1.35943 

.83387 

1,21536    33 

as 

.73906 

].3NWr 

.76040 

1  30480 

.79449 

3.25867 

.82336 

1.21451    32 

S»; 

.7»0&i 

l,3S2a4  1 

.76086 

1.3(>lin 

.79496 

i.ajTua 

.83385 

1.3l3ffiS    31 

30! 

.79986 

1.35142 

.76733 

1.3(@23 

,7WW4 

1.35717 

.83431 

1,21339    30 
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40* 
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3 
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53 
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59 
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51 

10 
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t,  10114 
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50 

11 

.84457 

IJ&IO* 
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.900^ 
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40 

19 

.84507 
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48 

18 
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47 

14 
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1.10150 
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46 
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45 

10 
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44 

17 
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1.13SM 

,90040 

i.ooooa 

,04180 

i.oem 

43 

le 

.91806 

1.1T9W 

.87>B» 

i.iaaia 

.00903 

1,09809 

.Mfl5 

1.00117 

« 

la 

.8lftlA 

1.17840 

.871104 

M3T01 

,91046 

I.00SS4 

.04200 

1.00050 

41 

IM) 

.W9W 

1.17777 

,879S5 

1.13^ 

.01000 

i,offrro 

.04315 

1.05904 

40 

n 

.&496a 

1  irnie 

.88007 

1.13627 

.01153 

1.09TO6 

.04400 

1.06BSS 

30 

n 

.R'5O0e 

l.lTffiiS 

.88050 

1.18561 

,01900 

1.00042 

.04455 

1  00870 

SH 

23 

.tifiO^T 

IITMO 

.88110 

1.13104 

.91250 

1  00578 

.04510 

i.mnoo 

37 

M 

.BQIOT 

1JTCQ0 

.mim 

i.iai^ 

.01318 

1.D9514 

.04585 

1  i>5747 

30 

35 

.S5i57 

1.17480 

,BmA 

1. 13301 

.91360 

l.OOiSO 

.04090 

1.05085 

35 

» 

.85907 

1.17801 

.mm 

I. 18205 

.01410 

1.00380 

.04076 

1.05004 

84 

*7 

.BBMT 

K17WW 

.88017 

1.13998 

.01473 

i,ooaae 

.04781 

1.06602 

sa 

S8 

.85808 

tA?m 

.88809 

].l3lfl« 

.01596 

1.00258 

.04780 

1.05601 

32 

39 

.HWMW 

1.17154 

.mm 

1,13090 

.91580 

1.00105 

,04841 

1.05430 

31 

30 

.8M08 

1. 1^1085 

.8&47a 

1.13029 

.01038 

1.09131 

.04806 

l,05in» 

80 

SI 

.85156 

1.17016 

.Bern 

1.19908 

.01087 

1.00067 

.04059 

1.05817 

SO 

81 

.mm 

1.10M7 

,mm 

1.1B807 

,01740 

1.00003 

.06OU7 

1.05S55 

28 

Si 

.euse 

1.108^ 

.88098 

1.19881 

.91794 

l.OBMO 

.95003 

1.051»4 

JS7 

M 

.BfiAOft 

1.1S800 

.8»80 

1.19785 

.01847 

1.08870 

.06118 

1.05133 

90 

SG 

.85050^ 

1.10741 

1.19090 

.91001 

1,06813 

,05173 

1.05073 

25 

S0 

.85710 

i.ioora 

.88781 

1  19633 

.01055 

1.08749 

.053% 

1.05010 

24 

S7 

.B&7C1 

MOflOS 

.88830 

1.19507 

.OUOS 

1,08686 

.952Sf 

1.04040 

23 

3S 

.B5«U 

MtiSb^ 

.^888 

Msnoi 

.99050 

1.08029 

.05840 

1.U4888 

22 

30 

.tf&mu 

M&4fl« 

.88&40 

M9t35 

.K116 

1,(»550 

.90395 

1  048SJ7 

21 

40 

.85Ulg 

l.ia3U8 

.8809a 

1.1S3C0 

.99170 

l.OMOO 

.95451 

1.04766 

20 

41 

.8P063 

1.1«?»:^ 

.80«>16 

1  12303 

.0*201 

1.0B439 

.05600 

1.017m 

12 

.saoH 

1.14^1 

.aiOtf7 

1  l±i3*l 

.9«f77 

1.08809 

.95509 

l.(M044 

41 

.80004 

1.10199 

.89149 

].l;;i7'J 

Ati^ir 

1.06806 

.95018 

1,04583 

U 

.8BI15 

1.101W 

.HQOI 

IJJJIIH 

.if^w:. 

1  08»t3 

.95073 

l.(M63S 

,4A 

.asiw 

i.iaoM 

.89953 

l.liJoii 

irj-i;KJ 

1.08170 

.05720 

L04401 

«» 

.fl«n(t 

M5087 

.80800 

1,11975 

.yai03 

1.08110  ' 

.95785 

1.04401 

47 

,80907 

iiaoio 

.«858 

1.11900 

Af^7 

1.08053 

.06841 

1.01840 

<s 

.80B18 

1.15851 

,80410 

.1.11B44 

.bssooi 

14J7O0O 

.90807 

1.04970 

40 

HMOAH 

M57H3 

.80403 

1  11778 

.00055 

1.07997 

.06e9« 

I.IM918 

au 

.8a4i» 

1.15715 

.88015 

1,11718 

.08700 

1,079» 

.00008 

i-OiifiS 

M 

.8M70 

1  155IT 

.msffi 

I.1I04S 

.9S7S3 

1.07WI 

.00004 

1.01007 

St 

,  .80081 

M557^ 

.80090 

riififti 

,02817 

l.OTT^  1 

.061«1 

i.oioafl 

fiS 

.Wffm 

1.15511 

,80*79 

1.11517 

1  .oa^ 

I.OTffTO 

.90170 

i.oaoTO 

M 

.smss 

iiMia 

.807% 

1.1U5* 

'  A^im 

1.07013 

.OSS^ 

1.00015 

55 

.85074 

1.15S7S 

.mm 

1  nr^r 

.\fj<^) 

3  orsfjo 

.00288 

1.00855 

M 

.eOTSB 

ijfiaoi 

.SQ8SD 

l.lKt'l    r 

.mvH 

1  07487 

.05344 

1.03704 

57 

,W7T« 

1.15310 

.mf^ 

1  )iav; 

■.JJillHrt 

1.07*85 

.90400 

1.03734 

58 

.868K7 

1.15172 

.mf^i:> 

1  ]i['i] 

■i:il43 

1.07309 

.00457 

1  08574 

E» 

.flaSTB 

1.15104 

.ffi*!*^ 

1  niJii 

•Mm 

1.07SO9 

.00518 

1.03513 

^ 
* 

1.I60S7 

.mm 

MriLini  1 

1.07237 
TdJiff 

.00500 

1.0SM3 

f 

CoUagi   Ta.nj5 

CotMBgt    Tajifi 

49- 

1           4 

B-           1 

47*           1 

49-           1 

505 


TABLE  v.— NATURAL  TANGENTS  AND  COTANGENTS. 


44* 

4«« 

44' 

f 

# 

f 

# 

* 

f 

Tang  1  CotwiK 

Tang 

CoUwe 

T&iig 

Coton^ 

~0~ 

"»na^ 

i.fttvia 

"S" 

li 

.9771K) 

i.a3a'S5 

« 

;4o 

l^m 

1.01170 

"io 

1 

.9&^ 

lAsmA 

110 

21 

.977W 

1  0«95 

S9 

'4! 

1.01119 

19 

s 

,9oaf*i 

58 

n 

.flTHia 

l.O^im  rBH 

143 

.98858 

1.01058 

18 

3 

.fttj;^ 

l.CWi7i* 

S7 

S3 

.tf;«7U 

ItJilTfl    .17 

'43 

.ftsom 

1.00094 

17 

4 

-ftJT^I 

i.txiii^ 

5e 

£4 

.97337 

i.oaiir  3fl 

44 

9S073 

i.Dooao 

18 

A  1 

.oearrfi 

1.^)8353 

5a  , 

23 

.97fl$t 

1. 03057    a*^ 

45 

.9^181 

J  OOBTB 

15 

6 

.mor 

i.oaifti 

M 

S6 

.98&}1 

].01S»«     34 

;4{S 

.aaiwB 

l.i-0^18 

14 

7 

.mm 

1,03133 

53 

27 

.9^008 

i.oiftia   ai 

47 

.90!tl7 

1  00759 

18 

8 

,»?ft» 

1.0907a 

sa 

£8 

.0815a 

1,0J«70    33 

|4^ 

.90304 

1.00701 

19 

9 

.9W7a 

1  oaoia 

5t 

ao 

.ttama 

MJisao  ,.^1 

'40 

.99362^ 

1. 00642 

11 

[0 

-flTisa 

KOSKUI 

M 

ao 

.fla^nj 

l.OlIfll 

30 

,50 

.99130 

1.00088 

10 

U 

.07180 

1.0^09 

49 

SI 

.08327 

1.01TO9 

SO 

I5I 

.09478 

1.005S3 

9 

n 

.srsMfi 

i.ffiwsa 

48 

m 

.08381 

I.OIUI 

m 

1^ 

,00538 

rooicr 

8 

19 

.97303  1 

1  ihrrrv 

47 

S3 

.W411 

1.01588 

87 

!&3 

.9B694 

rootos 

7 

14 

.97359 

1  0371S 

4e 

$4 

.984119 

1.015M 

94 

54 

.OOKsa 

1.00350 

8 

15 

.ft741« 

roaasa 

4A 

35 

.flAVW 

1.0l4Afi 

SS 

155 

.00710 

i.ooafti 

5 

td 

.07473 

J.03SQ3 

44 

aa 

.08613 

1,014m 

94 

l5fl 

.9ff7(« 

1.00£83 

4 

17 

.ft^9 

j.oassa 

43 

a? 

.smt 

1.01347 

2S 

87 

.90836 

1. 001 75 

S 

18 

.fl'TSM 

Mm74 

4t 

38 

,mm 

1.01388  as 

G8 

.SU884 

J. 00110 

9 

1ft 

.07543 

ro^u 

4t 

» 

.08788 

1.013:19  .n\ 

W 

.00013 

1.000&8 

1 

-20 

,97700 

1. 09306 

40 

40 
t 

.08BI3 

1  01170    SO 

!eo 

1.00000 

1.00000 

0 

/ 

Cotangl    Tang 

^ 

CotJLtigl    Tang 

t 

CoUng 

Tang 

#* 

4(S* 

u- 

45* 

5o6 


I'ABLE  VI.— LENGTHS  OF  CIRCULAR  ARCS:  RADIUS  —  i. 


Sec. 


8 

4 
5 
6 
7 
8 
9 
10 

11 
IS 
18 
14 
15 
16 
17 
18 
19 
90 

21 
2S 
88 
84 
85 
86 
27 
28 
89 
80 

81 
82 
88 
81 
86 
86 
87 
88 
88 
40 

41 
48 
48 
44 

46 
46 
47 
48 
49 
50 

61 
62 
58 
54 
66 
56 
57 
58 
50 
60 


Length. 


.0000048 

.0000097 
.0000145 
.0000194 
.0000048 
.0000291 
.0000889 
.0000888 
.0000436 
.0000485 

.0000688 
.OfXKXSi 

.0000680 
.0000679 
.0000727 
.0000776 
.0000624 
.0000878 
.0000921 
.0000970 

.0001018 
.0001067 
.0001115 
.0001164 
.0001212 
.0001261 
.0001809 
.0001857 
.0001406 
.0001454 

.0001508 
.0001551 
.0001600 
.0001648 
.0001697 
.0001745 
.0001794 
.0001842 
.0001891 
.0001969 

.0001988 
.0009086 
.0009086 
.0002188 
.0002182 


Min. 


.0008279 
.0008827 
.0008876 
.0008484 

.0008478 
.0008521 
.0008570 
.0008618 
.0008666 
.0008715 
.0008768 
.0008818 
.0002860 
.0002909 


1 
2 
8 

4 
5 
6 
7 
8 
9 
10 

11 
12 
18 
14 
15 
16 
17 
18 
19 
80 

81 
88 
88 
84 
85 
86 
87 
88 
89 
80 

81 
88 
88 
84 
86 
86 
87 
88 
88 
40 

41 
48 
48 
44 

45 
46 
47 
48 
49 
50 

51 
68 
58 
54 
66 
56 
57 
68 
59 
60 


Length. 


.0008909 
.00U£>818 
.0UU8727 
0011086 
.0014544 
.0017458 
.0020862 
.0088271 
.002UlhO 
.00290b9 

.0081098 
.0064907 
.0087815 
.0010724 
.0048688 
.0016542 
.0M9451 
.0062860 
.0066209 
.0058178 

.0061087 
0068996 
.0066904 
.0069618 
.0072722 
.0076681 
.0078540 
.0081449 
.0084858 
.0067266 

.0090176 
.0098064 

.0096998 
.0096902 
.0101611 
.0104790 
.0107689 
.0110688 
.0118446 
.0116866 

.0119864 
.0188178 
.0185088 
.0187991 
.0180000 
.0188809 
.0186n7 
.0189686 
.0148586 
.0145444 

.0148868 
.0151868 
.0154171 
.0157060 
.0159989 
.0108897 
.0166806 
.0168716 
.0171684 
.0174588 


peer. 


1 
8 
8 

4 
6 
6 
7 
8 
9 
10 

11 
18 
18 
14 
16 
16 
17 
18 
19 
20 

81 
88 
23 
84 
86 
86 
27 
28 
29 
80 


Length. 


.0174583 
.0849U66 
.0588590 
.06U6188 
.0672665 
.10171^8 

.Ib0t268 
.15^0:96 
.1745829 

.1919868 
.1^094895 


.2448461 
.2617994 
.2792527 
.2967060 
.8141598 
.8316126 
.8490659 

.8666191 
.8889724 
.4014267 
.4188790 


.4587856 
.4712889 


.6061455 


.5410681 
.6686064 

.5769687 
.6984119 
.6106668 
.6868185 
.6457n8 


.6806784 
.6881817 

.7155860 


.7504916 
.7679449 


.8088616 
.8808047 
.8877680 
.8668118 
.8788646 

.8901179 

.9075718 

.9860846 

.9484778 

.9699811 

.9778844 

.9948877 

1.0188910 

1.0897448 

1.04n97e 


Deg. 


01 
62 
68 
64 
65 
66 
67 
68 
69 
70 

71 
78 
78 
74 
75 
76 
77 
78 
79 
80 


84 
86 
86 
87 
88 
89 
90 

91 
98 
98 
94 
95 
96 
97 
98 
99 
100 

101 
108 
108 
104 
106 
106 
107 
108 
109 
110 

I  111 

I  118 
118 
114 

I  115 
116 
117 

;  118 
119 
190 


Length. 


1.0646608 
1.06K1041 
1.0996674 
1.1170107 
1.1844640 
1.1519178 
1.1608706 
1.1866880 
1.8042778 
1.8817806 


1.! 

1.8666871 

1.8740904 

1.8915486 

1.8089909 

1.8864608 

1.8489085 

1.8618668 

1.8788101 

1.8068684 

1.4187107 

1.4811700 

1.4486888 

1.4660786 

1.4 

1.6 

1.5184864 

1.6866807 

1.5588480 

1.0707968 

1.6888196 

1. 0067^89 

1.0881508 

1.1 

1.6 

1.6786161 

1.6089694 

1.7104887 

1.7838760 

1.7468888 

1.78878S6 
1.7808866 
1.7978891 
1.8151484 
1.8886067 
1.8600490 
1.8076088 
1.8649666 
1.9084060 
1.9198888 

1.0078166 
1.9647688 
1.9789881 
1.9696768 
8.0071886 
8.0846619 
8.O490eB8 
8.0694885 
8.0789418 
8.0 
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TABLE  VII. 

Mean  Refractions  in  Declination.* 
TO  BE  USED  With  the  solar  attachment. 

Computed  by  Edward  W.  Anns,  C.  E.,  for  W.  &  L.  E.  Gurley,  Troy,  N.  Y.) 


u 
■J 

g 

< 

& 
o 

Ob. 

DECLINATIONS. 

1 

For  Latitude  2*  30',                                         1 

+*!' 

+  11' 

+  10^ 

+r 

0* 

— «"* 

-ID- 
12* 

— W 

18' 

--• 

—18* 

—12- 

—07' 

—02- 

+  02' 

or 

23' 

—18 

-12 

—07 

—02 

—03 

07 

12 

m 

23 

—17 

— U 

—m 

—01 

-03 

08 

13 

10 

25 

—15 

—10 

—OS 

0 

—  05 

10 

15 

21 

27 

—10 

--06 

0 

+  05 

m 

15 

20 

25 

32 

Fob  Latitude  6°. 

Ob. 

— liS' 

—10' 

—05' 

0*      +05' 

10' 

15' 

20' 

27' 

—  15 

—  10 

—05 

0 

+05 

10 

15 

20 

27 

—13 

—OS 

—03 

-"02 
--OS 

07 

12 

17 

2Z 

20 

—  10 

—05 

0 

10 

15 

20 

27 

32 

—05 

0 

+  05 

10 

15 

20 

27 

32 

40 

FoBt  Latitude  7°  30'.                                               1 

Ok. 

-13' 

— oa' 

—02- 

+or  , 

6s' 

W 

18' 

24' 

20* 

—12 

—07 

—01 

—03     , 

oo 

14 

10 

25 

3t 

—10 

—05 

0 

--OS 

10 

15 

20 

26 

32 

^-05 

0 

+  05 

m 

15 

20 

26 

32 

30 

+07 

L2 

17 

23 

29 

36 

43 

51 

I'or 

Foft  Latitupe  10°*                                              1 

Oh. 

Uio- 

—05* 

0* 

+05* 

10' 

16* 

20* 

26' 

32* 

—07 

—03 

-02 

--03 

07 

12 

17 

22 

28 

34     ' 

—m 

0 

08 

13 

19 

25 

3L 

38 

0 

m 

10 

15 

20 

26 

32 

30 

46 

+  15 

20 

26 

32 

30 

43 

H^ 

r06 

no 

FciH  Latitude  12*  30'.                                         1 

Oh* 

—OS' 

—02' 

+02* 
"05 

S* 

13' 

18* 

24* 

30* 

36* 

— oa 

00 

10 

15 

'JQ 

20     ' 

32 

30 

+03 

07 

12 

17 

23 

29  ' 

35 

43 

51 

04 

00 

14 

20 

25 

31 

40 

4R 

65 

21 

27 

as 

40 

48 

57 

ro8 

r23 

1'41 

For  Latitude  15*.                                             1 

Oh. 

—05* 

0' 

+  05' 

10' 

IS- 

21* 

27' 

33* 

40' 

—03 

+02 

07 

12 

IS 

23 

20 

36 

43 

+  01 

05 

n 

10 

22 

28 

34 

41 

49 

OS 

12 

n 

24 

30 

37 

44 

53 

t'04 

20 

34 

41 

40 

59 

I'lO 

1'24 

1'43 

208 

•  Printed  by  permission  of  W.  &  L.  E.  Gurley. 

t  Hoar  angles  are  reckoned  either  way  from  local  noon. 
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REFRACTIONS   IN  DECLINATION 


X 

DECLINATIONS. 

FOH    LATtTUDE    IT'*  SO'. 

+to- 

+ia- 

+«• 

+  i» 

0- 

— fl' 

—W 

— 15» 

— M-   , 

Oh, 

—02' 

+02' 

08' 

13' 

18' 

24' 

30* 

36' 

44' 

0 

05 

10 

15 

21 

27 

33 

40 

48 

+02 

10 

15 

21 

27 

33 

40 

48 

57 

13 

18 

23 

29 

36 

43 

5t 

roi 

I'la 

34 

41 

4^ 

58 

no      1  1'23 

IMl 

2  00 

2  42 

Foft  Latitude  20^                                                    1 

Oh. 

0* 

05' 

10* 

15' 

21' 

27' 

33' 

40* 

48- 

03 

07 

18 

24 

30 

30 

44 

53 

oe 

13 

jg 

24 

30 

36 

44 

52 

1*02 

17 

22 

28 

35 

42 

50 

I'OO 

IMI 

1  26 

30 

47 

57 

I'OT 

J '20 

t'37 

200 

2  32 

325 

Fob  Latitvde  22"*  30'*                                              1 

,  Oh, 

02' 

09- 

13* 

18' 

24- 

30- 

36- 

44- 

sr 

oe 

11 

15 

21 

27 

33 

40 

48 

67 

u 

15 

21 

27 

33 

40 

48 

57 

1'06 

20 

m 

32 

39 

43 

56 

ro7 

no 

137 

45 

£3 

1'03 

ri6 

t^31 

1'52 

2  21 

3  07 

428 

For  Latiti'de  23*,                                                     1 

Oh. 

05-  ' 

10" 

15' 

21- 

27- 

33- 

40- 

48' 

57' 

08 

14 

.19 

25 

31 

38 

46 

54 

ro6 

12 

18 

24 

30 

37 

44 

53 

r'04 

t  IS 

23 

2B 

35 

45 

53 

ro3 

1'16 

131 

152 

49 

50 

I'm 

1^24 

1'52 

2  07 

2  44 

3  46 

5  43 

For  Latituhc  27*  3(V.                                                 1 

Oh. 

OS' 

13' 

IS' 

24- 

30- 

38' 

14' 

52* 

1'02' 

t 

U 

16 

23 

28 

34 

41 

49 

I'OO 

110 

1 

17 

22 

28 

35 

42 

60 

roo 

t  11 

120 

4 

28 

35 

43 

50 

roo 

I'll 

125 

143 

309 

i 

^ 

ro6 

I'lS 

1*34 

154 

2  24 

3  11 

438 

8  10 

For  Latitude  30',                                                     1 

Oh. 

10* 

IS- 

21' 

27' 

33* 

40' 

48' 

57' 

r08' 

14 

IS 

25 

31 

38 

46 

54 

1'05 

1  1i 

^ 

26 

32 

39 

47 

55 

TOO 

1  19 

136 

32 

30 

46 

52 

1'06 

ri9 

135 

157 

2  20 

100 

I'lO 

ra4 

1'52 

2  07      1 2  44 

3  46 

5  43 

13  00 

Fob  Latitude  32*  30', 

OK. 

13' 

IS' 

24- 

30- 

»6- 

44' 

52' 

ro2' 

1'14- 

17 

22 

2a 

35 

42 

50 

vm 

1  n 

126 

33 

26 

35 

43 

61 

roi 

1  13 

128 

147 

35 

43 

51 

I'Ol 

1'13 

127 

146 

2  13 

2  54 

I'03 

ri5 

1^31 

153 

230 

305 

425 

736 
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< 
1 

DECLINATIONS. 

For  Latituob  35** 

+  10- 

+«• 

+  10" 

+0- 

^ 

— r 

—10" 

—10=* 

—ID* 

Oh. 

l^" 

2i- 

27' 

33' 

40- 

48' 

57" 

l-BS' 

121' 

20 

25 

32 

38 

40 

55 

1'05 

1  18 

135 

20 

33 

30 

47 

50 

ro7 

121 

138 

200 

3a 

47 

50 

IW 

1'20 

136 

150 

2  32 

3  25 

IVl 

rao 

1'3S 

200 

2  34 

320 

5  14 

10  16 

FoH  Latitvbie  3T*  30'. 

Oh. 

18' 

2i- 

30* 

3a' 

44- 

52' 

1'02' 

ri4' 

1'29 

■ 

22 

2S 

35 

42 

50 

I'OO 

1  12 

120 

1  45 

t 

20 

30 

43 

52 

1'02 

1  14 

120 

140 

2  16 

4 

43 

51 

roi 

VU 

127 

]  40 

2  14 

2  54 

405 

■ 

I'll 

I '26 

154 

2  10 

2  40 

3  55 

6  15 

1458 

Fo»    L4TTTU&E    40^* 

Oh. 

21' 

27- 

33' 

40- 

48' 

57' 

1'08- 

1'21' 

1^30" 

25 

32 

m 

40 

52 

rofl 

1  10 

135 

1  57 

33 

40 

48 

57 

vm 

12t 

138 

2  02 

23tt 

47 

5^ 

vm 

no 

136 

158 

230 

3  21 

4  50 

Vl& 

1'31 

151 

220 

305 

425 

7  34 

25  18 

For   LAt-iTLUt  42*  30\ 

Oh. 

24' 

30' 

38' 

44' 

52' 

10)2'' 

ri4' 

r20' 

r40' 

2§ 

35 

30 

£0 

1*00 

1  12 

126 

145 

211 

36 

43 

52 

r02 

1  13 

1  20 

140 

2  17 

2  50 

;iO 

I'm 

I'll 

t  26 

I  44 

2  10 

240 

355 

0  16 

I'lO 

1  30 

158 

230 

322 

500 

0  24 

For  Latitdp^i  45°. 

Oh. 

27' 

:.,- 

40* 

48' 

57' 

I'OH- 

l'2r 

l^' 

32 

30 

46 

52 

I'OO 

1  10 

135 

157 

220 

40 

47 

.w 

1'07 

121 

1  38 

2  m 

234 

3  20 

54 

ro4 

I'm 

133 

154 

2  24 

311 

438 

8  15 

1'23 

1  41 

2  05 

2  41 

340 

640 

12  02 

For  l^rvfvae.  47*30', 

Oh. 

W 

30' 

44' 

52' 

1'02' 

I'M' 

r20' 

1'49' 

2'18- 

35 

42 

50  ^ 

TOO 

1  12 

1  26 

145 

2  01 

2  51 

43 

51 

roi 

1  13 

128 

1  47 

2)5 

2  56 

408 

56 

vm 

123 

140 

205 

240 

330 

5  37 

If  18 

r27 

1  46 

2U 

2  52 

4  01 

630 

16  10 

Fqm    I.ATITI'UE  fiO*.                                                                         1 

Oh. 

33- 

40- 

48' 

57' 

ro8' 

y2V 

rao' 

2'02' 

2'3fl- 

:sfi 

46 

5,^ 

roe 

I  18 

135 

157 

228 

3  10 

47 

56 

roft 

]  10 

1  36 

220 

2  31 

323 

502 

1*02 

Tt4 

1  29 

I  48 

2  16 

258 

4  18 

6  50 

10  47 

130 

151 

2  10 

3  04 

4  22 

728 

24  10 

Sio 
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i 

13 

DECLINATIONS. 

Foii  IvJiitTtTDis  52*  30'. 

+10" 

+  li* 

+  W* 

-hi^ 

r 

^r 

— iir 

—It* 

— io* 

Dh. 

36* 

44' 

52- 

1'02- 

1'14' 

1'20- 

r40' 

2'IS- 

3'05'  1 

S 

43 

50 

60 

1  !1 

120 

142 

2  23 

249 

3.55 

> 

£0 

I'OO 

I'll 

120 

145     1 

211 

2fil 

258 

6  22 

4 

ros 

1  18 

135 

2  10 

228 

3  10 

4  53 

842 

i 

134 

150 

2  27 

3  10 

4  47 

8  52 

Fob  LATirnniG  Sft".                                                       | 

OK 

40- 

48- 

57" 

ro8- 

I'21- 

i^ao- 

2^02- 

2'36' 

3'33' 

1 

4^ 

55 

ro5 

1  IS 

134 

156 

230 

3  15 

4  47 

1 

55 

I'OO 

t  19 

135 

158 

230 

3  21 

458 

0  10 

4 

I'lO 

123 

142 

200 

2  43 

3  44 

5  49 

!2  4l 

A 

137 

2  01 

2  34 

328 

5  15 

to  18 

Fob  Latttudk  57"  30'.                                                    | 

Oh. 

44- 

52- 

for 

]'14- 

1'20- 

l'4e' 

2'IS' 

3'05- 

4'37' 

i 

50 

59 

1 11 

125 

1  43 

209 

2  47 

351 

004 

3 

58 

I'lO 

I  24 

1  42 

2  07 

2  43 

3  45 

6.^0 

12  47 

4 

I'll 

125 

143 

2  10 

250 

355 

6  14 

14  40 

a 

Ml 

2  00 

2  42 

3  42 

540 

12  20 

For  LATtTiTDE  60*.                                                      | 

Oh. 

48- 

57- 

1'08- 

1'21- 

1^30- 

2'02- 

2'36'' 

3'33- 

5*23* 

1 

54 

1'04 

1  17 

133 

154 

2  24 

3  12 

43s 

8  15 

a 

1'03 

1  15 

130 

151 

2'2Q 

304 

4  24 

7  31 

24  44 

4 

1  IS 

134 

ISO 

2  28 

3  18 

4jro 

853 

I 

145 

2  It 

2:0 

3  57 

6  21 

15  32 

FOB  Latituuk  62*  30'-                                                     | 

Ob. 

52' 

1^02- 

1'14- 

I '20* 

l^^O* 

2'18- 

3'00' 

4*17' 

T'13- 

1 

^ 

I'OB 

123 

14! 

206 

2  43 

344 

550 

12  44 

« 

1'07' 

123 

138 

2  01 

235 

330 

5  16 

10  24 

4 

123 

140 

205 

2  40 

340 

5  37 

1160 

S 

l« 

2  17 

250 

4  14 

7oa 

Fob  LATiTtTtui  65".                                                        | 

Oh. 

57' 

1'08' 

l'2r 

1'39' 

2^2- 

2'3e- 

3'33- 

5'23* 

10^61' 

1 

vor 

1  la 

131 

152 

221 

3  07 

42S 

744 

> 

1  12 

127 

140 

2  12 

2  52 

4  02 

633 

4 

127 

147 

2  13 

254 

4  05 

640 

< 

152 

222     1 

308 

430 

7  52 

Fob  LATiTiTt>K  67'  30'.                                                     \ 

Oh. 

ror 

1'14' 

rao' 

ir^' 

2' IS* 

3'00- 

4'17' 

7'13' 

1 

108 

1  22 

140 

2  03 

23& 

3  37 

5  32 

1128 

s 

1  17 

134 

155 

2  28 

3  14 

444 

8  34 

4 

132 

1£3 

223 

3  14 

4  35 

8  05 

0 

156 

228 

3  17 

440 

8  51 

For  LATiTUtiE  70".                                                        | 

Ob. 

ro8* 

rsi- 

Vd/r 

2'02' 

2'3fl- 

3'33' 

5'23* 

icKsr 

a 

]  14 

1  20 

1  £0 

2  18 

300 

4  17 

7  13 

s 

123 

1  43 

205 

2  41 

3  41 

5  5ft 

12  15 

4 

137 

200 

2  34 

3  28 

5  20 

10  12 

B 

2  02 

233 

3  27 

5  11 

10  05 
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TABLE  VIII.    TRIGONOMETRIC  AND   MISCELLANEOUS  FORMULAS. 


RiCMT  Trianglb 


Obliqus  Tkianglx 


SOLUTION  OF  RIGHT  TRIANGLES. 


sin  A '='-'•' cos  B 

c 

a 
tan^>--«cot  B 

o 

secA'^-^cosecB 
o 

,     c-b     d 
vers  A  =» ■=  - 

c       c 


c 

b 

cot  ^  =»  -  s=  tan  B 

a 

cosec  A  =  -  —sec  B 
a 

.     e 
exsec  ^  =- 


a— rsin^»^tan^«^cos^  — ^cot  ^«\/(^4-^)  {c-b) 
b^c  cos  A-^a  cot  A  "C  sin  Br=a  taaiB  '=\/{c-\-a)  {c— a) '^c  —  c  vers  A 
d'^cversA  e^^cexsecA 

a  b  a  b  d  e 

c^ 5=-^ — D^~ — 5= i  = ;= i— ^+*  exsec -<« 

cos  B     sin  B    sin  A     cos  A     vers  A     exsec  A 


SOLUTION   OF  OBLIQUE  TRIANGLES. 


Given. 


A,B,a 
A,a,b 
C,a,b 
a^bfC 


Af  Bf  Of  a 
C,a,b 


Sought, 


b,c 

B,€ 

A-B 
A 


area 
area 
area 


Formulas. 


sin^  sm^        V      '      / 


sin  B= by 

a 


<■=.--.  sin  C. 
smA 


tan  }  (A-  ^)=^— ftan  }  (A  +  B) 


sin^> 


^y/sis-a)  {s-b)  (J-Q 


be 


area«\/j  {s-a)  (s-b)  {s-c) 

a*  sin  i9 .  sin  C 

area  a : — 

2  sin^ 

sjesL^^ab  sin  C 


512  TRIGONOMETRIC   FORMULAS 

TABLE  VIII.    TRIGONOMETRIC  AND  MISCELLANEOUS  FORMULAS. 


GENERAL  TRIGONOMETRIC    FORMULAS. 
s\nA^2nn\A  cos  }  A  —  Vi  —  cos'^  =  tan  A  cos  A -=  \/J(i  —cos  2  A) 

cos^  =  2  cos'  }^—  I  «•  I  —2  .sin'  }  ^=»cos'  J^  — sin'  \A^i  —vers  A 
sin  ^     Vi  —cos' ^         sin  3  ^ 


tan^» 
cot^ 


cos  /^  cos  A  I  +  cos  2  ^ 

cos  ^  sin  2  ^  sin  2  ^ 


sin  ^      I  —  cos  2  ^      vers  2  A 

vers  ^=»i  —cos  /^— sin  A  tan  \A^2  sin'  J^ 

,    ^     vers^ 

exsec  ^  —sec  A—i  —tan  ^  tan  *  ^  — r- 

*  cos  A 

sin  2  /^  —  2  sin  ^  cos  A 

cos  2^  —  2  cos'  ^  —  I  — cos'^  —sin'  ^  —  i  —  2  sin'  ^ 

2  tan  ^ 


tan  2  ^  — 
cot  2  ^  = 


I  -  tan' A 
cot'  /^  - 1 


2  cot^ 

vers  2^  =  2  sin'^  =»  2  sin  ^  cos  A  tan  ^ 

2  tan' ^ 

exsec  2  A  — ^ =— j 

I  —  tan' A 

sin'  ^  +  cos'  A^i 

sin  (/f  -J-  ^)  =  sin  A  cos  iff  ^  sin  iff  cos  A 

cos  (/^  -J-  iff )  =  cos  /^  cos  ^  =f  sin  ^  sin  ^ 

sin^  +  sin^  =  2sin  J(^  +  /?)co8}  (A-B) 

sin^^— sin^  — 2Cos}  {A-k-B)  sin  }  (-<^— -^) 

cos  A  +COS  ^=-2  cos  J  (^  4--^)  cos  }  {A  -B) 

cos B  —  cos ^  —  2  sin  J  (^  +-5)  sin  J  {A—B) 

sin'  ^  -  sin'  ^  =  cos'  ^  -  cos'  A  =-  sin  (A  +  -5)  sin  (^  —  iff) 

cos'  A  -  sin'  B  =  cos  (-^  +  -^)  cos  {A  -  ^) 
sin(^  +  ^) 


tan^  +  tan^ 
tan^—  tan  ^— 


cos  A  cos  ^ 
sin(/^-/?) 
cos  A  cos  ^ 


CIRCULAR  CURVES  —  GEOMETRIC   FORMULAS 


SI3 


TABLE  IX.    CIRCULAR  CURVE  FORMULAS 


R  »  Radius 
/  »=  Central  Angle 
T  «=  Tangent  Distance 
E  >-  External  Distance 


r  -=  i?  tan  1  / 

E  ^  R  exsec  )  / 

M  =  ^  vers  1  / 

C  =  2  i?  sin  J  / 

Lt  -^  Rx  Circular  Measure  / 


M  «  Middle  Ordinate 
Z,  =  Length  of  Arc 
C  «  Chord 
/    =  Tangent  Offset 


A 


■^"2l>P«^^PP^^''*"**^®^ 


iV=       (Approximate) 

2i? 


TABLE  X.    GEOMETRIC   FORMULAS. 


Required. 

Given.                            FoimuUis. 

i 

Area  of 

Circle 

Radius =r 

irr» 

Sector  of  Circle 

Radius  =  r,  Arc  — Z, 

rZ. 

2 

Segment  of  Circle 
Ellipse 

Chord  =  C,   Middle   Ordinate 

=  M 
Semi-axes=<7  and^ 

jj  6'il/ (  A  ppro  xi  mat  e ) 

Surface  of 
Cone 
Cylinder 
Sphere 
Zone 

Volume  of 

Prism  or  Cylinder 

Radius    of    Base  =  r;     Slant 

Height=j 
Radius  =  r,  Height  =  ^ 
Radius  =  r 
Radius  of  Sphere  =  r,  Height 

of  Zone  =  A 

Area  of  Base  =  ^;  Height=«A 

Trs 
2  irrh 

2  Trh 

hh 

Pyramid  or  Cone 

Areaof  Base  =  *;  Height  =  >4'Y                                    | 

Frustum  of   Pyramid 

or  Cone 
Sphere 

Area    of   bases  =  ^    and   ^' ; 

Height  «  k 
Radius  =  r 

SM  LINEAR  AND   SQUARE  MEASURE 


TABLE  XI.    LINEAR  MEASURE. 

I  foot  »  12  inches 

I  yard  =»  3  feet 

I  rod  »  5}  yards  » 1 6}  feet 

I  mile  a  320  rods*  1 760  yards  *  5280  feet 


TABLE  XII.    SQUARE  MEASURE. 

I  sq.  foot  B  144  sq.  inches 

I  sq.  yard  a  9  sq.  feet  =1 296  sq.  inches 

I  sq.  rod  ■«  30J  sq.  yardsss272i  sq.  feet 

I  acre       »  160  sq.  rods -=4840  sq.  yards  » 43,560  sq.  feet 

I  sq.  mi]e=  640  acres  » 102,400  sq.  rods  »  27,878400  sq.  feet 


TABLE  XIII.    LINEAR   MEASURE— METRIC  SYSTEM. 
I  myriameterss  10  kilometers 
I  kilometer    ^  10  hectometers 
z  hectometer  »  10  decameters 
I  decameter  ■»  10  meters 
I  meter  —  10  decimeters 

I  decimeter   —  10  centimeters 
I  centimeter  »  10  millimeters 


TABLE  XIV.    SQUARE  MEASURE  — METRIC  SYSTEM. 

I  centare=>  i  sq.  meter 

I  are        »  100  sq.  meters 

I  hectare  =  100  ares  » 10,000  sq.  meters 


CONSTANTS 


515 


TABLE  XV.    CONSTANTS. 


1 

Number. 

Logarithm. 

Ratio  of  circumference  to  diameter 

JMiS*) 

0.49715 

Base  of  hyperbolic  logarithms 
Modulus  of  common  system  of  logs 

2.71828 

0.43429 

0.43429 

9 .63778-10 

Length  of  seconds  pendulum  at  N.  Y.  (inches) 

39  1017 

I .59220 

Acceleration  due  to  gravity  at  N.  Y. 

32.15949 

I. 50731 

Cubic  inches  in  i  U.  S.  gallon 

23* 

2.36361 

Cubic  feet  in  I  U.  S.  gal  on 

0.1337 

9.12613-10 

U.  S.  gallons  in  i  cubic  foot 

7.4805 

0.87393 

Pounds  of  water  in  i  cubic  foot 

62.5 

1.79588 

Pounds  of  water  in  i  U.S.  gallon 

8-355 

0.92195 

Pounds  per  square  inch  due  to  i  atmosphere 

14.7 

I. I 6732 

Pounds  per  square  inch  due  to  i  foot  head  of 

water 

0.434 

9.63749-10 

Feet  of  head  for  pressure  of  i  pound  per  square 

inch 

2.304 

0.36248 

Inches  in  i  centimeter 

0.3937 

9. 5951 7-10 

Centimeters  in  i  inch 

2.5400 

0.40483 

Feet  in  i  meter 

3.2808 

0.51598 

Meters  in  i  foot 

0 .3048 
0.62137 

9.48402-10 

Miles  in  i  kilometer 

979335-10 

Kilometers  in  i  mile 

1.60935 

0.20665 

Square  inches  in  i  square  centimeter 

0.1550 

9. 19033-10 

Square  centimeters  in  i  square  inch 

6.4520 

0.80969 

Square  feet  in  i  square  meter 

10.764 

I .03197 

Square  meters  in  i  square  foot 

0.09290 

8.96802-10 

Cubic  feet  in  i  cubic  meter 

35.3'56 

1.54797 

Pounds  (av.)  in  i  kilogram 

2 .  2046 

0.3J333 

Kilograms  in  i  pound  (av.) 

0.4536 

9 .65667-10 

Ft.-lbs.  in  I  kilogram-meter 

.7.23308 

0.85932 

APPROXIMATE   VALUES   OF    SINES. 

Natural  sine  of  i®  —  L25^ „  1^  (roughly) 

Natural  sine  of  o«  i'«  ^:^A^ 

100  ft. 

Natural  sine  of  o«  00"  01''  =  °"^  '"^^ 

I  mile 

TABLE  XVI.— STADIA  REDUCTIONS 
Vertical  Heights 


Mia- 

VtM 

o« 

x** 

a° 

3" 

4° 

5" 

6° 

7° 

8° 

9" 

0... 

0.00 

'•2^ 

3-49 

5-28 

6.96 

8.68 

10.40 

12. 10 

13.78 
13.84 

15.45 

2.  .  . 

0.06 

1.80 

3-55 

7.02 

8.74 

10.45 

12.15 

15.51 

4... 

0. 12 

1.86 

3-^ 

5-34 

7.07 

8.80 

10.51 

12.21 

13.89 

15.56 

6... 

0.17 

1.92 

3.66 

5.40 

7.13 

8.85 

10.57 

12.26 

13.95 

15.62 

8... 

0.23 

1.98 

3.72 

5.46 

7.19 

8.91 

10.62 

12.32 

14.01 

15.67 

10... 

0.29 

2.04 

3.78 

5- 52 

7.25 

8.97 

10.68 

12.38 

14.06 

15.73 

la. .. 

0-3S 

2.09 

3.84 

S-57 

7.30 

9- 03 
9.08 

10.74 

12.43 

14.12 

15.78 
15.84 

14... 

0.41 

2- IS 

3- 90 

5.63 

7.36 

10.79 

12.49 

14.17 

i6... 

0.47 

2.21 

3. 95 

5.69 

7-42 

9.14 

10.85 

12.55 

14.23 
14.28 

15.89 

x8. .. 

0.52 

2.27 

4.01 

5-75 

7.48 

9.20 

10.91 

12.60 

15.95 

ao. . . 

0.58 

2.33 

4.07 

S.80 

7.53 

9- 25 

10.96 

12.66 

14.34 

16.00 

aa. . . 

0.64 

2.38 

tM 

5-86 

7-59 

9.31 

11.02 

12.72 

14.40 

16.06 

a4. .. 

0.  70 

2.44 

5. 92 

7.65 

9.37 

11.08 

12.77 

14.45 

16.  II 

a6... 

0.76 
0.81 

2.50 

4.24 

5. 98 

7.71 

9-43 
9.48 

II. 13 

12.83 
12.88 

14.51 

16.17 

a8... 

2   c6 

4.30 

6.04 

7.76 

II.  19 

14.56 

16.22 

30... 

0.87 

2.62 

4.36 

6.09 

7.82 

9-54 

11.25 

12.94 

14.62 

16.28 

3a... 

0.95 

2.67 

4.42 

6.15 

7.88 

9.60 

11.30 

13.00 

14.67 

16.33 

34... 

0.90 

2.73 

4.48 

6.21 

7-94 

9- 65 

11.36 

13.05 

14.  73 

16.39 

36... 

I.C5 

2.79 

4.53 

6.27 

7-99 
8.05 

9.71 

11.42 

13." 

14.79 

16.44 

38... 

I.  II 

2.8s 

4.59 

6.33 

9-77 

11.47 

13.17 

14.84 

16.50 

40... 

1. 16 

2.91 

4.6s 

6.38 

8.  II 

9.83 

"•53 

13.22 

14.90 

16.55 

4a... 

1.22 

2.97 

4-71 

6.44 

8.17 

9.88 

"59 

13.28 

14.95 

16.61 

44... 

1.28 

3.02 

4.76 

6.50 

8.22 

9-94 

11.64 

13.33 

15.01 

16.66 

46... 

1-34 

3.08 

4.82 

6.56 

8.28 

10.00 

11.70 

13.39 

15.06 

16.72 

48... 

1.40 

3- 14 

4.88 

6.61 

8.34 

10.05 

11.76 

13.45 

1512 

16.83 

SO... 

1-45 

3- 20 

4.94 

6.67 

8.40 

10.  II 

II. 81 

13.50 

15.17 

Sa... 

i-Si 

3.26 

4.99 

6.73 

8.45 

10.17 

11.87 

13- 56 

15.  2| 
15.28 

16.88 

54... 

1.57 

3'$^ 

5- OS 

6.79 

8.51 

10.22 

11-93 

13.61 

16.94 

56... 

1.63 

3-37 

5" 

6.84 

!-57 

10.28 

11.98 

13.67 

15.34 

16.99 

58... 

1.69 

3-43 

5.17 

6.90 

8.63 

10.34 

12.04 

13.73 
I?.  78 

15.40 

17.05 

60... 

1.74 

3-49 

5- 23 

6.96 

8.68 

10.40 

12. 10 

15-45 

17. 10 

Horizontal  Corrections 


Ditt. 

o** 

x<> 

a° 

3° 

4° 

5*^ 

6° 

7" 

8« 

9" 

xoo. . 

0.0 

0.0 

0. 1 

0.3 

o.S 

0.8 

1. 1 

1.5 

1.9 

2.5 

aoo. . 

0.0 

0. 1 

0.2 

0.5 

1.0 

1.5 

2.  2 

3.0 

^•2 

4.9 

300.. 

0.0 

0. 1 

0.4 

0.8 

I  5 

2.3 

3  3 

4.5 

5-5 

7-2 

400.. 

0.0 

0. 1 

0.5 

1. 1 

2.0 

^•s 

4.4 

6.0 

7.8 

9.8 

500.. 

0.0 

0.2 

0.6 

1.4 

2.5 

3.8 

5.5 

7-5 

9.7 

12.3 

600.. 

0.0 

0.  2 

0.7 

1.6 

2.9 

4.6 

6.5 

8.9 

II. 6 

14.7 

700.. 

0.0 

0.  2 

0.8 

1-9 

3.4 

5-3 

7.6 

10.4 

13.6 

17.2 

800.. 

0.0 

0.2 

I.O 

2.2 

3-9 

6.1 

^•z 

II. 9 

15.5 

19.6 

9oo.. 

0.0 

0.3 

1. 1 

2.4 

4.4 

6.8 

9.8 

13.4 

17.S 

22.1 

xooo. . 

0.0 

0.3 

1.2 

2.7 

I      4.9 

7.6 

10.9 

14.9 

.19.4 

24.5 

SI6 


TABLE  XVI.  — STADIA  REDUCTIONS 
Vertical  Heights 


Kla- 
ntet 


XI" 


xa" 


X3° 


14" 


X5° 


i6° 


17° 


i8° 


X9' 


o. . 
a.. 
4.. 
6.. 
8.. 

20. . 

xa. . 
X4.. 
x6.. 
x8.. 
ao. . 

aa. . 

a4.., 

a6.. 

a8... 

30... 

33... 
34... 
36... 
38... 
40... 

4a... 
44... 
46... 
48... 
SO... 

5a... 
54.  . 
56... 
58... 
60... 


17.10 
17.16 
17.21 
17.26 
17-32 
17-37 

17.43 
17-48 
17-54 
17-59 
17.65 

17.70 
17.76 
17.81 
17.86 
17.92 

17.97 
18.03 
18.08 
18.14 
18.19 

18.24 
18.30 

18.35 
18.41 
18.46 

18.51 

18.57 
18.62 
18.68 
18.73 


18. 7S 
18.84 
18.89 
18.95 

19.00 

19.05 

19.  II 
19.16 
19.21 

19.27 

19.32 
19.38 
19.43 
19.48 
19.54 

19.59 
19.64 
19.70 

19-  75 
19.80 

19.86 
19.91 
19.96 
20.02 
20.07 

20. 12 
20.18 

20.  23 
20.  28 
20.34 


20.34 
20.39 

20.44 
20.50 

20.55 
20. 60 

20.66 

20.  71 
20.76 
20.81 
20.87 

20.92 
20.97 
21.03 
21.08 
21.13 

21.18 
21.24 
21.29 
21.34 
21.39 

21.45 
21.50 

21.55 
21.60 
21.66 

21.  71 
21.76 
21.81 
21.87 
21.92 


21.92 

21.97 

22.02 

22.08 

22 

22 


2.13 
2.18 


22.23 
22.28 
22.34 
22.39 
22.44 

22.49 
22.54 
22.60 
22.65 
22.  70 


■.U 


22. 
22 

22.85 
22.91 
22.96 

23.01 
23.06 
23.11 
23.16 
23.22 

23.27 
23- 32 
23-37 
23.42 

23-47 


23- 47 
23-52 
23-58 
23.65 
23.68 

23.73 

23.78 

23. 8J 
23.93 
23-99 

24.04 
24.09 
24.14 
24.19 
24.24 

24.29 
24.34 
24.39 
24.44 
24.49 

24.55 
24.60 
24.65 
24.70 
24.75 

24.80 
24.85 
24.90 

24.95 
25.00 


25.00 

25-05 
25. 10 

25-15 
25.20 

25-25 

25-30 
25-35 
25.40 
25-45 
25- 50 

25-55 
25.60 

25-65 

25.70 
25-75 

25.80 

25.85 
25.90 

25-95 
26.00 

26.05 
26. 10 
26.15 
26.20 
26.25 

26.30 

26.35 
26.40 
26.45 
26.50 


26.50 

26.55 
26.59 
26.64 
26.69 
26.74 

26.79 
26.84 
26.89 
26.94 
26.99 

27.04 
27.09 

27.13 
27.18 

27-23 

27.28 
27-33 
27-38 
27-43 
27.48 

27-52 
27-57 
27.62 

27-67 
27.72 

27.77 
27.81 
27.86 
27.91 
27.96 


27. 96 
28.01 
28.06 
28.10 
28.15 
28.20 

28.25 
28.3c 
28.34 
28.39 
28.44 

28.49 
28.54 
28.58 
28.63 
28.68 

28.73 

28.82 
28.87 

28.92 

28.96 
29.01 
29.06 
29.  II 

29-15 

29.20 

29.25 
29.30 

29-34 
29.39 


29.39 
29.44 
29.48 
29.53 
29-58 

29.62 

29.67 
29.72 
29.  76 

29.81 
29.86 

29.90 

29- 95 
30.00 

30.04 
30.09 

30.14 
30.19 
30.23 
30.28 

30.32 

30.37 
30.41 

30.46 
30.51 
30.55 

30.60 
30.65 
30.69 
30.74 
30.7^ 


30.78 
30.83 
30.87 
30.92 

30.97 
31.01 

31.06 
31.10 
31-15 
31-19 
31-24 

31-28 

31-33 
31-38 
31-42 
31.47 

31.51 
31.56 
31.60 

31.65 
31.69 

31.74 
31.78 
31.83 
31.87 

31.92 

31.96 
32.01 
32.05 
32.09 

^2, 14 


Horizontal  Corrections 


Ditt. 

10'' 

11° 

ia° 

13° 

14° 

15° 

16° 

17° 

18° 

19" 

xoo.  . 

30 

3.6 

i'i 

5.1 

5-9 

6.7 

7.6 

8.5 

9-5 

10.6 

200. . 

6.0 

7.3 

8.6 

10. 1 

II. 7 

13-4 

15.2 

17. 1 

19. 1 

21.2 

300.. 

9.1 

10.9 

13.0 

15.2 

17.6 

20. 1 

22.8 

25.6 

28.6 

31.8 

400.. 

12.  I 

14.6 

17-3 

20.2 

23- 4 

26.8 

30.4 

34.2 

38.2 

42.4 

500.. 

15.1 

18.2 

21.6 

25- 3 

29.3 

33-5 

38.0 

42.7 

47-7 

53-0 

600.. 

^8.1 

21.8 

25.9 

30.4 

35- 1 

40.  2 

45-6 

51.3 

57.3 

63.6 

700.. 

21. 1 

25.5 

30.2 

35.4 

41.0 

46.9 

53.2 

50.8 

66.8 

Itl 

800.. 

24.2 

29.1 

34.6 

40.5 

46.8 

53.6 

60.8 

68.4 

76.4 

9oo.. 

27.2 

32.8 

38.9 

45-5 

52.7 

60.3 

68.4 

76.9 

85.9 

95-4 

xooo. . 

30.  2 

36.4 

43.2 

50.6 

58.5 

67.0 

76.0 

85.5 

95-5 

106.0 

517 


TABLE  XVI.  — STADIA  REDUCTIONS 
Vertical  Heights 


Min. 
ntes 


a3° 


a4° 


a5° 


a6*> 


%r 


a8*» 


29^ 


o. . 

2.. 

4.. 

6.. 

8.. 

xo. . 

X2.  . 

14.. 
x6.. 
x8.. 

20.  ., 

22.  .  , 
24.. 
26.. 
28.. 

30.. 

32.. 
34.. 

36... 
38... 

40.., 

42... 
44.. 

46... 
48... 
50... 

52... 
54... 

56... 
58... 
60... 


32.14 
32.18 

32.23 
32.27 
32.32 
32.36 

32.41 
32.45 
32.49 
32.54 
32.58 

32.63 
32.67 

32.72 
32.76 
32.80 

32.85 
32.89 
32.9. 
32.9- 

33- 02 
33.07 

33- 15 
33- 20 

33- 24 
33.28 

33-37 
33-41 
33.46I 


33.46 
33-50 
33.54 
33.59 
33.63 
33-67 

33-72 
33.76 
33.80 
33-84 
33.89 

33.93 
33.97 
34-01 
34.06 
34.10 

34.14 
34.18 
34.23 
34.27 
34.31 

34.35 
34.40 
34.44 
34.48 
34.52 

34.57 
34.61 
34.65 
34.69 
34.73 


34.73 
34.77 
34.82 
34.86 
34.90 
34.94 

34.98 
35-02 
35.07 
35." 
35.15 

35-19 
35.23 
35-27 
35-31 
35-36 

35-40 
35.44 
35- 48 
35.52 
35.56 

35.60 
35.64 
35.68 
35.72 
35.76 

35.80 
35.85 
35.89 
35-93 
35- 07 


35.97 
36.01 
36.05 
36.09 
36.13 
36.17 

36.21 
36.25 
36.29 
36.33 
36.37 

36.41 
36.45 
36.49 
36.53 
36.57 

36.61 
36.65 
36.69 
36.73 
36.77 

36.80 
36.84 
36.88 

36.92 
36.96 

37.00 
37.04 
37.08 
37.12 
37.16 


37.16 
37.20 
37.23 
37-27 
37.31 
37.35 

37.39 
37-43 
37.47 
37-51 
37.54 

37.58 
37.62 
37.66 
37.70 
37.74 

37.77 
37.81 
37.85 
37.89 
37-93 

37-96 
38.00 
38.04 
38.08 
38.11 

38.15 
38.19 

38.23 
38.26 

38.30 


38.30 
38.34 
38.38 
38.41 
38.45 
38.49 

38.53 
38.56 
38.60 
38.64 
38.67 

38.71 
38.75 
38.78 
38.82 
38.86 

38.89 
38.93 
38.97 
39.00 

39.04 

39.08 
39." 
39.15 
39.18 
39.22 

39.26 
39.29 
39.33 
39.36 
39- 40 


39.40 
39.44 
39.47 
39.51 
39.54 
39.58 

39.61 
39.65 
39.69 
39.72 
39.76 

39.79 
39.83 
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39.90 
39-93 
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40.00 
40.04 
40.07 
40.  II 

40.14 
40. 18 
40.21 
40.24 
40.28 

40.31 
40.3s 
40.38 
40.42 

40.45 


40.45 
40.49 
40.52 

40.55 
40.59 
40.62 

40.66 
40.69 
40.72 
40.76 

40.79 

40.82 
40.86 
40.89 
40.92 
40.96 

40.99 
41.02 
41.06 
41.09 
41. 12 

41.16 

41.19 
41.22 
41.26 
41.29 

41.32 
41.35 
41.39 
41.42 
41.45 
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41 

41 

41.52 

41.55 

41.58 

41.61 

41.65 
41.68 
41.71 
41.74 
41.77 

41.81 
41.84 
41.87 
41.90 
41.93 

41.97 
42.00 
42.03 
42.06 
42.09 

42.12 
42.15 
42.19 
42.22 
42.25 

42.28 
42.31 
42.34 
42.37 
42.40 


42.40 

42.43 
42.46 

42.49 
42.53 
42.56 

42.59 
42.62 
42.65 
42.68 
42.71 

42.74 

42.77 
42.80 
42.83 
42.86 

42.89 
42.92 

42.95 
42.98 

43- or 

43-04 
43-07 
43- 10 

43-13 
43- 16 

43-18 
43.21 
43.24 
43.27 
43- 30 


Horizontal  Corrections 


Dist. 

20° 

21° 

aa*> 

a3° 
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26° 

27" 

28° 

•9" 
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14.0 
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17.9 
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23.4 

25- 7 
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33.1 

35.7 

38.4 
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70.5 
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46.8 

51.4 

56.1 

61. 1 

66.2 

71.4 

76.9 

82.4 
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SCO.. 
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76.4 
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103. 1 
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132.2 
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89.9 
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112. 2 
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137.4 
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198.4 

211.5 
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140.3 
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Greek 

Alphabet. 

LBTTBRS 

NAMB 

A,«, 

Alpha 

B,/3. 

Beta 

r.y. 

Gamma 

A.  8. 

Delta 

E.«, 

Epsilon 

z,i, 

Zeta 

H,  V, 

Eta 

®.o, 

Theta 

I,i. 

Iota 

K,   K, 

Kappa 

A,X, 

Lambda 

M,M, 

Mu 

N,  V, 

Nu 

H.f, 

Xi 

0.0, 

Omicron 

n,  IT, 

Pi 

P,/., 

Rho 

S,  <r.  ,, 

Sigma 

T,  T, 

Tau 

Y,  w, 

Upsilon 

*,«^, 

Phi 

X,  X. 

Chi 

*,lA. 

Psi 

n,  0,, 

Omega 
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APPENDIX  A. 

PRINCIPLES   OF  THE   STADIA.* 

488.  DEFINITIONS.  —  The  Stadia  Method  is  adapted  to 
measuring  distances  with  great  rapidity  and  with  an  accuracy 
which  is  quite  sufficient  for  many  purposes.  This  is  especially 
true  for  mapping  topographic  details.  While  the  precision 
obtained  in  very  careful  chaining  is  not  to  be  expected  from 
stadia  measurements,  yet  in  extremely  rough  country,  where 
chaining  is  very  difficult,  the  accuracy  of  the  results  obtained  by 
stadia  is  comparable  with  that  obtained  by  direct  tape  measure- 
ments; furthermore,  it  has  been  found  by  actual  tests  in  measuring 
very  long  lines  (such  as  state  boundaries)  with  the  tape  and  check- 
ing the  measurements  by  means  of  the  stadia  that,  since  the  errors 
of  stadia  measurements  are  compensating,  the  final  results  obtained 
by  the  latter  method  have  sometimes  proved  to  be  more  accurate 
than  those  obtained  by  direct  tape  measurements.  (See  Art.  23, 
p.  14.) 

489.  INSTRUMENTS.  —  A  transit  intended  for  stadia  work 
is  provided  with  two  additional  horizontal  hairs  usually  fastened  to 
the  same  diaphragm  as  the  ordinary  cross-hairs  and  placed  at  a 
known  distance  apart.  The  distance  between  these  two  extra 
hairs  is  almost  always  fixed,  but  in  some  transits  the  diaphragm  is 
so  arranged  that  the  distance  can  be  adjusted.  In  some  other 
instruments  the  stadia  hairs  are  placed  on  a  separate  diaphragm, 
so  that  when  the  eyepiece  is  focused  on  the  regular  cross-hairs  the 
stadia  hairs  are  invisible  and  vice  versa ;  these  are  called  disappear- 
ing stadia  hairs.  The  instrument  is  also  provided  with  a  vertical 
circle  or  arc  for  measuring  vertical  angles,  since  the  telescope  is 
seldom  level  when  stadia  measurements  are  taken. 

Stadia  Rods  are  made  of  a  great  many  designs,  but  the 
accepted  practice  is  to  use  rods  graduated  into  feet  and  tenths, 
plainly  painted  so  that  they  can  be  read  at  long  distances.  The 
hundredths  of  a  foot  are  usually  estimated. 

*  For  a  more  detailed  treatment  of  this  subject  see  Volume  II,  Chapter  IV* 
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4(K>*  Fundamental  Principles.  —  If  the  telescope  is 
sighted  at  a  graduated  (vertical)  rod,  a  certain  space  on  the  rod 
will  be  intercepted  between  the  stadia  hairs,  this  interval  depend- 
ing upon  the  distance  of  the  rod  from  the  instrument,  so  that  this 
space  intercepted  on  the  rod  is  the  measure  of  the  distance  from 
the  rod  to  the  instrument.  In  Fig.  193  let  L  be  the  optical  center 
of  the  objective,*  a  and  b  the  stadia  hairs,  A  and  B  the  points  on 
the  rod  where  the  stadia  hairs  appear  to  cut  it.  ABis  then  the 
intercepted  space  when  the  rod  is  at  the  distance  LX.  If  the  rod 
were  moved  to  the  position  F,  where  the  distance  LF  is  half  LX, 
then  the  intercepted  space  A^B^  would  be  half  AB.    The  first 


Fig.  198. 


principle  involved  then  is  simply  that  of  proportional  sides  of 
similar  triangles. 

Let  Lp  =/j,  and  LX  ^f^  (these  distances  being  known  as 
conjugate  foci)  \  also  let  -45  =  5,  and  ab  =  i;  then 

Uh  =  s:i  (I) 

When  the  rod  is  moved  from  X  to  F  it  becomes  necessary  to 
alter  the  focus  of  the  telescope,  i.e.  the  distance  between  the  objec- 
tive and  the  stadia  hairs  is  increased,  the  new  position  of  the  stadia 
hairs  being  at  a'  and  V.  This  changes  the  angle  from  aLb  to  afLV^ 
so  that  the  points  on  the  rod  now  covered  by  the  stadia  hairs  are 
not  A"  and  B"  but  are  A'  and  B\    Lines  AA'  and  BB^  continued 

*  While  it  is  not  theoretically  exact  to  draw  the  lines  Aa  and  Bh  straight  through 
the  optical  center  it  is  customary  to  use  this  simple  construction,  and  no  appreciable 
error  is  introduced  either  in  the  results  or  in  the  theory  used  in  reaching  these 
lesults. 
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will  meet  at  a  point  V,  in  front  of  the  objective.  If  a  third  position 
of  the  rod  be  taken  between  X  and  Y,  and  lines  drawn  through  A 
and  B  in  the  same  way  disAA'  and  BB'  were  drawn,  these  lines  wiil 
cut  LX  in  the  same  point,  F,  already  found.  To  determine  the 
position  of  this  point,  to  which  all  of  the  stadia  distances  refer,  we 
make  use  of  the  "Law  of  Lenses"  which  is  expressed  by  the  equa- 
tion (demonstrated  in  treatises  on  Physics) 

where  F  is  the  focal  length  of  the  objective,  i.e.  the  distance  from 
L  to  the  cross-hairs  when  the  objective  is  focused  for  an  infinite 
distance  (Art.  46,  p.  35).  Solving  equations  (i)  and  (2)  simul- 
taneously for/,  we  obtain 

/,  =  f.  +  F. 

This  shows  that  the  distance  L  X  is  made  up  of  the  variable  dis- 

F 
tance  V X,  or  —  s,  and  the  constant  LV,  or  F.  Hence  all  the  stadia 
t 

distances,  as  determined  by  direct  proportion,  refer  to  a  point  V  in 
front  of  the  lens  at  a  distance  equal  to  the  focal  length  of  the  objec- 
tive. Since  it  is  the  distance  from  the  rod  to  the  center  of  the 
instrument  which  is  desired  it  is  necessary  to  add  to  LX  the  dis- 
tance LC,  which  is  the  distance  between  the  objective  and  the  cen- 
ter of  the  instrument;  calling  this  c,  the  complete  expression  is  then 

F 
Distance  =  —  5  +  (F  +  c)  (3) 

F 
491.    Stadia  Constants.  —  The  ratio  -r  is  constant  for  any 

instrument  in  which  the  stadia  hairs  are  not  adjustable,  and  is 

100 
generally  made  equal  to  — so  that  if  the  interval  AB  (Fig.  193)  is 

I  foot  the  distance  VX  will  be  100  feet,  or,  in  other  words,  every 
hundredth  of  a  foot  on  the  rod  corresponds  to  i  foot  of  distance 
from  the  point  V. 

The  quantity  {F  +  c)  is  practically  constant  for  any  given 
instrument,  the  small  variation  in  c  (less  than  o.i  ft.  for  a  transit) 
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due  to  focusing  being  much  smaller  than  the  errors  in  the  readings 

themselves. 

p 
The  constant  — .  may  be  found  experimentally  by  reading  the 

interval  on  a  rod  held  at  two  widely  different  distances  (say  loo  ft. 
and  50c  ft.)  which  have  been  accurately  determined  by  means  of 
a  tape.  If  the  known  distance  and  the  corresponding  interval  on 
the  rod  are  substituted  in  equation  (3),  then  for  each  distance^ we 
will  have  an  equation;  the  simultaneous  solution  of  these  will  give 

the  value  of  -:' 
t 

The  constant  {F  +  c)  may  be  found  accurately  enough  for  all 
ordinary  purposes  by  direct  measurement.  The  distance  between 
the  objective  and  the  stadia  hairs  when  the  telescope  is  focused  on 
a  distant  object  equals  the  focal  length  F.  The  distance  c  may  be 
token  as  the  distance  between  the  objective  and  the  center  of  the 
instnmient  when  focused  for  an  average  sight.  As  it  is  generally 
not  customary  to  read  stadia  distances  closer  than  about  i  foot  it  is 
sufficient  to  regard  {F  -f  c)  as  i  foot  for  all  ordinary  transits,  al- 
though it  may  actually  vary  from  0.75  to  1.25  ft.  In  work  where 
a  distance  of  one  or  two  feet  becomes  of  no  importance  the  constant 
{F  -f  c)  may  be  neglected. 
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492.     FORMULAS   FOR   INCLINED    SIGHTS.  — In    the    pre- 
ceding discussion  the  rod  is  supposed  to  be  held  perpendicular  to 
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the  line  of  sight.  In  taking  measurements  on  sloping  ground  it  is 
customary  to  hold  the  rod  plumb,  regardless  of  the  slope,  since  it  is 
not  as  easy  to  judge  when  the  rod  is  perpendicular  to  the  line  of 
sight  as  to  estimate  when  it  is  held  plumb. 

Since  the  rod  is  not  held  perpendicular  to  the  line  of  sight  the 
vertical  and  horizontal  distances  cannot  be  computed  from  a 
simple  right  triangle.  In  Fig.  194  let  AB  he  the  intercept  on  the 
rod  when  held  plumb,  and  A'B'  the  intercept  if  the  rod  were  held 
perpendicular  to  the  line  of  sight,  i.e.  A'B'  is  perpendicular  to  CO, 
In  the  triangles  AA'O  and  BB'O  the  angles  A'  and  5'  differ  from 
90°  by  the  angle  w,  which  is  usually  about  0°  17'.  It  is  customary 
to  solve  these  two  triangles  as  right  triangles;  a  comparison  with  the 
exact  solution  shows  that  the  resulting  error  is  always  negligible. 

Hence  A'B'  -  AB  cos  a  (nearly). 

But  CO  ^^A'B'  +{F  +  c) 

t 

^AB  cos  a  +(F  +  c). 
t 


The  Horizontal  Distance  -  CD  -  CO  cos  a 

•p 
'-'^AB  cos'  a  +{F  +  c)  cos  a         (4) 


The  Vertical  Height       ^  DO  ^  CO  sin  a 

p 
—  —  AB  cos  a  sin  a  +  (F  +  c)  sin  a 


P         Ajy 

^  tL  x<^  sin  2 a  +  (F  +  c)  Sin  a    (5) 


Equations  (4)  and  (5)  are  solved  in  practice  by  three  different 
means  —  by  table,  by  diagram,  and  by  the  stadia  slide  rule.  The 
slide  rule  is  the  most  rapid  of  these  and  is  accurate  enough  for 
ordinary  purposes.     In  its  construction  it  differs  from  the  ordinary 
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slide  rule  in  having  certain  scales  based  upon  the  first  terms  of 
formulas  (4)  and  (5).  The  method  of  operating  this  rule  is  similar 
to  that  explained  for  the  ordinary  slide  rule  in  Art.  359,  p.  330. 

493.  Stadia  Tables.  —  The  Stadia  Tables,  p.  516,  are  in  two 

parts,  the  upper  table  is  for  obtaining  vertical  heights  and  the 

lower  one  is  for  horizontal  distances.    The  Table    of  Vertical 

Heights  contains  the  value  of  the  first  term  of  formula  (5)  for 

F 
different  values  of  the  vertical  angle  a  when  -  =  100,  and  -45  is 

I  ft.  The  vertical  height  for  any  other  rod  inter\'al  is  found  by  mul- 
tiplying the  tabular  number  by  the  space  intercepted  on  the  rod. 
To  be  mathematically  exact  the  last  term  of  equation  (5)  should 
be  computed  separately  and  added  to  the  results  obtained  from  the 
table;  but  for  angles  ordinarily  occurring  in  this  work,  the  term 
\  sin  2a  is  approximately  equal  to  sine  a,  so  that  it  is  almost  always 
sufficiently  accurate  to  regard  {F  -I-  c)  as  part  of  the  variable  dis- 
tance. For  example,  if  the  intercepted  space  is  2.73  we  would  then 
multiply  the  tabular  number  by  2.74,  the  i  ft.  constant  {F  -f  c), 
being  equivalent  to  o.oi  ft.  interval  on  the  rod.  The  only  case 
where  this  is  not  sufficiently  accurate  is  when  the  vertical  angle  is 
extremely  large. 

The  Table  of  Horizontal  Corrections  contains  the  number  of 
feet  to  be  subtracted  from  the  distance  read,  and  is  given  in  this 
table  for  different  distances  and  for  different  valuers  of  a.  This 
correction  is  simply  the  difference  between  the  first  terms  of 

F 

formulas   (3)    and  (4)  when  -  =  100,  and  is  e(|ual  to  AB  sin'  a, 

t 

since  AB  in  formula  (4)  is  the  same  as  s  in  formula  (3).     The 

second  terms  of  equations  (3)  and  (4)  are  practically  equal  for  the 

angles  usually  occurring  in  this  work,  hence  it  is  customary  to  add 

to  the  measured  distance  the  constant  i  ft.  and  then  to  apply  the 

horizontal  correction  from  the  table.     Examples  illustrating  the  use 

of  these  tables  are  given  in  Art.  495. 

494.  Field  work.  —  The  horizontal  angles  are  usually  recorded 
as  azimuths;  the  method  of  determining  these  is  described  in  Art. 
144,  p.  108.  A  rough  check  on  the  azimuths  may  be  obtained  by 
reading  the  bearings  of  all  important  lines.  If  the  survey  is  con- 
nected with  triangulation  or  if  special  obser\'ations  have  been 
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made  so  that  the  true  azimuth  of  some  line  is  known,  then  all 
azimuths  are  referred  to  the  true  meridian.  If  the  true  meridian 
has  not  been  determined  the  magnetic  meridian  may  be  used,  or 
any  arbitrary  line  may  be  chosen  as  the  line  of  reference. 

The  transit  points  may  be  located  by  a  traverse  run  with  a 
transit  and  tape  or  by  the  transit  and  stadia,  according  to  the 
accuracy  desired.  Whether  the  distances  are  foujid  by  tape  or 
by  stadia  it  is  well  to  check  them  by  stadia  readings,  forward  and 
backward.  From  each  transit  point  "side  shots"  are  taken  to  as 
many  points  as  arc  needed  for  locating  topographic  details.  The 
distances  are  read  by  setting  the  lower  stadia  hair  on  a  whole  foot- 
mark on  the  rod  and  counting  the  feet  and  tenths,  and  estimating 
the  hundredths,  in  the  intercepted  space.  Care  should  be  taken 
that  the  middle  horizontal  hair  is  not  read  by  mistake  in  reading 
the  distance.  If,  however,  a  sight  is  so  long  that  the  rod  does  not 
reach  from  one  stadia  hair  to  the  other  the  distance  may  be  obtained 
with  a  fair  degree  of  accuracy  by  reading  first  the  space  between  the 
upper  and  the  middle  hairs  and  then,  after  resetting,  the  space 
between  the  middle  and  the  lower  hairs,  and  adding  the  two 
results. 

If  elevations  are  to  be  determined  the  process  is  to  sight  the 
middle  hair  on  a  point  on  the  rod  as  far  above  the  bottom  as  the 
center  of  the  transit  is  above  the  ground  at  the  instrument,  and 
then  to  read  the  corresponding  vertical  angle.  The  distance  from 
the  ground  to  the  center  of  the  instrument  at  the  transit  point 
may  be  conveniently  measured  with  a  pocket  tape  and  is  usually 
recorded  in  the  notes  as  the  "  H.  I.";  this  must  not  be  confused  with 
the  H.I.  used  in  leveling.  The  slope  thus  determined  by  the  verti- 
cal angle  is  the  same  as  the  slope  between  the  two  points  on  the 
ground. 

In  order  to  economize  time  the  vertical  hair  should  first  be  set 
on  the  rod,  then  the  distance  read;  the  middle  horizontal  hair  is 
next  set  on  the  "H.I";  the  transitman  is  then  through  with  the 
settings  and  should  direct  the  rodman  to  proceed  to  the  next  point. 
In  the  meantime,  the  transitman  can  read  the  azimuth  and  the 
vertical  angle. 

495.  Notes.  —  There  are  various  arrangements  of  stadia  notes 
depending  upon  the  details  of  the  fieldwork  and  upon  individual 
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tastes.  Fig.  195  shows  the  left-hand  page  of  a  form  of  notes  which 
is  in  common  use.  The  right-hand  page  of  the  notes  is  reserved 
for  the  sketch  and  general  descriptions.  Numbers  corresponding 
to  the  points  in  the  first  column  arc  marked  on  the  sketch  in  their 
proper  location. 

By  referring  to  these  notes  it  will  be  seen  that  the  transit  points 
are  distinguished  from  the  other  points  by  the  usual  symbol  for 
stadia  stations,  consisting  of  a  square  with  a  dot  in  the  middle. 
The  transit  is  set  up  at  Station  i,  the  vernier  set  at  0°,  and  then 
sighted  in  the  direction  of  the  magnetic  South  and  the  lower  plate 
clamped.  Then  the  distance  from  the  ground  to  the  center  of  the 
instrument  is  measured  and  recorded  as  H.I.  =  4.23.  A  sight  is 
then  taken  on  the  bench  mark,  which  is  point  i ;  its  elevation  in  this 
case  is  such  that  a  rod-reading  of  7.61  is  obtained  with  the  telescope 
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leveled.  From  the  elevation  of  the  B.M.  (81.23),  the  elevation  of 
the  ground  at  the  transit  point  (84.61)  is  computed  and  entered 
in  the  notes.  Whenever  elevations  are  desired  either  level  read- 
ings or  vertical  angles  are  recorded,  to  the  nearest  minute,  in 
the  column  marked  "Vt.  Ang."  For  example,  opposite  point 
2  a  vertical  angle  of  -f  0°  50'  is  taken  with  the  center  cross-hair 
sighted  on  4.23  (the  H.I.)  on  the  rod;  where  it  is  not  possible  to 
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sight  on  the  H.I.,  as  at  point  5,  the  sight  is  taken  on  some  whole 
number  of  feet  above  or  below  the  H.I.,  as  in  this  case,  on  8.61. 

The  last  two  colunms  are  not  as  a  rule  computed  in  the  field. 
They  are  sometimes  calculated  by  use  of  tables.  As  an  illustration 
of  the  use  of  Table  XVI  the  difference  in  elevation  opposite  point 
2  may  be  found  as  follows.  In  Table  XVI,  in  the  column  headed 
0°  and  opposite  50'  is  found  1.45  as  the  diflFerence  in  elevation; 
this  is  multiplied  by  0.98,  which  gives  1.42  as  the  quantity  to  intro- 
duce in  the  column  marked  "Diff.  El.,"  which  is  the  diflFerence  in 
elevation  between  the  ground  at  the  instrument  and  at  point  2. 
The  elevation  of  point  2,  to  the  nearest  tenth,  is  84.6  -f  1.4  =  86.0, 
and  this  is  put  in  the  last  column  opposite  point  2.  Similarly  the 
calculation  for  point  5  gives  3.93  X  0.74  =  2.9.  But  the  sight  was 
taken  4  ft.  above  the  H.I.,  therefore  the  DifiF.  El.  =  —  i.i.  The 
elevation  of  □  2  is  determined  from  Q  i  the  same  as  any  other  point 
and  the  elevation  of  point  5  is  computed  from  the  elevation  of  □  2. 
The  ordinary  slide  rule  used  in  connection  with  these  tables 
furnishes  a  rapid  means  of  making  these  calculations. 

In  computing  the  elevation  of  one  instrument  point  from  another 
it  is  well  to  carry  the  diflFerence  in  elevations  to  hundredths  of  a 
foot,  but  for  side  shots  it  is  sufficient  to  carry  it  to  tenths  only,  since 
the  elevation  of  no  other  point  is  afiFected.  More  accurate  results 
can  be  obtained  if  the  rod  is  held  on  top  of  the  stake  at  the  transit 
points  instead  of  on  the  ground,  and  the  H.I.  measured  from  the 
top  of  the  stake. 

To  obtain  the  horizontal  distance  between  two  points,  say  EI  i 
and  El  2,  we  make  use  of  the  Table  of  Horizontal  Corrections^ 
for  a  distance  of  205  and  an  angle  of  8°  12'  we  find  that  the  correc- 
tion to  be  subtracted  is  about  4  ft.  Assuming  that  the  constant 
(F  +  c)  has  not  yet  been  added,  we  have  for  the  true  horizontal 
tMstance  205  +  i  —  4  =  202  ft. 
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THE  PIiANIMZITZSR. 


The  planimeter  is  an  instrument  used  to  determine  the  area 
of  a  figure  by  moving  the  tracing  point  of  the  instrument  around 
the  perimeter  of  the  plotted  area.  When  the  figure  has  a 
regular  shape  its  area  can  be  easily  computed  from  its  dimensions, 
but  when  the  boundaries  are  crooked,  such  as  river  boundaries, 
the  planimeter  is  most  useful,  and  with  careful  manipulation 
results  can  be  obtained  which  are  accurate  enough  for  many 
engineering  purposes. 

The  Amsler  Polar  Planimeter.  —  The  most  common  planim- 
eter is  the  Amsler  Polar  Planimeter  (Fig.  196).     This  instrument 


Fig.  106. 


has  two  arms,  BO  and  HP.  The  arm  BO  is  of  fixed  length;  it 
is  anchored  at  O  by  a  needle  point  which  sticks  into  the  paper 
and  is  held  in  position  by  a  small  weight  which  is  detachable. 
At  B  it  is  connected  by  a  pivot  to  a  collar,  C,  through  which 
the  tracing  arm  HP  can  slide.  At  P  is  a  tracing  point  which 
is  moved  along  the  outline  of  the  area  to  be  measured;  the 
distance  CP  being  adjusted  to  conform  to  the  scale  of  the 
map.  The  graduated  wheel  5,  whose  axis  is  parallel  to  HPy 
records  the  area  in  units  dependent  upon  the  length  of  the 
arm  CP. 
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The  planimeter  rests  then  on  three  points,  the  anchor,  the 
tracing  point,  and  the  periphery  of  the  wheel.  As  the  tracing 
point  is  moved  around  the  given  area,  the  wheel  drags  along, 
sometimes  slipping  and  sometimes  rolling,  and  the  difference 
between  the  reading  of  the  scale  on  the  wheel  at  the  beginning 
and  end  of  the  circuit  represents  the  area  of  the  figure.  Besides 
the  scale  on  the  wheel  there  is  a  small  disk  D  which  records  the 
number  of  full  revolutions  of  the  wheel.  The  result  of  reading 
the  disk,  the  wheel,  and  its  vernier  will  usually  give  four 
figures. 

Since  the  length  of  the  anchor  arm  is  fixed  and  the  point  O 
stationary,  the  wheel  moves  on  the  circular  arc  whose  center  is 
O  and  whose  radius  {R)  is  the  distance  from  O  to  the  wheel. 
The  readings  of  the  scale  will  therefpre  record  the  length  of  arc 
between  the  point  where  it  rested  at  the  beginning  and  end  of 
the  circuit. 

If  in  moving  the  tracing  point  its  arm  be  maintained  in 
such  a  position  with  reference  to  the  anchor  arm  that  the  plane 
of  the  wheel  will  always  pass  through  the  anchor  point,  it  is 
evident  that  the  wheel  will  not  revolve  at  all  on  its  axis  but 
will  slip  on  the  paper  without  changing  its  reading.  The 
tracing  point  can  therefore  be  started  at  a  given  point  and 
moved  about  in  the  path  of  a  circumference,  returning  to  the 
same  point  again  without  recording  any  reading  of  the  wheel. 
This  circumference  is  called  the  zero  circumference^  or  the  correc- 
tion circle. 

Theory  of  the  Amsler  Polar  Planimeter.  —  The  following 
proof  has  been  taken  from  Cours  de  M&anique,  by  ^douard 
Collignon. 

Let  A  (Fig.  197)  be  the  area  to  be  measured.  Conceive  cd 
(corresponding  to  the  tracing  arm)  to  be  a  straight  line  of  con- 
stant length  moving  so  that  one  end  d  is  always  upon  the  outline 
of  A  and  the  other  end  c  is  always  upon  a  given  curve  ccf  (in 
general  a  circle  described  from  O). 

Let  cd  and  c'd'  be  consecutive  positions  of  the  moving  line, 
and  let  an  expression  be  obtained  for  the  elementary  area  cdd'c' 
generated  by  the  line  in  moving  from  the  first  position  to  the 
second.     This  movement  may  be  considered  as  composed  of  two 
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parts;  a  translation  from  cd  to  a  parallel  position  c'e,  and  a  rotation 
from  c'e  to  c'd\  the  first  generating  a  parallelogram  cdec',  and 
the  second  a  sector  cVrf'. 

Let  (/i4'  =  the  elementary  area  cdd'c' 

L  =  the  length  of  cd 
dh  =  the  width  of  the  parallelogram 
da  =  the  elementary  angle  of  rotation 

Then  dA'  ^  L -dh  +  \D .da  [i] 


Fig.  197. 

Now  suppose  a  wheel  F  fixed  upon  erf,  its  plane  perpendicular 
to  that  line,  so  that  in  the  displacement  of  cd  the  wheel  rolls  when 
the  point  F  moves  perpendicularly  to  erf,  and  glides  without 
turning  when  F  is  displaced  in  the  direction  of  cd.  Let  dd  be 
the  angle  through  which  the  wheel  turns  upon  its  axis  in  passing 
from  F  to  F'.  If  r  is  the  radius  of  the  wheel,  rdO  is  the  length  of 
arc  applied  to  the  paper.     This  length  is  equal  to  dh  (the  rotation 
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of  the  wheel  in  the  translation  from  cd  to  c'e  corresponding  to 

the  normal  displacement  only)  +  the  arc  Uda   (letting   cF  = 
U  =  c'F'). 

.\r.dd  =^  dh  +  Uda  [2] 

With  the  wheel  beyond  c  on  dc  produced,  r*  dd  =  dh—Vda 
Eliminating  dh  from  equations  [i]  and  [2] 

dA'  =r'L'd/)  +  (^  -  Lu\da  [3] 

JdA'  =  fr'L'dd+  J(^  -  LUya  [4] 

Conceive  now  the  point  d  to  traverse  the  entire  outline  of  Ay 
the  elements  dA'  being  reckoned  positively  or  negatively  accord- 
ing to  the  direction  in  which  they  are  generated.  Two  cases  are 
to  be  noticed: 

(a)  When  the  directing  curve  cc'  is  exterior  to  (but  not  includ- 
ing) the  area  A  (Fig.  197).    The  algebraic  sum,     /  dA\  will  be 

the  difference  between  the  sum  of  the  positive  and  the  sum  of  the 
negative  elementary  areas,  and  will  equal  the  area  A. 


/ 


r-L-dO   =  rLO 


S' 


=  Lu  (where  u  =  rO  =  algebraic  sum  of   arcs 
applied  to  paper  by  wheel). 


rfa  =  o,  since  cd  returns  to  its  original  position  with- 
out having  made  a  circuit  about  O. 

.•.     Integrating  expression  [4],  A'  =  A  ^  Lu. 

(b)    WTien    the  directing   curve   c(/  is  within    the   area   A 
(Fig.  198).     The  line  cd  now  makes  an  entire  revolution  in  order 

to  return  to  its  primitive  position,  and   /  rfa=  2;r.    Also  the  area 
A=   j  dA'  +  area  of  circle  described  by  Oc. 
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By  integrating  expression  [4] 


A 


V  =  Lu  +  2 


'(I--) 


=  Lu  +  the  area  of  a  circle  of  radius  VL^  —  2  LU  +R^. 

The  sign  of  2  LU  is  —  if  the  wheel  be  between  tracing  point 
and  pivot  point;  otherwise  it  is  +. 


Fig.  198. 

This  circle  is  called  the  ** circle  of  correction"  and  its  value 
may  be  found  by  measuring  with  the  planimeter  a  circle  or  other 
figure  of  known  area  inclosing  the  directing  curve  cc'. 

It  will  be  seen  that  the  radius  VL^  ±  2  LU  +  R^  is  the  dis- 
tance from  anchor  point  to  tracing  point,  when  the  plane  of  the 
wheel  passes  through  the  anchor  point;  in  other  words,  is  the 
radius  of  the  zero  circle. 

If  C  =  circumference  of  wheel 
and  n  =  number  of  revolutions  made  in  a  given  measurement 

Lu  =  LnC 

If  L  and  C  be  given  in  inches  A  will  be  found  in  square  inches. 
By  varying  L  the  area  A  corresponding  to  one  revolution  of  the 
wheel  (n  =  i)  may  be  varied  at  pleasure.  Commonly,  if  the 
area  is  sought  in  square  inches  the  length  L  is  made  such,  by 
adjustment  on  the  tracing  arm,  that  one  complete  revolution  of 
the  wheel  corresponds  to  10  square  inches  of  area. 
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Since,  for  the  anchor  point  outside  the  area  to  be  measured, 
A  =  LnCj  it  appears  that  for  any  setting  of  L,  A  is  directly  pro- 
portional to  «.  So  that  L  may  be  set  at  random  and  n'  deter- 
mined for  a  known  area  A'  (say  a  circle  or  rectangle)  in  whatever 

A       n 
unit  the  area  is  desired,  then  — =    ,  •       But    this   process  evi- 
dently does  not  apply  to  the  case  of  anchor  point  inside  the  area 
to  be  measured. 

In  finding  the  area  of  the  circle  of  correction,  the  instrument 
gives  directly  only  the  difference  between  circle  and  known  area. 

If  the  known  area  lies  entirely  outside  of  circle  (Fig.  199), 
then  the  record  of  instrument  gives  the  shaded  area  only,  and 
this  subtracted  from  known  area  will  equal  the  circle  of  correction. 

If  the  known  area  (Fig.  199)  does  not  lie  entirely  without  the 


Fig.  109. 


circle  then  record  of  instrument  must  be  added  to  the  known  area 
if  the  circle  of  correction  is  the  larger,  otherwise  subtracted. 

Use  of  Polar  Planimeter.  —  In  measuring  a  closed  area  the 
anchor  point  is  pressed  into  the  paper  at  a  position  outside  of  the 
area  of  the  figure,  if  it  is  not  too  large,  and  the  tracing  point  is 
started  from  a  definite  point  on  the  periphery  of  the  area,  pref- 
erably such  as  will  bring  the  two  arms  approximately  at  right 
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angles  to  each  other.  The  wheel  is  then  read.  The  tracing 
point  is  then  moved  around  the  outline  of  the  area,  being  careful 
to  follow  the  line  accurately,  until  the  starting  point  is  reached 
again.  The  wheel  is  again  read  and  the  difference  between  the 
two  wheel  readings  gives  the  area  in  the  unit  depending  upon  the 
setting  of  the  arm.  The  disk  should  also  be  read  when  the  wheel 
is  read  if  the  area  is  large  enough  to  require  a  full  revolution  of 
the  wheel.  Care  must  be  taken  to  bring  the  tracing  point  exactly 
back  to  the  point  from  which  it  was  started. 

While  some  instruments  have  a  tracing  arm  of  fixed  length, 
so  that  all  areas  recorded  by  the  wheel  are  in  the  same  unit, 
square  inches  for  example,  many  planimeters  have  adjustable 
tracing  arms  which  can  be  set  by  means  of  a  clamp  and  slow- 
motion  screw  at  whatever  reading  of  the  scale  on  the  tracing 
arm  is  desired.  Usually  it  will  be  necessary  to  use  a  reading 
glass  to  make  this  setting  accurately.  The  arm  is  sometimes 
marked  by  vertical  lines  and  beside  these  lines  are  letters  and 
figures  indicating  the  unit  of  area  to  which  the  setting  corre- 
sponds. .  In  some  instances,  however,  the  scale  is  marked  as  a 
continuous  scale  and  the  proper  settings  for  given  area  units  are 
supplied  by  the  instrument  maker. 

A  way  of  avoiding  the  use  of  the  correction  circle  in  measuring 
large  areas  is  to  divide  the  area  into  smaller  ones  by  light  pencil 
lines  and  to  determine  each  fractional  area  separately.  If,  how- 
ever, the  anchor  point  is  placed  inside  the  area  the  value  of  the 
correction  circle  must  be  applied  to  the  reading  of  the  wheel  as 
explained  in  the  previous  article. 

A  planimeter  can  be  readily  used  even  though  the  setting  of  the 
arm  is  not  known.  A  square,  say  four  inches  on  a  side,  can 
be  accurately  drawn  on  the  map  and  its  area  determined  with 
the  planimeter  in  the  usual  manner,  making  several  independent 
determinations  with  the  anchor  point  in  different  positions  so 
that  if  there  are  any  irregularities  in  the  paper  over  which  the 
wheel  passes  which  are  affecting  one  result,  this  error  will  not 
enter  into  the  other  determinations.  The  mean  of  these  results 
divided  by  the  number  of  square  inches  in  the  given  area  will  be 
the  wheel  reading  for  one  square  inch.  This  being  determined 
the  area  in  square  inches  of  any  given  figure  can  be  obtained 
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wa.%  made  the  amount  of  this  change  should  be  det^mined  and 
allowed  fc>r  in  arriving  at  a  .correct  vsdue  for  the'  area.  Bj  the 
UM:  fA  a  polar  pJanimeter  a  result  which  is  not  in  error  more  than 
one  per  cent  ia  easily  obtained,  except  in  the  case  of  very  small 
ar#:aft* 

The  Birfling  Planimeter.  —  The  rolling  planimeter,  unlike  the 
)X>lar  planimeter,  i.s  not  anchored  to  the  drawing.  It  has  a  tracing 
fX/int  at  the  end  of  an  adjustable  pivoted  arm  which  is  fastened 
if}  a  frame  which  Ls  supporter!  on  two  rollers.  In  using  this 
planimeter  the  whole  instrument  moves  forward  or  backward  in 
a  <itraight  line  while  the  tracing  point  traverses  the  outline  of  the 
area  to  Ix:  mcasurerL 

With  the  rolling  planimeter  it  is  possible  to  obtain  a  remark- 
able degree  of  accuracy,  results  correct  to  a  tenth  of  a  per  cent 
K-ing  easily  reached. 
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MOUNTINO  PAPER   FOR  DRAWINGS. 

In  making  a  large  map  in  which  a  high  degree  of  accuracy  is 
essential,  especially  if  the  plotting  is  to  extend  over  a  long  period 
of  time,  it  will  be  found  advantageous  to  mount  the  paper  on 
cloth  stretched  upon  a  drawing  board.  When  so  mounted  the 
paper  presents  a  better  surface  to  work  upon  and  is  less  liable  to 
change  its  dimensions  with  changes  in  atmospheric  conditions 
than  mounted  paper  that  is  simply  fastened  by  thumb  tacks  to 
the  board. 

The  doth,  which  may  be  ordinary  bleached  cotton,  should  be 
tacked  to  the  edges  (not  to  the  top)  of  the  board  in  such  a  way  as 
to  draw  the  cloth  tightly  and  yet  evenly.  In  order  to  prevent  the 
paper,  while  drying,  from  tearing  the  cloth  away  from  the  tacks 
it  will  be  necessary  to  space  the  tacks  not  more  than  an  inch  or  so 
apart  along  the  edges  of  the  board.  It  is  evident  that  a  T-square 
cannot  be  used  when  the  drawing  is  mounted  in  this  manner;  but 
since  the  T-square  is  not  as  reliable  as  a  steel  straight-edge  the 
latter  will  be  preferable  in  any  case  if  great  accuracy  is  desired. 

After  the  cloth  is  stretched  the  back  of  the  drawing  paper  should 
be  moistened  slightly  with  a  sponge.  This  is  done  to  prevent  the 
paste  from  drying  too  rapidly.  The  paste  used  should  be  common 
flour  paste  such  as  is  used  for  wall  paper,  properly  thinned  out, 
thoroughly  mixed,  and  carefully  strained  to  remove  all  dirt  and 
lumps.  It  should  be  laid  on  evenly  with  a  wide  brush  and  so  as 
to  cover  all  parts  of  the  paper.  If  any  part  is  left  dry  it  may 
spring  up  from  the  cloth  and  cannot  afterward  be  made  to  lie  flat. 
All  pieces  of  dirt,  lumps  of  paste,  hairs  from  the  brush,  etc.  should 
be  picked  off  before  the  paper  is  laid  on  the  cloth,  as  they  will  make 
rough  spots  on  the  surface  of  the  paper  which  may  afterward  wear 
through  or  cause  dirty  spots.  The  pasting  should  be  done  quickly 
enough  so  that  no  part  of  the  surface  dries  before  the  paper  is 
mounted.  It  is  well  to  run  the  brush  around  the  edges  the  last 
thing  before  the  paper  is  laid  on  the  cloth. 

After  the  paper  has  been  thoroughly  pasted  it  should  be  laid 
carefully  on  the  cloth  in  the  correct  position.    The  center  of  the 

S4X 


542  MOUNTING  PAPER   FOR  DRAWINGS  [Appendix 

paper  should  strike  the  cloth  first,  and  should  be  placed  at  once 
in  its  final  position  as  it  is  impossible  to  move  the  paper  around 
on  the  cloth.  It  may  require  two  persons  to  do  this  if  the  drawing 
paper  is  large,  say  "double-elephant"  size  or  larger.  As  soon  as 
the  paper  is  in  position  it  should  be  rubbed  down  to  prevent  any 
part  from  drying  before  it  sticks  to  the  cloth.  In  order  to  keep 
the  surface  clean  a  piece  of  manila  paper  may  be  laid  over  the 
drawing  paper.  It  should  be  rubbed  down  in  the  center  first, 
then  radially  outward  and  in  such  a  way  as  not  to  crease  or  tear 
the  paper.  Care  should  be  taken  that  the  edges  are  kept  well 
pressed  down  while  the  paste  is  drying;  the  edges  of  the  paper 
expand  so  greatly  while  the  paste  is  wet  that  they  will  rise  up  from 
the  cloth  and  it  will  require  constant  attention  for  several  minutes 
to  keep  the  edges  in  contact  with  the  cloth.  The  paper  should 
not  be  rubbed  parallel  to  the  edges  of  the  board  as  this  is  almost 
certain  to  crease  the  paper  wherever  it  is  not  flat,  and  it  is  impos- 
sible, after  the  creases  are  once  formed,  to  entirely  remove  them 
or  to  give  the  drawing  a  clean,  smooth  surface.  If  the  paper  is 
rubbed  gently  from  the  center  outward  the  creasing  may  always 
be  avoided.  It  should  be  remembered  that  while  the  paper  is  wet 
it  will  not  stand  hard  rubbing.  If  it  is  found  that  the  paper  has 
dried  in  some  places  along  the  edges,  a  little  paste  may  be  intro- 
duced under  the  edge  with  a  knife-blade  and  the  paper  held 
down  until  it  has  dried. 

After  the  paste  has  dried  enough  to  hold  the  paper  securely  it 
should  be  left  for  about  24  hours  to  dry  thoroughly  before  plotting 
is  begun,  but  it  should  not  be  left  near  a  heating  apparatus  to  dry. 
When  the  drawing  paper  is  quite  dry  it  may  be  found  that  small 
particles  in  the  paste  cause  the  paper  in  some  places  to  project 
above  the  general  surface.  This  defect  may  sometimes  be  reme- 
died by  taking  a  flat,  hard  surface  (such  as  a  glass  paper  weight) 
and  pressing  down  heavily  on  the  spot;  this  will  press  the  object 
into  the  cloth  or  board  without  injuring  the  paper. 

It  is  needless  to  say  that  the  drawing  board  used  must  have  a 
true  plane  surface  if  a  good  drawing  surface  is  desired.  The 
board  should  also  be  free  from  ink  or  paint  stains;  any  stains  on 
the  board  will  be  soaked  up  by  the  paste  and  are  likely  to  show  on 
the  drawing  paper. 
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AbbrevUtions  in  notes,  113. 
Abscissa,  356. 
Accidental  errors,  14. 
Accumulative  errors,  14. 
Accuracy, 
in  measuring  lines,  la. 
of  measurements,  14. 
of  traverses,  1 1 1 . 
Acre,  3. 

Additi(»is,  to  blue  prints,  396. 
Adit,  385. 

Adjusting  screws,  35. 
Adjustment, 
of  chain,  4. 
of  compass,  25. 
of  dumpy  level,  91 . 
of  level,  88. 
bubble,  89. 
cross-hairs,  88. 
direct  method.  91 . 
indirect  method,  89. 
peg  method,  91 . 
wyes,  90. 
of  Locke  level.  93. 
of  solar  attachment,  70. 
of  transit,  56. 
bubble,  ^6. 
collimation,  58. 
cross-hairs,  57. 
long  bubble  on  telescope,  59. 
mining,  390. 
objective  slide,  60. 
standards,  59. 
of  traverses,  358,  364. 
angles,  333. 
Agonic  line,  35. 
Alignment,  8,  zi,  13. 
Allen,  C.  F.,  33^.  342. 
Almanac,  Nautical,  68,  184.  188. 
Altitude,  of  sun,  69, 100,  193. 
American  Ephemeris  (see  almanac). 
Angles, 
brass.  83. 

calculated  from  bearings,  30. 
doubling,  108. 
deflection,  108. 
horizontal,  47. 
interior,  108. 
Ia3ring  off,  50. 
measured  by  repetition,  48. 
parallel  lines,  103. 
vertical,  54. 
Angular, 
convergence  of  meridians,  141,  154. 
value  of  one  divisicm  of  level,  73. 
Annual  variation,  ao. 
Apparent, 
motion  of  heavenly  bodies,  180. 
declination  of  sun,  195. 
Apex, 

of  vein,  285. 
staking  out,  ^7. 
Approximate  tunes  of  culmination  and  elonga- 
tion of  Polaris,  186. 


Areas 
averaging  end,  344. 
computation  of, 

by  double  meridian  distances,  35a. 
by  double  parallel  distances,  359. 
by  offsets,  333. 

by  Simpson^  one-third  rule,  334. 
by  trapezoidal  rule,  334* 
by  triangles,  336. 
coordinates,  374. 
curved  comer  lot,  338. 
quadrilateral,  337  • 
Arrangement  of  computations  330. 
Astronomy, 
observation  for, 
azimuth,  180. 
latitude,  196. 
Atmosphere,  refraction,  "boiling  of,"  87. 
Attachment, 
for  plumbing  reds,  83. 
solar,  65. 
Attraction,  local  magnetic,  39. 
Aurora  Borealis,  35. 
Automatic  tide  gauge,  313. 
Auxiliary  level,  59. 
Averaging  end  areas,  344. 
Axe,  19. 
Axis, 
polar,  65. 
adjustment  of,  70. 
Azimuth, 
angles,  17,  108. 
assumed.  109. 
at  any  hour,  188. 
in  city  triangulation,  263. 
needle  checks  on,  1 10. 
of  line,  17- 
of  Polari.s,  183. 
to  distant  object,  373. 

Back, 

bearing,  19. 

ground,  52. 

sight,  51.86. 
Balancing  surve^^s.  358.  364- 
Ball  and  socket  joint,  16,  33. 
Baltimore  triangulation,  358. 
Base,  309. 

board,  106. 

line,  134,  134,361. 
Batterboards,  353. 
Bauer,  L.  A..  20. 
Beam  compass,  386. 
Bearings,  16. 

method  of  taking,  18. 

reverse,  19- 
Bed  of  stream,  ownership,  xz8- 
Bench.  302. 

marks,  302. 

establishing,  198. 

in  cities,  326. 
Bent, 

needle,  36. 

pivot.  37. 
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Bisection, 

method,  17a. 

target,  80. 
Black  prints,  393. 
Blazing  trees,  107,  xjo. 
Blue  prints,  391. 
Blocks, 

irregular.  347. 

size  of,  322. 

"Boiling"  of  atmoq)heTei  87. 
Border  lines,  427. 
Boreholes,  305,  316. 
Borrow  pits,  aio,  343. 
Boston  rod,  78. 
Boundaries, 
of  land, 
conventional  agn  for,  419. 
disputed,  117. 
identification,  xo6,  xi6. 
irregular,  105. 
relocating,  xi8. 
Bounds, 
control,  1x6. 
stone,  330. 
Breast,  3oaa. 
Bubbles, 
levels,  construction  of  vial,  7a. 
angular  value,  one  division,  73. 
Buildungs,  location  of,  150,  168. 
Bulletin  of  University  of  Wisconsin,  69. 
Bureau  of  Equipment,  Navy,  184. 
Bureau  of  Standards,  2x7. 
Burnt  sienna,  396. 

Calculated  bearings,  xxo. 

Calculating  angles  from  bearings,  29. 

Calculation  (see  computation). 

Camel 's-hair  brush,  61,  391. 

Capstan-head  screw,  36. 

Card,  for  sighting,  5a. 

Care  of  instruments,  61. 

Canying  the  transit,  6a. 

Cassiopeia,  x8a. 

Catenary,  11. 

Celestial  s[£cre,  65,  180. 

Cellar,  excavation,  343. 

Centering  pivot  pcnnt,  a7. 

Chaining, 

method  of,  7. 

on  slopes,  9. 
Chains, 

Gunter's,  3,  99. 

engineer's,  3. 

testing,  4. 

wearing,  x^. 
Chain  surveymg,  106. 
Chainmen,  7,  11. 
Change,  magnetic,  ao,  119. 
Chart,  isogenic,  aa. 
Checking, 

angles,  no. 

arimuths,  109. 

bench  marks,  199. 

buildings,  160. 

computations,  330,  337,  339. 

distances,  8,  1 1 . 

field  work,  109. 

lots,  dty,  349. 

target  reading,  84. 

traverses,  xoo,  102.  105,  iii,  156. 

traverses  not  closed,  156. 
Chinese  white,  306. 
Qiords,  plotting  oy,  408. 
"^      *     curve,  333. 
ai6. 
a29t  247. 


r 


City  surveys  (Continued) 
contour  map,  a  19. 
datum,  aa6. 

laying  out  town  site,  ai9,  as7,  tja. 
location  of  streets,  aao. 
marking  comers,  330. 
monuments,  aa8. 
permanent  bench  works,  aa6. 
plans,  ass. 

provision  for  growth,  a  19. 
sewer  system,  aa7. 
staking  out,  asi. 
standard,  a  18. 
steel  tapes,  ai6. 
streets,  ai9,  asi,  2^2. 

cross-section,  343,  346. 

curb  lines,  a49- 

grades,  aa4,  341,  asa. 

Ktters,  a44* 
ation,  aao. 
width,  aaa. 
Claims,  mining,  313. 
Qam^  3a. 

Qeaning  drawings,  430. 
(HincMneter,  393. 
aip8,89. 
Qosure,  error  of,  99. 

limits,  public  lands,  13s. 
Qothtape,  5. 
Coast  and  Geodetic  Survey,  ao,  aa,  as,  77,  8^ 

XX5),  184,  aoa. 
Coeffiaent  of  expansion,  steel,  X3. 
Co-latitude,  67. 
Collimators,  s8. 
Compass,  beam,  386. 

box,  16. 
Compass, 

surveyor's,  16. 
adjustments,  as. 
reading  bearings,  x8. 
remajsnetiring,  a8. 
running  traverse  with,  99. 

pocket  (compass),  18. 

prismatic  (compass),  18. 

used  in  mines,  394. 
Compartment,  a86. 
Compensating  errors,  14. 
Comstock's  refraction  formula,  69. 
Computations, 

area,  334- 

arrangement  of,  330. 

book,  330. 

borrow  pits,  34a . 

checks,  330. 

coordinates,  373. 

deflection  angles,  341, 

estimates,  34S>  349* 

logarithmic,  327- 

prcparing  notes  for,  333. 

prisradlds,  344. 

short  cuts,  ^28. 

si^ificant  figures,  323. 

slide  rule,  330 . 

triangulation,  37a. 

volumes,  34a. 
(Concrete,  231. 

Omnecting  surface  with  underground,  998. 
Constellations,  181. 
Contour.  265,  410. 

found  by  cross-sections,  376. 

incorrectly  sketched,  276. 

interpolated,  276. 

locating,  278.  ^ 

locating  by  hand  level,  279. 

maps,  270. 

pen,  386. 
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Contour  (Continued) 

problem,  a8x. 

properties  of,  a68. 
Contracts,  xai,  xa8. 
Control  by  triangulati(ni«  356.  a64. 
Conventional  signs.  417,  419. 
Convergence  of  meridians,  lai,  141,  154. 
Cooley,  Chief  Justice,  118. 
Codrdinates, 

area  by,  374. 

calculation,  373. 

plotting  by,  401. 

system  for  dties,  255. 
Copying  notes,  43a. 
Copying  plans,  385,  391. 
Corners, 

closing,  141. 

locating  and  marking,  106,  146. 

lost,  i<3&. 

meander,  149. 

monuments,  148,  aa8. 

obliterated,  1536. 

section,  150. 

selecting,  106. 

standard,  141. 

witness,  149. 

witnessing,  148. 
Correction, 

line,  136. 

triangle,  370. 
Corrections, 

for  refraction, 
in  altitude,  193. 
in  declination,  69. 

on  slopes,  3.  1^,  a  17.  330. 
Counting,  chain  lengths,  8. 
Counterweight,  on  needle,  19. 
Courts,  117. 
Cross-cuts,  386. 
Cross-hairs,  34,  36. 

illuminating,  182. 
Cross-section, 

areas  of,  344. 

contours  determined  by,  a76. 

for  earthwork,  207. 

paper.  390. 

road,  ao7. 
Crow  foot,  108,  113. 
Crown,  glass,  36. 

of  pavements,  2^4. 
Culmination  of  Polaris,  180. 
Cultivated  lands,  conventional  sign,  417. 
Cumulative  errors,  14. 
Curb  lines,  349. 
Currents,  electric,  19.  3". 
Curvature  and  refraction,  3,  87. 
Curves, 

laying  out,  334. 

prinaples,  333- 

street  comers,  339. 

vertical,  a4a. 
Cut,  ao8. 
Cut-ofiF  line,  xxi,  157,  37X. 

Daily,  variation  of  needle,  ao. 
Dam,  273. 
Dark  glass,  X90. 
Data, 

to  be  noted  (public  lands),  X45. 

missing,  366. 
Datum  ^ane,  198.  226. 

establishing,  an. 
Day,  civil  and  astronomical,  187. 
Deoroals  of  foot  in  inches,  6. 
Decimal  division  of  vernier,  44. 


Declination, 

of  needle,  19,  xiq. 
variation,  ao.  X19. 
daily,  ao. 
secular,  ao. 
irregular,  20. 
determination  by  observation,  as* 

of  sim,  68,  194. 
correction  for  refraction,  193. 
Deed, 

description,  115. 

interpretation,  X17. 

looking:  up,  120. 

recording,  120. 

survey  for,  114. 
Deflection  angles,  no,  93^,  407. 
Degree  of  longitude,  length  of,  X55. 
DcRcacy  of  level,  7a. 
Departure, 

computation  of,  353. 

total,  401. 
Depth,  cut  or  fill,  ao8. 
Detecting  local  attracti(Mi,  ag. 
Dial,  miner's,  a87. 
Difference  in  elevation,  85. 
Differential  leveling,  85. 
Dip  of  needle,  xg. 

of  vein,  a86. 
Direct,  adjustment,  gx . 

position  of  instrument,  34. 
Direction, 

measurement  of,  x6. 
Discharge  of  streams,  31X. 

measurement,  3x1. 

miner's  ixxch,  3xx. 
Distances, 

with  chain,  7. 

with  stadia,  6. 

with  tape,  xo. 

between  end  points,  37X. 

on  slope,  X3,  9x7,  333. 
Distant  object,  dtecking  angles,  xsft. 
Disturbed  coraen,  932. 
Dividers, 

proportiooal,  387. 
Division  of  land,  368. 
Division  of  level  tube,  73. 
Double  area,  355. 

meridian  distance,  355. 

rodded  lines,  aoi. 

verniers,  39. 
Doubling  angles,  50,  X56. 
Drafts  in  shaft,  398. 
Drafting  instruments,  381. 
Drainage, 

area,  axg,  973. 

provision  for,  990,  927. 
Drawing  paper,  388. 
Drift,  286. 
Drill-hole,  299,  302. 
Drying  prints,  392,  393. 
Dumpy  level,  7 a.  . 

adjustment  of,  91. 
Duty  of  surveyor,  1x6. 

Earth, 

ctirvature,  3,  87. 

magnetism,  xg. 
Earthwork,^ 

computation,  34a. 

end  area  method,  344. 

estimate  of,  from  contour  map,  345,  349. 

prismoidal  formula,  344. 
Easting,  3Sa. 
Eccentric  bearing  telescope,  aSg,  306,  307. 
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Eccentricity, 

correction  for  mimng  transits,  289. 

of  circles,  44.  .  . 

Eccmomic  principles,  mining,  317* 
Effect  of  sag,  13- 
Elaborate,  Utles,  etc.,  427. 
fcllctirk  current,  19. 
Electric  pfimiog  frame,  305. 
Electfifittllofl,  ccnTipass  cowr,  18. 
Elcvfiiion. 

difference  of,  85. 
Elimination  of  errors,  61,  87, 183,  aoo. 
Elonjsation, 

azimuth  at,  181 . 

of  Polaris,  times  of,  186. 

meridian  observation  at«  182. 
Embankment,  208. 
End  ai^  iTNrthodt  344* 
Eagineer'a, 

ckajia,  3,  4. 

scak,  is  J. 

tnuuit,  34- 
Enkrifing  plan*.  j'Sf . 
Ephemirns.  68,  184.  18S. 
Eqtifll  backsiifhtj  and  eoresightfl^  87. 
Equalkn  of  Unie,  tgt^ 
Equalar,  66. 
Errctiug  eyepiece,  37* 
Errora, 

accidental  14^ 

cum  Illative,  14- 

compmsntLog,  14- 

ia  irdmp«J«s  work.  aS^ 

in  measuring  UneSf  ir. 

in  tupet  TT. 

in  u»  of  \tvA,  94* 

Lb  u^  of  transit,  69* 

of  ndjilstXTtent,  6r* 
diininalkm  af,  Gi,  S7, 

of  cWurCn  Qg. 

of  jrraduHtkxai  4P-  ^^* 
EatuFilishing  comer*,  i  jQ. 
Eftim^EL^  fiWih.wtJrlE,  345* 
Etched s  inarLs  (m  tflpd  5- 
European  surveys,  fia, 
EKavaticMi.  3oS« 
HxpsHBidiit 

cwMdent  oft  steel*  13. 

of  papcr»  43S.  _ 
Exltriorn  tuvriLsliipj  t^S. 
EKivmal  secant,  3S9, 
ErlmlsiieTal  riBbl*.  31  S; 
Eyepiece^  erptting  and  invettiDg,  37  • 

diagomkU  3^' 

Faim  Burveym  w- 
Faraham,  LT.  sjg- 
Federal  laws,  tnitung,  3X3- 
Feni:3eSt 

measiircnwTit  of,  no. 
ctaiventiofu.]  ^igtis,  419. 
Field, 

bfiok  (see  nisies} 
cliedL^  toO' 
mFtbodi^  10T* 
ocites.  Pub.  Linda.  146. 
Land  Sarvcying,  100,  103. 
Leveling,  200,  204. 
Topographical,  266. 
work,  99. 
Figures,  significant,  3*3- 
FiPmg, 
drawings,  41s- 
note-books,  431  • 
Fill.  208. 


Finding,  lost  comers,  116. 
Finishmig  nail,  303. 
Floats,  sat  3»i« 
Flow, 

of  ?trcama,  311* 

miners  inch^  jii. 
Focus,  iirindpiiJ,  35. 
FocuKiogT  35* 

"Fcijding:"  vernier  (Fig.  26),  43. 
Forc5ighis«  51,  s^T  S3.  86,  87. 
Formulji4. 

trea  by  ciidHinates,  374. 

artji  of  triangle,  336,  337* 

area  curved  comer  lo*.  338. 

azimuth  by  Polaris,  tS3,  187. 

azimuth  by  sim,  190,  i94> 

convergence  of  meridians,  154. 

cross-section  of  street,  244. 

(Tirveflh,  2^13- 

pnsmoid.  ^44, 

s^ig  und  alignment,  T3< 

^impfion's  rultt  Ji4. 

mde  and  top  telesaipe*  vt6. 

tangeat  offset  imd  truddltr  ordinate,  339* 

trapt'iokd.  334- 
FTnctiQiiAl  arc4iA,  335- 
FieDch  curves,  38  7, 
Fnoartt  50i.  9f9- 
Fuzictioiu,  judicial,  ol  (be  surveyor,  116. 

Gallery,  296,  304. 
Gauge, 

tvU  niEistdring,  JiJ, 
tide  fttuff.  ai3- 
Geodetic  surveying,  3- 
GeograpHioLl  mcndlan^  i&* 
Gvorogicil  daU.  jog. 
Geological  Survey.  U.S. 

bench  morltB,  303. 
G«^(«y.  nflatiim  to  topogiatu^Vf  273. 
Geometric  principle*,  is«- 
Gi%ing  i'i^v,  iiu 
G\is.^  mignifjiDg,  47. 
Gmde  of  slrwtt  »a4- 
line^  fl07,  Jiflt  sji- 
Icveliog  for,  no* 
Graduation, 

errors  of,  40<.f^f  >- 
oampa.s»-bo3(«  16* 
niunbcring,  33  > 
tapes,  5. 
GrantcCt  nj. 
Gnmtor,  117^ 
Gravity.  73- 
Gre»t  dipper.  i8j. 
Gnenwicn  time,  6S,  187. 
Group,  of  claims.  315. 
GroMTth  of  dtiirs,  219* 
Guide  rnrridians,  1  ^> 
Gunter'^  ch^iio,  3. 

Hachure,  267. 
Handkerchief,  signals,  54. 


fldiu?5icijcnt3t,  05- 
lopijffrn.phy  with,  s 


Head, 

chainmian,  7. 

shifting,  31- 
Heading,  a86. 
Height  of  instmment,  19B. 
High  water  mark.  151- 
Hdman,  S.  W.,  3a3. 
Horizon.  66. 
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Horlzootal, 

angles.  47. 

measurements,  3. 

line,  defined,  72. 
Hourly  change  in  declination  of  sun,  68,  191. 
Houses, 

conventional  signs,  419. 

locating,  159. 
Hypotenuse,  13. 

Identification  of  bounds,  106. 
Illumination, 
cross-hairs,  18a. 
plumb  line,  187. 
Image.  34,  37. 

Inaccessible  distances,  174-178. 
Inch,  not  used  in  surveying,  3. 

miner's,  311. 
Inclination. 

correction  for,  3.  i3t  217,  333. 
measured  with  clinometer,  293. 
Index  correction,  54. 
Indexing.  433. 
India  ink,  7^. 
Indirect,  adjustment,  89. 
Information  in  notes,  114. 
Initial  point,  134. 
Ink,  395. 

Instructions,  Manual  of,  122. 
Instrument, 
care  of,  61 . 
height  of,  198. 
Instrumental  errors, 

elimination  of,  61,  87.  183,  aoo. 
Instruments,  drafting,  381. 
Instruments,  surveying  and  plotting, 
chain,  3.  , 

compass,  16. 
pocket,  18. 
prismatic,  18. 
level,  7a,  73. 
rod,  78. 
Locke,  77. 
lining  ix>le,  7. 
measuring  rod,  6. 
pins,  7. 

plammeter,  339. 
protractor,  38a,  384,  398. 
slide  rule,  330. 
stadia,  6. 
targets,  level  rod,  80. 

lamp,  30a. 
telescope.  34- 
Thacher  rule,  333. 
transit,  31. 
solar  attachment,  65. 
Interchangeable  side  and  top  telescope,  393. 
Interior  angles,  108. 
Interpolating  contours,  876. 
Interval,  contour,  367. 
Inverting  eyepiece,  37. 
Iron,  effect  on  needle,  19. 
Irregular, 
areas,  344. 
variation,  25. 
Isotonic, 
chart,  22,  as. 
lines,  35. 

Judicial  functions  of  the  surveyor,  116. 

Keys,  19. 

Lamp  targets,  30a. 
Land  Office,  123,  134. 


Land  surveying, 
by  compass  and  chain,  99, 
by  transit  and  tape,  loi. 
error  of  closure,  99. 
computing  area. 
by  D.  M.  d7s,  356. 
by  codrdinatest  374. 
additional  areas,  334. 
dividing  land,  368. 
obstacles,  170. 
resurvcys,  118. 

supplying  omissions,  117,  366. 
survey  for  deed,  114. 
U.  S.  Public  Lands.  121. 
Lateral, 
adjustment,  89. 
movement  of  transit  head,  3a. 
Latitude, 
difference,  35a. 
error  in.  358,  364. 
observation,  196. 
of  a  line,  35a. 
parallel,  ia8. 
total,  ^01. 
Laws,  mining,  313. 
Laying  out  curves,  a37. 
Laying  out  land,  222. 
Laying  out  town  site,  a  19. 
Least  sciuares,  method  of,  14,  a6«. 
Legal  lines,  106. 
Length, 
absolute  of,  tape,  ai?. 
standard  of,  a  18. 
Lenses,  36,  78. 

Lettering  on  maps,  4ao,  4a  i,  429, 
Level, 
bubble,  73. 
dumpy,  74. 
hand.  77. 
line,  7. 
Locke,  77. 
precise,  73. 
rod,  78. 
section,  aio. 
surface,  7a. 
(term  in  mining),  a86. 
use  of,  83. 
vial,  7a. 
,  wye,  73- 
Leveling,  i(>8. 
across  a  river,  213. 
for  bench  marks,  198. 
for  grade  line,  a  10. 
for  profile,  303. 
instruments  used  in,  7a. 
rods,  78. 
screws,  3a. 
signals  used  in,  85. 
Levels, 
divergence  in  duplicate  lines,  wou 
double  fodded  lines,  aoi. 
Limb, 
of  sun,  69,  192. 
of  transit  (graduated),  31. 
Lines, 
clearing  out,  131 . 
horizontal,  7. 
legal,  106. 
of  collimation,  34. 
stretching,  230. 
lining  in,  8,  13. 
lining  poles,  18. 
Link,  3. 
Local, 
attraction,  39. 
laws,  314. 
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Local  (Continued) 

mean  tune*  187, 196. 
Locating, 

buildmgs,  159. 

points  m>m  transit  line,  265. 

property  lines,  363. 
Locke  hand  level,  77. 
Lode.  387. 

claim,  3x4. 

cdcring  on  maps,  304. 
Logarithms, 

computing  by*  337* 
Long  rod,  80. 
Lonntude, 

dmerence,  353. 

table  of  lengths,  155. 
Lost  monuments,  106,  iz6. 
Lots,  dty,  333. 

Magnet,  earth  a,  19. 

bar,  used,  38. 
Magnetic, 

attriction,  39. 

beaiing,  16. 

declination,  ip. 
variation  of,  30. 
observations  for,  183. 

meridian.  16. 

needle,  16,  33. 

ore,  395. 

storms,  35. 

surveying,  395. 
Magnetism,  weaJkencd,  37. 

of  earth.  19. 
Magnifying  glass,  47. 
Magnifying  i>ower,  37. 
Man-hole  (mining).  a86. 
**  Manual  of  Instructions,*'  133,  188,  316. 
Map, 

Baltimore,  358. 

Washington,  333. 
Maps, 

city,  355. 

large,  429' 

lettering  on,  430. 

mine,  30^. 

topo^phical,  370. 

requirements,  114. 
Marking  points  in  tape  measurement,  10. 
Marsh,  conventional  sign,  417. 
Massachusetts, 

observed  declinations,  ao. 
Mean, 

tide,  198,  313. 

time,  187,  196. 
Meandering,  151. 
Meander  Imes,  152. 
Meandering  a  stream,  151. 
Measurements, 

accuracy  o',  14.  ' 

chain,  7. 

mistakes  in  recording,  ix. 

odometer,  6. 

on  slope-reducing,  328. 

padng,  9. 

stadia,  6. 

tape,  10. 
Measuring, 

angles  by  repetition,  48. 

base  line,  361. 

differences  in  elevation,  73. 

distances,  3. 
Mental  estimates,  12,  330. 
Meridians, 

angular  convergence  of,  121,  141,  154. 

determination  of,  x8o. 


Meridians  (Continued) 

determination  of, 
bv  atcAv  attachment,  66. 

guide,  136. 

magnetic  and  true,  16, 17. 

on  maps,  427. 

principal,  124, 136. 
Metallic  tape,  5. 

Method  of  least  89uares,  14,  363. 
Method  of  surveying  field,  loi. 
Metric  chain,  k  . 

Metropolitan  Water  and  Sewerage  Board,  8z. 
Microscope,  35. 
Mill-hole,  386. 
Mme, 

boreholes,  316. 

boundaries,  ^i^. 

cazrying  meridian  into,  296,  300. 

claims,  313. 

connecting  surface  and  underground,  300. 

connection,  286. 

fault,  286,  309. 

heave,  386. 

laying  out  work,  305. 

lead,  387. 

ledge,  287. 

mapping,  304. 

patent  surveying,  313. 

placer  claims,  315. 

plotting  traverses,  303. 

seam,  286. 

shoot,  386. 

surface  surveys,  3x3. 

surveys,  385. 

throw,  387. 

underground  leveling,  304. 

underground  surveying,  396. 
Miner's  dial,  387. 
Mining  claims,  314. 

terms,  38  <. 
Miner's  inch,  3x1. 
Missing  data,  366. 
Missouri  River  Commission,  303. 
Mistakes, 

avcnding,  xx. 

in  compass  work,  38. 

in  level  work,  94. 

in  measuring  lines,  ix . 

in  transit  work,  62. 

in  using  solar  attachment.  70. 
Moisture,  effect  on  level  rod,  83. 
Monuments, 

at  section  corner,  150. 

in  dty  work,  228. 

lost.  116. 

si^ficance  and  authority  of,  x  16. 
Motion  of  fingers  in  leveling.  46. 
Multiplication  by  slide  rule,  332. 

Nails,  in  marking  points,  xo,  303. 
Natural,  functions,  327. 

scale  of  maps,  382. 
Nautical  Almanac,  68,  184,  x88. 
Navigators,  20. 
Needle,  compass, 

bent,  26. 

remagnetizing.  28. 
New  York  rod.  80.  f'- 

Night,  observations  at,  182.  ,.• 

Noon  observation,  196. 
Normal  position  of  telescope,  34. 
North  star,  180. 

Northing,  352.  , 

Note-book,  84,  xoo,  xi2. 
Notekecper,  xx. 
Notekeeping,  1x2. 

bench  levels,  200. 
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NotekeepinR  (Contlntted) 

(Toss-section,  ao6. 

double  rodded  lines,  aox. 

mine,  joaa,  303. 

profile,  ao4. 

road,  cross-aectiaQ,  aoQ. 

topographical  survey,  366. 
Notes,  iia. 

compMLSs  and  chain,  xoo. 

transit  and  tape,  103. 

traverse,  157. 
Numbering, 

graduations,  3a. 

townships,  ia6. 

sections,  137. 

Objective,  ^s- 

slide,  adjustment,  60. 
Obstacles,  170,  173. 
Observations, 

for  declination  of  needle,  35. 

for  meridian  by  sdar,  66. 

on  Polaris,  i8a. 

on  Polaris,  with  compass,  187. 
Odometer,  6. 
Office, 

plans,  431. 

work,  107. 
Offsetting  transit  line,  170,  173. 
Offsets,  105,  159. 
Omissions,  supplied,  366. 
Optical,  axis,  35. 

center,  36. 
Ordinatts,  356. 

Ore,  toting  by  electric  currents,  31a. 
Ore  shoot,  309. 

Organization  of  transit  party,  1 1 1 . 
Origin  of  co6rdinates,  356. 
Original  notes,  100,  iia. 
Outcrop,  386. 
Owners  of  property,  117. 
Ownership  of  surveys,  114 

Padng,  9. 
Pantograph,  385. 
Paper,  388. 

expansion  of,  438. 

mounted,  388. 

mounting,  541. 

protractor,  384. 
Parabolic  curve,  343. 
Paraflin,  83. 
Parallax,  19,  34,  48. 
Parallel; 

of  latitude,  138. 

ruler,  386. 

^andard,  138,  136. 
Party,  transit,  11 1. 
Patent,  mining  claims,  314. 
Peg  adjustment,  91 . 

adjustment  for  hand  level,  93. 
Pen,  contour,  386. 
Pencil,  53,  91,  113. 
Permanence,  bench  marks,  303. 
Phikdelphia  rod,  81. 
Photograph  of  landscape,  371. 
Pins,  7. 
Pitch,  aF  I. 
Pivot,  iL.  77. 

bent,  97. 

cap, 
Placer      5, 316. 
Plair       nsit,  34. 
Plan,  1:4,  355. 

Plane  intersecting  surface,  380. 
Plane  surveying,  3. 


Planimeter,  340,  533. 
Plates,  of  transit,  31 . 
Plotting,  397  • 

by  codrdinates,  401. 

by  chOTds,  409. 

by  protractor,  398. 

by  tangents,  405. 

cross-sections,  4x1. 

details,  410. 

land  surveys,  397. 
Plumb-bob,  3a,  399. 
Plumb  line,  53,  398. 

in  chaining,  9. 
Plumbing, 

attachment,  83. 

down  a  shaft,  398. 

rod,  83. 
Plummet  lamp,  303. 
Plus,  station,  156. 
Pocket  compass,  18. 
Pcdar  axis,  65. 
Pole,  S3,  180. 
Polaris, 

elongation  of,  186. 

observation  on,  35,  180. 

polar  distance,  180,  184. 
Pole  ster,  18,  180. 
Positicm,  zero  point,  xx. 
Precautions, 

in  using  level,  88. 

in  using  transit,  55. 
Precise  level,  73. 

rod,  83. 
Precision,  334. 

Preliminary  railroad  surveys,  6. 
Primary  tnangulatitm,  356,  364. 
Principal  focus,  35. 
Principal  meridian.  134,  136. 
Printing  frames,  395* 
Prints,  blue,  391 . 

Vandyke,  393* 
Prismatic,  compass,  18. 

eyepiece.  394. 
Prismoidal  f<vmula,  344. 
Prismoids,  344. 
Process  papers,  391 . 
Profile, 

leveling,  303. 
^paper,  390. 
Profiles,  430. 
Projection,  371. 

Proportion  (sec  balancing  surveys) 
Proportional  dividers,  3S7. 
Pro&actors.  383,  398. 
Prussian  blue,  396. 
Public  Lands  Surveys,  131. 

rates  of  payment  for,  133. 

records  and  maps,  153. 
PuU, 

chain,  9. 

tape,  13. 
Purposes,  of  surveys,  3. 

Quadrant,  17. 
Quadrilateral,  178,  337. 
Quarter-section,  135,  153^. 
Questioned  measurement,  365. 

Rack  and  pinion,  ^4. 

Radius,  of  curve,  level  vial,  73. 

Railroads, 

curves,  387. 

surveys,  6. 

tracks,  351. 
Raise,  386. 
Random  line,  51,  138,  i6q. 


